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PEEFACE 

IN  the  present  book  I  have  tried  to  meet  the  needs  of  those 
readers  who  require  an  advanced  text  covering  both  the 
theoretical  and  practical  sides  of  the  subject,  as  far  as  this  can 
conveniently  be  done  in  a  single  volume.  Though  complete  in 
itself,  the  book  is  not  intended  for  beginners,  who  may  be  supposed 
to  have  read  one  of  the  excellent  elementary  treatises  available, 
such  as  Whetham's  Theory  of  Experimental  Electricity.  Space 
saved  from  the  detailed  treatment  of  elementary  topics  has 
been  used  to  give  an  account  of  some  of  the  more  recent 
developments  of  electricity.  It  thus  comes  about  that  the  book 
falls  naturally  into  two  sections;  the  first  eight  chapters  having 
been  kept  fairly  simple  and  containing  all  the  principles  necessary 
for  a  right  appreciation  of  the  subject,  while  the  remaining 
chapters  form  introductory  accounts  of  special  subjects,  which 
may  be  consulted  by  students  before  starting  on  treatises  devoted 
to  them  alone. 

I  am  indebted  to  Prof.  J.  8.  Townsend  for  kindly  criticising 
a  portion  of  the  manuscript,  and  to  Mr  E.  W.  B.  Gill,  with  whom 
the  book  was  originally  planned,  for  placing  his  material  at  my 
disposal.  Some  of  the  experimental  arrangements  described  are 
also  due  to  Prof.  Townsend.  Prof.  J.  Zenneck  kindly  sent  some 
photographs  of  oscillatory  discharges,  while  Mr  C.  T.  E.  Wilson 
lent  a  number  of  negatives  of  his  cloud  photographs  showing  the 
tracks  of  ionising  particles  in  gases.  Blocks  for  the  illustrations 
have  kindly  been  supphed  by  Messrs  Baird  and  Tatlock,  the 
Cambridge  Scientific  Instrument  Co.,  the  Chloride  Electric  Storage 
Co.,  Messrs  J.  J.  Griffin  and  Sons,  Messrs  Longmans,  Green  and 
Co.,  Messrs  Nalder  Bros.,  Messrs  Newton  and  Wright,  Messrs 
W.  G.  Pye  and  Co.,  the  British  Westinghouse  Co.,  and  the  Weston 
Electrical  Instrument  Co. 

F.  B.  P. 

February,  1915. 
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CHAPTER   I 


MATHEMATICAL  INTRODUCTION 

1.     Right-handed  co-ordinate  axes.     If  Ox,  Oy,  Oz  are  the 

positive  directions  of  a  set  of  rectangular  axes  in  three  dimensions, 
and  Ox,  Oy  are  fixed,  the  third  line  Oz  may  be  drawn  at  right 
angles  to  the  plane  xOy  in  two  directions.  Let  the  axes  be  moved 
so  that  Ox  points  due  east,  and  Oy  due  north.  Then  the  axes 
are  called  right-handed  if  Oz  points  vertically  upwards.  Fig.  1 
shows  a  right-handed  set  in  perspective,  the  axis  of  y  pointing 


/.s 


Fig.  1 


Kg.  2 


away  from  the  observer.      Only  right-handed  axes  are  used  in 
this  book. 

Imagine  an  ordinary  (right-handed)  corkscrew  to  be  pointed 
along  Ox  and  turned  so  as  to  travel  in  the  positive  direction  of 
Ox.  A  quarter-turn  will  then  bring  Oy  to  the  position  Oz,  and 
similarly  a  quarter-turn  about  Oy  brings  Oz  to  Ox,  and  a  quarter- 
turn  about  Oz  brings  Ox  to  Oy.  The  rule  of  derivation  of  the 
rotation  of  the  right-handed  corkscrew  from  the  direction  in 
which  it  points  is  called  the  right-handed  screw  law.  Fig.  2  gives 
another  representation  of  this  law. 


MATHEMATICAL  INTBODT7CTION 


[rJH. 


2.  Vectors.  A  vector  may  be  described  briefly  as  a  directed 
magnitude.  It  must  be  capable  of  being  represented  completely 
by  a  line  of  suitable  length  drawn  in  a  suitable  direction,  and 
must  further  obey  the  "parallelogram  law"  ;  i.e.  the  joint  effect 
of  two  vectors  represented  by  the  Unes  PA,  PB  must  be  a  vector 
represented  by  PD  the  diagonal  of  the  parallelogram  drawn  with 
PA,  PB  as  adjacent  sides.  The  velocity  and  acceleration  of  a 
particle,  and  the  force  acting  on  it,  are  examples  of  vectors.  By 
analogy  we  speak  of  the  components  u^,  Uy,  u,  of  a  vector  u  in 
the  directions  of  the  co-ordinate  axes. 

If  u,  V  are  two  vectors,  the  quan- 
tity u^v^  +  UyVy  +  u^v^  is  called  their 
scalar  product.  If  u  is  the  value  of 
a  single  vector  at  the  point  (x,  y,  z). 


9m~  .   9m„  ,  du. 


dx 


dy        dz 


is  called  the  divergence 


Kg.  3 


of  u,  and  written  div  u. 

Returning  to  the  vectors  u,  v,  let  us 
represent  them  by  the  hues  PA,  PB  in 
Fig.  3,  in  which  PB  is  shown  receding 
from  the  observer.  A  hne  PC  is  drawn 
perpendicular  to  the  plane  ^P5  in  the 
direction  shown,  and  of  length 

PA  .  PB  sin  e. 

Then  PC  represents  a  vector  called  the  vector  product  of  u  and  v. 
The  direction  of  PC  is  easily  remembered  by  observing  that, 
although  PA,  PB,  PC  are  not  all  mutually  perpendicular,  they 
still  have  the  same  general  configuration  as  a  set  of  right-handed 
axes  in  space.  In  fact,  if  the  line  Oy  in  Fig.  1  was  bent  towards 
Ox  till  the  angle  xOy  became  6,  the  lines  Ox,  Oy,  Oz  could  be 
moved  so  as  to  coincide  with  PA,  PB,  PC  in  this  order. 

The  reader  should  notice  the  following  important  theorem : 
If  (Mj.,  Uy,  u.^  and  {v^.,  Vy,  v^.)  are  the  components  of  two  vectors 
u,  V,  then  the  components  of  their  vector  product  are 


or  symbohcally 


U^,  Uy,  Uj^ 


U^V^, 


IJ  MATHEMATICAL  INTRODUCTION  3 

Writing 

Wa,     =     UyV^     —     U^Vy,  Wy     =     U  ^V  ^     —     U^V,,  W,     =     U^Vy     —     UyV^, 

we  have 

W^U^    +     WyUy     +     W^U^     =     W^V^    +     WyVy     +     W  ^V  ^     =     0. 

Hence  the  vector  w  =  {w^,  Wy,  w^)  is  perpendicular  to  u  and  v 
and  therefore  parallel  to  PC.  Let  W  be  its  magnitude  and  let 
also  U  =  PA  be  the  magnitude  of  u  and  F  =  PB  the  magnitude 
of  V.  If  the  true  direction-cosines  of  PA,  PB  are  {I,  m,  n)  and 
{l',  m',  n')  respectively,  we  have 

Mj,  =  lU,     Uy  =  mil,     u^  =  nil, 
v^  =  l'V,    Vy  =  m'V,    v^  =  n'V. 
Hence  by  definition  we  have  three  equations  of  the  type 

Wx=  UV  {mn'  —  m'n). 
Hence 

W^  =  UW  {{mn'  -  m'ny  +  {nV  -  n'ly  +  {Im'  -  I'm)^} 
=  VW^  sin2  e 
by  a  weU-known  theorem  of  sohd  geometry.  It  remains  to  verify 
that  w  is  drawn  in  the  direction  specified  above :  and  to  settle  this 
it  is  sufficient  to  consider  a  special  case,  namely  when  u  coincides 
with  the  axis  of  x  and  v  with  the  axis  of  y.  Taking  Mj.  =  1, 
%  =  Wj,  =  0,  v^  =  0,  Vy=  1,  v,^  =  0,  we  find  Wx  =  Wy  —  0  and 
Wj,  =  +1.     The  direction  of  w  is  therefore  correct. 

If  M  is  a  single  vector,  the  vector  whose  components  are 
/du^      duy     du^  _  du^     duy  _  du^ 
\dy        dz'     dz        dx '    dx        dy , 
is  called  the  curl  of  u. 

3.  Grauss'  transformation*.  Let  *S  be  a  closed  surface, 
enclosing  a  space  that  will  be  called  t.  Take  three  quantities  u^, 
Uy,  u^,  functions  of  the  co-ordinates  x,  y,  z  oi  a.  point  in  the 
regions  considered.  Let  dr  be  an  element  of  volume  of  r,  dS  an 
element  of  area  of  S,  and  denote  by  I,  m,  n  the  direction-cosines 
of  the  normal  to  dS,  drawn  so  as  to  point  away  from  t.     Then 

f{lu.  +  muy  +  nu,)  dS  =  /(^^^  +  |f  +  ^^)  dr  . .  (1), 

*  This  is  often  attributed  in  English  text-books  to  Green :  it  was,  however, 
discovered  by  Gauss  in  1813. 
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the  surface-integrals  extending  over  the  whole  of  S,  and  the 
volume-integrals  throughout  t. 

Take  a  point  P  (0,  y,  z)  and  round  it  draw  the  element  of  area 
{dy,  dz)  in  the  plane  x  =  0.  Draw  the  prism  PQ  on  this  base  with 
its  generators  parallel  to  the  axis  of  x,  cutting  S  in  the  elements 
of  surface  dS^,  dS2,  ■  ■ .,  of  which  for  simplicity  six  are  taken. 

We  start  by  finding  the  contribution  of  the  parts  of  the  prism 

within  S  to  the  integral  I  -^  dr  ox  j  U  -^  dx  dy  dz.     This  is 


■dx 


Kg.  i 

u^r  standing  for  the  value  of  u^  at  dS^.  Let  (l^,  m^,  n^)  be  the 
corresponding  outward  normal.  The  projection  of  dS^  on  the 
plane  a;  =  0  is  clearly  dydz,  and  it  is  evident  from  the  figure  that 
?i  is  negative,  otherwise  the  prism  would  not  enter  the  surface. 
Hence    dydz  =  -  l^dS^.       Similarly   we    have    dydz=  +  l^dSi. 

Thus  the  contribution  of  the  prism  to  |  -~  dr  is 

^u^2dS2+l-^u^^dSl+l^u^^dSi+  l3U^idS3+  l^u^^dS^+l^u^^dS^, 
which  is  the  same  as  its  contribution  to  flu^dS.     By  moving  the 
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prism  about  we  can  include  the  whole  surface  and  volume,  and 
we  have  therefore 


I' 


lu^dS  =  \-~dT. 
ax 


Similarly  jmUydS  =  j 


duy  , 


and  jnuJS^j—'dr. 

Adding,  we  have  the  theorem.  The  method  of  proof  is  evidently 
general.  Also  no  doubt  can  arise  as  to  its  validity  provided  that 
u^,  Uy,  u^  are  finite  and  continuous,  and  that  dujdx,  dujdy, 
dujdz  are  finite,  for  all  points  on  or  inside  the  surface. 

If  we  regard  u^,  Uy,  u^  as  the  components  of  a  vector, 
lu^  +  muy  +  nu^  is  the  normal  component.  Hence  the  surface- 
integral  of  the  normal  component  of  a  vector  over  a  surface  is 
equal  to  the  volume-integral  of  its  divergence  extended  throughout 
the  enclosed  space. 

From  Gauss'  transformation  we  can  dSduce  Greenes  reciprocal 
theorem,  namely  that 

32   32    92 

where  A  stands  for  the  operator  o— 2  +  ^2  +  a~2  (Laplace's  operator) 

and  djdv  for  Idjdx  +  mdjdy  +  nd/dz,  an  operation  known  as 
"  differentiation  along  the  normal."  Here  U  and  F  may  be  any 
two  functions  of  x,  y,  2  provided  that  the  first  derivates  are  finite 
and  continuous  and  the  second  derivates  finite  in  the  region 
considered.     Putting  in  Gauss'  transformation 

Tj^y  ..SF  „5F 

we  have 

ju'ldS=jUAVdr  +  j{^^^+-^,y+^^^)dr. 

Interchanging  U  and  F,  we  have 

^rdV  ^^      frr^TTj    ,    [fdUdV      dUdV  ,dUdV\, 
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from  wliich  Green's  reciprocal  theorem  follows  by  subtraction. 
If  the  quantity  under  the  surface-integral  vanishes  at  infinity  in 
the  order  1/r^  or  more,  Green's  theorem  may  be  applied  to  the 
whole  of  space,  giving  /(U'AF  —  VAV)  dr  =  0. 

4.  Stokes'  Theorem.  Let  C  be  a  closed  curve  in  space. 
Draw  any  unclosed  surface  ;S  having  C  as  its  rim ;  that  is,  having 
the  same  relation  to  C  that  the  membrane  of  a  drum  has  to  its 
boundary.  Let  I,  m,  n  be  the  direction-cosines  of  the  normal 
at  the  surface-element  dS  of  S.     Then 


ju^dx  +  Uydy  +  u^dz 


du. 


dS   (2), 


direction  of 
description  of  C 


Kg.  6 
where  the  line-integral  is  taken  completely  round  the  circuit  C 
and  the  surface-integral  all  over  the  surface  ;S. 

Here  dS  cannot  be  said  to  have  an  outward  normal.  The 
proper  direction  of  the  normal  is  defined  by  the  following  right- 
handed  screw  rule : 

The  direction  in  which  the  circuit  is  traversed  is  derived  from  the 
direction  of  the  normals  to  the  surface  by  the  right-handed  screw  law. 

The  proof  of  the  theorem  can  be  reduced  to  the  simpler  one 
in  wliich  the  contour  C  is  small  by  dissecting  the  cap  S  into  any 
number  of  smaller  ones  (Fig.  6).  Consider  a  number  of  the  resulting 
segments  S^,  S^,  S^,  S^,  forming  a  composite  segment  LMNP. 
Evidently  the  surface-integral  over  LMNP  is  the  sum  of  those 
over  Si,  S2,  Sg,  St.     The  same  is  true  of  the  line-integral  round 
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Fig.  6 

the  edge,  because  the  common  boundaries  of  S-^,  S2,  Sc,,  S^  are 
described  in  opposite  directions  in  the  separate  integrals,  and 
disappear  from  the  sum.  Thus  Stokes'  theorem  will  be  true  in 
general  if  it  is  true  for  a  small  contour,  which  we  may  take  in  the 
vicinity  of  the  point  (x,  y,  z). 

At  a  point  {x',  y',  z')  on  the  contour,  the  value  of  u^  is  approxi- 

uj  =  u^+{x'  -x)^+  (y'  -y)^+  (2  -  2)  -gf  • 

The  line-integral  in  Stokes'  theorem  is  jujdx'  +  Uy'dy'  +  u^'dz'. 
Terms  Uke  jdx'  and  jx'dx'  taken  round  the  whole  contour  vanish; 
hence 


/ 


u^:dx'  =  ^-^jy'dx'  +  ^-^  Iz'dx'. 


Further,  Sv'd^'  +  ^'^y'  =  0  since  y'z'  resumes  its  original  value 
after  traversing  the  contour.     Thus 

I  ujdx'  +  u,Jdy'  +  u,dz  =  -5- 


I'dx'  +  ^  ( z'dx' 


^'Shy'^jx 


jx'dy' 
y'dz' 


dy 


dz 


^'^^'  +  ('f 


dx 


*■+(!? -!")>■*' 
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Now  \y'dz'  is  the  area  of  projection  of  d8  on  the  plane  x  =  0,  and 
is  therefore  ±  US.  We  have  to  show  that,  with  our  rule  of 
directions,  the  positive  sign  is  to  be  taken.  In  Fig.  7,  if  I  is 
positive  the  contour  is  described  so  that  the  area  of  the  projected 
curve  is  always  kept  to  the  left.  Hence  I  and  iy'dz'  are  positive 
together.  Since  ly'dz'  =  MS,  jz'dx'  =  mdS,  and  jx'dy'  =  ndS,  we 
have  proved  the  theorem  for  the  small  contour. 

5.     Flux  of  a  vector.     We  shall  often  have  occasion  to  deal 
with  a  portion  of  a  surface  with  a  definite  rim,  such  as  that 


Pig.  7 


Fig.  8 


occurring  in  Stokes'  theorem.  If  S  is  such  a  portion  of  a  sur- 
face, the  surface-integral  of  the  normal  component  of  a  vector 
extended  over  S  is  called  the  flux  of  the  vector  through  S.  The 
term  flux  does  not  always  express  a  flow  of  a  quantity ;  but  the 
name  is  derived  from  the  notion  of  flow,  as  may  be  seen  by  the 
following.  Take  a  point  P  (x,  y,  z)  in  a  fluid  (Fig.  8),  and  round 
it  describe  an  element  of  surface  dS  whose  normal  is  (Z,  m,  n). 
In  the  neighbourhood  of  P  let  p  be  the  density  and  {v^,  Vy,  v^) 
the  velocity  of  the  fluid.  The  fluid  which  at  time  t  was  at  dS 
will  have  moved  in  the  short  interval  dt  a  distance  vdt,  so  as 
to  He  on  a  new  surface-element  dS'.  If  6  is  the  angle  between  v 
and  {?,  m,  n)  the  amount  of  fluid  that  passes  through  dS  in  time 
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dt  is  equal  to  p  x  the  volume  of  the  cylinder  between  the  two 
elements 

=  p  .  dS  .  vdt  cos  d, 

=  p  (Zvj,  +  mVy  +  nv^)  dSdt. 

Hence  if  we  have  a  finite  surface  S  with  a  definite  rim,  the  rate 

at  which  fluid  is  crossing  it  is  I    {Ipv^  +  mpVy  +  npv^)  dS,  that  is, 


IS 


the  flux  of  the  vector  pv.  This  result  is  important  in  the  theory 
of  electric  currents. 

In  some  cases  the  flux  of  a  vector  through  a  surface  S  depends 
on  the  form  of  its  bounding  edge  only,  being  the  same  for  all  surfaces 
S  with  a  given  rim.  For  example,  let  S  and  S'  be  two  surfaces 
with  a  rim  C,  and  let  the  components  of  the  vector  u  satisfy  the 

fjfj  uU  OU 

identical  relation  ~  +  ~  +  ^  =  0.      S  and  S'  together  form 

ox      -  oy        oz 

a  closed  surface  to  which  Gauss'  transformation  may  be  apphed ; 
but  since  the  normal  of  one  surface  must  be  reversed  in  order 
to  make  it  an  outward  normal  the  transformation  gives 


I     (lu^  +  mUy  +  nu^)  dS  =  I     (lu^  +  mUy  +  nu^ 
J  s  J  S' 


dS. 


Thus  the  fluxes  calculated  for  S  and  S'  are  the  same;  that  is, 
the  flux  depends  only  on  the  rim  C. 

Vectors  with  the  above  property  (the  divergence  vanishing) 
are  sometimes  called  solenoidal.  The  vector  pv  in  steady  fluid 
motion  evidently  satisfies  this  condition,  for  when  the  motion  is 
steady  no  accumulation  of  fluid  can  go  on  between  any  two 
surfaces  S,  S',  so  that  the  flux  through  S  must  equal  that 
through  S'. 

The  curl  of  every  vector  is  easily  seen  to  be  solenoidal,  either 
directly  or  by  considering  that  Stokes'  theorem  expresses  its  flux 
through  a  surface  in  terms  of  the  edge  alone. 

An  important  general  equation  may  be  noticed  in  connexion 
with  the  flow  of  fluids.  If  the  motion  is  not  steady  the  rate  at 
which  fluid  is  entering  a  surface  S,  namely 


■L 


(Ipv^  +  mpVy  +  npv^)  dS, 
s 
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must  be  accounted  for  by  the  rate  of  increase  of  the  mass  of 

ri     C 

fluid  inside  8,  that  is  ^  I    pdr.     Hence 

—  I    [Ipv^  +  mpVy  +  npv^)  dS  =  j  -gi  <^- 

Transforming  the  left-hand  side  by  Gauss'  theorem  and  com- 
paring results,  we  have 

which  is  known  somewhat  inappropriately  as  the  equation  of 
continuity. 

6.  The  equation  of  wave-motion.  The  partial  differential 
equation 

dx^'^  dy^'^  dz^~  c^  dt^      ^  ' 

imposes  a  certain  restriction  on  ^  as  a  function  of  x,  y,  z  and  t. 
It  implies  that  if  the  quantity  9  is  at  time  t  =  0  distinct  from 
zero  within  a  certain  region  of  space,  this  "  disturbed  "  region 
advances  in  all  directions  with  velocity  c.  For  this  reason  the 
equation  is  called  the  "  equation  of  wave-motion,"  c  being  the 
velocity  of  propagation  of  all  the  waves. 

The  proof  of  this  result  in  general  would  occupy  too  much 
space.  We  shall  verify  the  property  in  two  cases.  Firstly,  let 
9  depend  on  x  and  t  only.     Then 

The  integral  of  this  equation  is  9  =f{x  —  ct)  +  (ji  {x  +  ct),  where 
/  and  (f>  are  arbitrary  functions.  The  term/  (a;  —  ct)  is  unchanged 
as  long  as  a;  —  c^  is,  and  therefore  represents  motion  with  velocity 
c  along  the  axis  of  x.  Similarly  the  other  term  represents  motion 
back  along  the  axis  of  x,  without  change  of  type. 

Secondly,  let  9  depend  only  on  r  and  t,  where  r=(x^  +  y^  +  z^)* 

is  the  distance  of  {x,  y,  z)  from  the  origin.     We  have  5-  =  -  ^, 

as  may  be  most  easily  seen  by  regarding  —  ^  as  the  potential 
energy  of  a  particle  placed  at  {x,  y,  z)  in  a  field  of  force,  in  which 
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case  the  radial  force  7^  is  equivalent  to  the  forces  ^,  ;;:-,  ^^ 
or         ^  ax    oy    oz 

Proceeding  further,  we  have 

a^  ^  1  s^  ^2  8  /I  a^ 

dx^      r  dr       r  dr  \r  dr, 
and  therefore 

32^92532^^39^/    ^3^      132^\ 
3a;2      3^2      322       rdr        \     r^dr      rdr^J 

The  equation  of  wave-motion  becomes 

32^      23^_j.32e 
9r2       r  dr      c^  dfi  ' 
32 (re)       1  32  {r9) 


or 


3r2        c2    dfi 


Thus  rd  =f  {r  —  ct)  +  <ji  {r  +  ct),  representing  waves  diverging 
and  converging  radially  with  velocity  c.  The  solution  for  waves 
travelling  outwards  is 

S  =  lf(t-')     (4). 


r    V       c, 

Still  more  special  solutions  of  the  equation  of  wave-motion  are 
found  by  giving  particular  forms  to  the  function  /.  Thus  if 
f(t)  =  A  cos  pt  (4)  becomes 

9  =  —  cos  p  U  — 

showing  how  the  amplitude  of  an  expanding  spherical  wave 
depends  on  the  distance  from  the  origin.  This  result  is  valuable 
in  the  theory  of  sound. 

7.     Bessel  functions  of  zero  order.     The  function 

Jo{=o)  =  1  -  (I)  +i^:w{l)  ~  12.22.32  ©  +  •  ■  •  (^^ 

is  called  a  Bessel  function  of  zero  order.  '  It  is  a  particular  case 
of  the  general  Bessel  function 

j,(x)=  s  /-  iVifl) 

which,  however,  we  shall  not  use.  The  values  of  Jq  (x)  and  its 
derivative  Jq  {x)  have  been  tabulated  and  may  be  regarded  as 
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known  functions.  Fig.  9  shows  the  curve  y  =  Jo  {x)  from  a;  =  0 
to  a;  =  25.  Its  form  suggests  very  strongly  that  Jq  ^^^  ^i^  infinite 
number  of  real  roots.  We  shall  have  occasion  to  assume  this 
later. 

It  is  easy  to  see  that  Jq  {x)  satisfies  the"  differential  equation 


dx^      X  dx      " 


0, 


which  is  known  as  Bessel's  differential  equation.     It  is  generally 
more  convenient  to  consider,  instead  of  Jq  {x),  the  quantity  Jq  (kr), 


+0-5  - 


-0-5  - 


regarded  as  a  function  of  r,  and  call  it  Jq  for  short.     It  is  then 

necessary  to  distinguish  between  J„',  which  is       °;  J ,  and  -^. 
■'  *    _  d  {kr)  dr 

The  differential  equation  becomes 


d^J^      dJp       ,  _ 

dr^   +   dr   +"^'^0-0 


.(6). 


Writing  this  in  the  form  h^rJ^  =  —  -=-  [I'-j-^]  and  integrating, 
we  have 

''■'^'^--i-.^--y.' m. 


/' 

J  0 


k^  dr 


k 


l]  MATHEMATICAL   INTBODUCTIOlSr 

A  second  useful  formula  is 


13 


[h'^  -  B)  r  rJo  (kr)  J^  [h'r)  dr 
J  0 


=  rJ„(k'r)^i^-rJ,{kr)^'^''^^''^ 


dr 


,j„(F,)^Z^_,j„(^,)^'^o(^V) 


To  verify  this  we  notice  that 
dr 


dr 


.(8). 


dr 


dr 


=  j„(^V)^^-J„(ifcr)^'^«(^''-) 


dr 


'••^0  {k  r)        °^^       -  rJ„  (kr) 


dr 

d^Jg  (k'r) 
dr^ 


=  -  k^rJa  {k'r)  /„  (kr)  +  k'HJ^  (kr)  J^  [k'r)  from  (6). 
The   result    (8)    follows   at   once.     Similarly   we   can   verify  the 


formula 


2      r  Jo^  (kr)  dr  =  r^ 


^^oM^^)  +  ^.{^} 


..(9). 


=  r^  [/o^  {kr)  +  J„'^  {kr)]  j 

If  fc  is  a  root  of  the  equation  Jq  (^6)  =  0,  (9)  gives 

*"  r Jo'  {kr)  dr  =  ib^J^'^  (kh) (10) ; 


J  0 


and  similarly  if  k  and  k'  are  two  distinct  roots  of  the  same  equation, 

rJo  {kr)  Jo  {k'r)  dr  =  0   (11) 

from  (8). 

As  an   example  of  these  formulae  we  may  determine  the 
coefficients  in  the  expansion 

f{r)  =  C^Jo  {k^r)  +  C,Jo  {k,r)  +  ...+  CJ^  ik„r)  +  . . .  (12) 
in  cases  in  which  such  an  expansion  is  valid,  k-^,  k^  . . .  being  the 
roots  of  the  equation  Jq  (kh)  =  0.  Multiply  equation  (12)  by 
rJo{k„r)  and  integrate  from  r  =  0  to  r  =  b.  Equation  (11) 
shows  that  the  only  term  on  the  right  is  that  arising  from 
C„Jo  {k„r),  so  that 

rJo  (kn  f)  f  if)  dr=Cnj    rJ^^  {k„  r)  dr 
=  lb^CJo"{knh). 
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^^^^^  ^«  =  6V7^  /o  ''^  (^»^)/(^)  '^'- (^')- 

In  particular^if 

/  (r)  =  »to>   3-  constant,  for  r  <  a 
=  0  f  or  a  <  r  <  & 
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CHAPTER  II 

PERMANENT  MAGNETISM 

8.  Magnets.  There  are  a  number  of  bodies  which  are  capable 
of  attracting  iron  to  a  greater  or  less  degree.  These  are  called 
magnets.  The  mineral  magnetite,  which  contains  considerable 
quantities  of  an  oxide  of  iron  (Fe304),  is  a  natural  magnet ;  other 
substances  can  be  made  into  magnets,  or  magnetised.  Of  pure 
metals,  iron,  cobalt  and  nickel  alone  show  this  property  to  a 
marked  degree ;  iron  is  the  best  of  the  three,  the  relative  efficacy 
of  the  three  metals  being  roughly  in  the  ratio  3:2:1.  It  is 
usual  to  enumerate  various  methods  by  which  iron  can  be  mag- 
netised by  contact  either  with  a  natural  or  with  an  artificial 
magnet;  but  by  far  the  best  and  simplest  way  is  by  means  of 
the  electric  current.  An  iron  rod  can  be  magnetised  very  easily 
by  winding  it  round  with  cotton-covered  copper  wire  until  the 
wire  forms  a  spiral  covering  it  closely  from  end  to  end,  and 
then  joining  the  ends  of  the  wire  to  the  terminals  of  an  electric 
battery,  for  example  a  Daniell  cell.  While  the  current  is  flowing 
the  rod  is  strongly  magnetised,  and  a  portion  of  its  power  remains 
when  the  current  is  cut  off.  Care  must  be  taken  to  pass  a  suffi- 
ciently strong  current  or  to  wind  a  sufficiently  large  number  of 
turns  of  wire  round  the  rod. 

The  capacity  of  iron  to  retain  its  magnetism  after  the  current 
is  cut  ofi  may  be  called  its  residual  power ;  and  the  extent  of 
this  depends  very  much  on  the  treatment  the  iron  has  previously 
received.  For  those  purposes  for  which  small  residual  power 
is  required  wrought  iron  may  be  used,  as  it  loses  most  of  the 
temporary  magnetism  given  it  by  the  current  when  it  is  subjected 
to  vibration  or  rough  usage.  For  permanent  magnets,  on  the 
other  hand,  the  quahties  required  are  high  residual  power  and 
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great  resistance  to  demagnetisation  by  external  magnets  or  by 
rougb  usage ;  and  this  is  secured  by  using  hard  steel.  As  many 
standard  measuring  instruments  at  the  present  day  depend  on 
the  constancy  of  the  magnets  they  contain,  special  precautions 
have  to  be  used  to  secure  this.  The  magnets  are  often  made  of 
tungsten  steel,  hardened  from  a  temperature  of  about  800°  C. 
After  magnetisation  they  are  exposed  to  violent  shocks  and 
changes  of  temperature,  so  that  whatever  magnetism  remains 
is  very  tenacious  and  not  disturbed  by  the  further  shght  disturb- 
ances met  with  in  ordinary  work.  This  process  is  known  as 
"artificial  ageing." 


Fig.  10 

Iron  and  steel  magnets  when  heated  to  a  bright  red  heat 
lose  their  magnetisation,  which  they  do  not  regain  on  cooling. 

A  convenient  way  of  ascertaining  whether  a  body  is  a  magnet 
or  not  is  to  dip  it  into  iron  filings.  It  is  found  that  the  fihngs 
do  not  adhere  to  all  parts  of  the  body,  showing  that  the  magnetic 
property  is  located  in  certain  regions  and  not  diffused  throughout 
the  body.  If  a  long  knitting-needle  is  carefully  magnetised  it 
mil  be  found  that  fihngs  will  only  adhere  to  it  in  the  neighbour- 
hood of  the  ends.  The  two  points  round  which  they  cluster 
are  called  the  -poles  of  the  magnet.  The  two  poles  have  how- 
ever essentially  distinct  properties,  which  may  be  examined  as 
follows :     Magnetise  two  knitting-needles  AB,  A'B'  similarly,  so 
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that  the  end  A  corresponds  to  A'  and  B  to  B'.  It  is  found  that 
A  repels  A'  and  B  repels  B',  while  A  attracts  B'  and  B  attracts 
A'.    Like  poles  repel,  unUke  poles  attract. 

The  ideal  magnet  is  regarded  as  possessing  two  point-poles, 
approximately  reahsed  when  a  long  steel  bar  is  magnetised. 
As  early  as  1769  Eobison  showed  that  ball-ended  magnets  gave  a 
better  approximation,  and  such  magnets  have  been  reintroduced 
recently  by  Searle.  If  the  ends  of  a  steel  rod  are  screwed  into 
steel  balls  of  about  a  centimetre  diameter,  and  the  whole  mag- 
netised, the  magnetic  property  is  found  to  reside  almost  entirely 
in  the  steel  balls.  This  is  shown  on  dipping  such  a  magnet  into 
iron  filings,  when  hardly  any  of  the  fiUngs  adhere  to  the  connecting 
steel  rod.  Moreover,  the  magnetic  power  is  almost  uniformly 
distributed  over  the  spheres,  as  may  be  seen  from  Fig.  10,  which 
represents  the  distribution  of  fiUngs  sprinkled  on  a  card  held  over  a 
ball-ended  magnet.  We  thus  acquire  the  notion  of  some  influence 
emanating  radially  from  the  poles  in  all  directions,  which  will 
shortly  be  made  more  precise. 

A  body  magnetised  at  random  may  deviate  considerably 
from  the  ideal  of  a  body  with  two  point-poles,  but  it  is  not 
desirable  to  reject  the  idea  of  poles.  A  body  of  this  kind  is 
regarded  as  an  assemblage  of  like  and  unlike  poles  variously 
located  inside  it.  We  cannot  isolate  the  opposite  poles  in  any 
way :  for  if  a  bar-magnet  is  broken  a  new  pole  is  formed  at  each 
of  the  fresh  ends,  and  each  half  after  separation  behaves  Uke  a 
new  bar-magnet. 

9.  Induced  magnetisation.  A  magnet  always  attracts  a 
piece  of  ordinary  iron,  although  the  like  poles  of  two  magnets  repel 
one  another.  The  explanation  of  this  can  be  found  by  a  simple 
experiment.  Lay  a  steel  magnet  AB  in  the  same  straight  line 
with  a  rod  CD  of  wrought  iron,  previously  unmagnetised.  As 
long  as  AB  is  there  the  rod  CD  will  attract  iron  fihngs,  which 


1  C 


A  B     C  D 

Fig.   11 

will  adhere  to  it  mainly  at  the  two  ends,  but  the  power  of  attracting 
such  fihngs  is  almost  entirely  lost  when  AB  is  removed.     This 
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shows  that  the  rod  CD  has  temporarily  become  a  magnet,  and  the 
rod  is  said  to  be  magnetised  by  induction.  Further,  we  can  easily 
test  the  nature  of  the  induced  poles  by  observing  whether  a 
particular  end,  say  Z),  repels  or  attracts  one  end  of  a  magnet 
similar  to  AB.  In  this  way  we  can  show  that  the  pole  induced 
at  C  in  the  wrought  iron  rod  is  similar  to  the  pole  A  of  the  original 
magnet,  while  the  pole  at  D  is  like  the  pole  B.  The  process  of 
attraction  therefore  consists  primarily  in  the  magnetisation  of  the 
rod  by  induction,  and  then  B  attracts  the  unlike  pole  C,  the 
other  poles  having  less  effect  on  account  of  their  being  further  off. 
If  a  pole  of  a  magnet  is  brought  very  near  a  weak  pole  of 
the  same  kind  attraction  may  result,  instead  of  the  weak  repulsion 
observed  at  moderate  distances.  Induced  magnetism  may  thus 
overpower  the  ordinary  or  residual  kind.  In  fact,  magnetisation 
is  always  induced  in  a  magnet  to  some  extent  when  other  magnets 
are  near,  although  the  induced  effects  are  relatively  much  greater 
with  wrought  iron  than  with  hardened  steel.  With  steel  magnets 
in  ordinary  experiments  the  induction  effect  is  negligible  in 
comparison  with  the  permanent  actions,  and  the  magnetic 
properties  of  good  magnets  remain  unaltered  over  considerable 
periods  of  time.  For  the  present  we  need  only  consider  magnets 
of  invariable  quahty,  which  are  called  permanent  magnets.  We 
shall  have  occasion  in  a  later  chapter  to  form  an  estimate  of  the 
extent  to  which  induction  takes  place  in  a  magnet  under  the 
conditions  of  ordinary  use. 

10.  Strength  of  a  magnetic  pole.  The  important  question 
arises  as  to  what  nimiber  can  be  assigned  to  the  pole  of  a  permanent 
magnet  which  shall  express  its  power  of  being  attracted  or  repelled 
by  other  poles.  The  question  is  a  theoretical  one,  since  we  cannot 
experiment,  except  approximately,  on  ideal  poles  :  and  moreover 
it  is  not  very  convenient  to  measure  directly  the  forces  between 
magnets.  To  obtain  some  notion  of  the  strength  of  an  ideal  pole 
we  may  consider  an  ideal  experimental  arrangement  and  suppose 
the  resulting  forces  to  be  known,  merely  for  the  sake  of  de- 
finition and  without  implying  that  it  would  be  easy  to  reaUse 
the  theoretical  conditions  in  practice. 

Suppose  that  we  have  any  number  of  magnets  distributed 
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in  a  region  in  any  manner.  Such  a  region,  that  is  a  region  of 
magnetic  attractions  and  repulsions,  is  called  a  magnetic  field.  If 
a  new  pole  is  introduced  and  placed  at  an  assigned  point  P  of 
the  field,  it  will  in  general  be  acted  on  by  a  certain  force  due  to 
the  magnets  in  the  field :  and  we  shall  make  the  natural  assump- 
tion that  the  hne  of  action  of  this  force  is  the  same  whatever 
pole  is  placed  at  P.  Suppose  now  that  we  place  a  number  of 
poles  in  succession  at  P,  and  observe  the  magnitudes  -Fi,  F2,  F^, . . . 
of  the  forces  acting  on  them,  regard  being  had  to  the  sign  of  the 
forces :  then  the  strengths  of  the  various  poles  are  defined  to  be  in 
the  ratios  F^:  F^'.  F^,  etc.  We  may  thus  select  any  of  the  poles 
and  call  it  the  unit  pole,  or  pole  of  unit  strength,  and  the  strength 
of  any  other  pole  is  then  known  when  the  force  on  it  is  measured. 

If  the  above  definition  is  to  be  useful  it  must  give  to  a 
particular  pole  of  a  permanent  magnet  the  same  strength  under 
all  conditions.  We  shall  thus  have  to  postulate  further  that 
the  ratios  of  the  forces  -Fj,  F^,  F^,  ...  are  independent  of  the 
particular  field  used  in  their  determination. 

In  order  to  determine  pole-strengths  in  absolute  measure, 
the  strength  -f  1  is  assigned  to  the  chosen  unit  pole,  and  other 
strengths  determined  by  the  above  definition.  We  have  only  to 
imagine  a  field  produced  by  a  single  magnetic  pole  to  see  that 
poles  which  are  like  the  chosen  unit  pole  have  positive  strengths, 
while  the  strengths  of  poles  which  are  unlike  it  are  negative.  We 
shall  for  this  reason  speak  in  future  oi  positive  and  negative  magnetic 
poles,  and  in  saying  that  the  strength  of  a  particular  pole  is  m 
we  understand  that  m  has  sign  as  well  as  magnitude. 

11.  Magnetic  force  and  potential.  Common  observation 
shows  that  magnets  exert  more  force  on  one  another  when  they  are 
near  together  than  when  far  apart,  so  that  a  magnetic  pole  in 
general  experiences  different  forces  when  placed  at  different  points 
of  a  magnetic  field.  Taking  a  set  of  co-ordinate  axes,  let  a  unit 
pole  be  placed  at  the  point  P  {x,  y,  z).  The  field  is  completely 
specified  by  the  mechanical  force  (H^,  Hy,  H^)  with  which  it 
acts  on  this  unit  pole,  and  the  vector  H  whose  components  are 
{Hg,.,  Hy,  H^)  is  called  the  magnetic  force  at  P.  It  follows  that  a  pole 
of  strength  m  placed  at  the  same  point  would  experience  a  force 
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{mH^,  mHy,  mH^).  The  reader  should  bear  in  mind  that  the 
term  magnetic  force  is  always  used  in  the  above  precise  sense,  and 
never  loosely  for  the  force  acting  on  any  magnetic  pole. 

If  {H^,  Hy,  H^)  are  the  same  at  all  points,  that  is  if  H  is 
constant  in  magnitude  and  direction,  the  field  is  said  to  be  uniform. 

The  mutual  forces  between  magnetic  poles  will  be  assumed 
to  be  of  the  type  known  in  mechanics  as  conservative,  and  the 
potential  energy  of  a  unit  pole  when  lying  at  a  point  P  in  a  field 
is  called  the  magnetic  potential  at  P.  Thus  if  the  magnetic 
potential  at  P  is  Q  exactly  that  amount  of  work  would  be  done 
by  the  forces  of  the  field  when  a  unit  pole  is  taken  from  P  to  an 
assigned  point.  The  assigned  point  is  conveniently  taken  at  an 
infinite  distance  from  all  the  magnets  in  the  field. 

It  is  easy  to  show  that  a  magnetic  field  is  completely  specified 
when  Q,  is  given  at  all  points  of  it.  Let  a  unit  pole  be  moved  from 
the  point  (x,  y,  z)  to  the  near  point  {x  +  dx,  y,  z).  The  forces 
of  the  field  do  work  H^dx  on  the  pole,  and  this  must  be  accounted 

for  by  the  decrease  —  tZQ  =  —  -^  dx  oi  potential  energy.     Hence 

80 
H^dx  =  —  ^  dx,  and.  similar  results  hold  for  small  displacements 

parallel  to  the  axes  of  y  and  z. 

Thus        H^  =  -^,    ^y  =  -sy'     ^'--^ W' 

so  that  H  is  known  when  Q,  is  given  as  a  function  of  x,  y, 
and  2. 

It  is  clear  from  the  definition  that  magnetic  forces  are  com- 
pounded according  to  the  parallelogram  law.  Thus  if  two  fields 
of  strengths  H  and  H'  are  superposed  at  right  angles  to  one  another 

the  resultant  field  is  of  magnitude  (H^  +  H'^y  and  makes  an 
angle  d  =  tan-^  (H'/H)  with  the  direction  of  H.  In  a  field  specified 
by  components  {H^,  Hy,  H^)  the  magnitude  of  the  resultant  is 
given  by 


i?2  =  HJ^  +  Hy^  +  HJ^  = 


\dx)   +UJ  +\~d~zl 


12.    A  magnet  in  a  uniform  magnetic  field.    The  tendency 
of  a  compass-needle  to  set  in  a  fixed  direction  shows  that  there  is 
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a  natural  magnetic  field  at  points  on  tke  earth's  surface.  This 
field,  in  the  absence  of  special  disturbing  circumstances,  may 
be  regarded  as  uniform  over  the  small  space  occupied  by  an 
ordinary  room.  Theoretically,  we  might  examine  the  effect  of 
the  earth's  field  on  a  magnet  by  supporting  the  latter  at  its 
centre  of  gravity  and  thus  eliminating  the  effects  of  gravitation. 
This  is  however  not  very  convenient,  and  in  practice  it  is  better 
to  examine  separately  the  horizontal  and  vertical  forces.  The 
ordinary  pivoted  compass-needle  is  supported  somewhat  above 
its  centre  of  gravity,  and  is  thus  not  very  sensitive  to  vertical 
actions.  On  the  other  hand,  it  turns  freely  round  in  a  horizontal 
plane,  so  that  we  may  begin  by  considering  the  horizontal  com- 
ponent only  of  the  earth's  magnetic  field,  that  is  the  magnetic 
force  in  a  plane  parallel  to  the  earth's  surface. 

Regarding  a  magnet  as  an  assemblage  of  ideal  poles,  let  m 
be  the  strength  of  one  of  them.  When  the  magnet  is  placed  in 
a  imiform  field  H  the  pole  is  acted  on  by  a  force  mH  in  a  fixed 
direction,  and  the  resultant  mechanical  force  on  the  whole  magnet 
is  HTim.  The  above  case  is  experimentally  realised  when  a 
magnet  is  floated  on  a  cork  in  water,  H  representing  the  horizontal 
component  of  the  earth's  magnetic  field,  and  vertical  forces 
being  practically  inoperative  for  reasons  similar  to  those  advanced 
for  the  compass-needle.  Such  a  floating  magnet  tends  to  point 
approximately  north  and  south,  but  it  has  no  tendency  to  move 
bodily  in  any  direction.  The  resultant  force  on  the  whole  magnet 
in  the  uniform  field  H  must  therefore  vanish,  i.e.  Sm  =  0.  Hence 
we  have  the  important  result  that  the  total  strength  of  the  poles 
of  any  magnet  is  zero,  or  the  magnet  is  compounded  of  positive 
and  negative  poles  to  equal  amounts. 

Let  A,  B  be  the  poles  of  a  simple  bar-magnet,  of  strengths 
m  and  —  m  respectively,  and  let  the  distance  between  the  poles 
be  8.  When  the  magnet  lies  in  a  uniform  field  H  with  BA  making 
an  angle  Q  with  the  direction  of  H,  the  forces  on  the  magnet  are 
mH  at  each  end  as  shown  in  Fig.  12,  and  these  forces  clearly 
reduce  to  a  couple  of  magnitude  mHh  sin  d  tending  to  decrease  d. 
The  product  mh  of  the  positive  pole  and  the  distance  between 
the  two  poles  is  called  the  moment  of  a  bar-magnet  and  denoted 
by  M.     Hence  the  couple  on  a  bar-magnet  in  a  uniform  field  is 
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mH* 


MH  sin  6,  and  in  a  given  field  the  couple  will  be  the  same  for 
two  very  different  magnets  if  only  they  have  the  same  moment  M. 

In  defining  the  strength  of  magnetic  poles  it  was  supposed 
that  any  pole  might  be  taken  as  a  unit  and  given  the  strength  +  1. 
This  indeterminacy  will  be  removed  later  when  we  have  considered 
the  law  of  action  of  one  pole  on  another  at  various  distances  apart : 
but  in  any  case  it  is  convenient  to  call  the  north 
end  of  a  compass-needle  a  'positive  pole.  The 
line  joining  the  poles  of  a  bar-magnet  is  called 
its  axis,  and  the  positive  direction  of  the  axis 
is  that  of  a  line  proceeding  from  the  negative 
to  the  positive  pole.  Hence  when  a  bar-magnet 
is  used  as  a  compass  the  axis  coincides  with 
the  direction  of  the  earth's  horizontal  com- 
ponent, since  the  final  position  of  rest  of  the 
magnet  in  Fig.  12  is  clearly  given  by  d  =  Q. 
This  direction  is  known  as  magnetic  north. 

In  a  non-uniform  magnetic  field  a  magnet 
will  of  course  tend  to  set  in  a  certain  direction, 
but  will  in  general  be  acted  on  by  a  resultant 
force  in  addition. 


^mH 


Fig.  12 


13.  The  magnetometer.  Inverse  square  law  of  magnetic 
poles.  The  magnetometer  is  essentially  an  instrument  for  the  com- 
parison of  magnetic  fields.  One  form  consists  of  a  large  compass- 
box  let  into  a  board  about  a  metre  long,  the  box  being  moveable 
about  its  centre  and  containing  a  short  bar-magnet.     A  long 
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Fig.  13 

double  pointer  of  non-magnetic  material  is  attached  to  the  magnet 
and  projects  at  right  angles  to  the  magnet  so  as  to  move  over  a 
graduated  scale  round  the  circumference  of  the  box.  A  graduated 
groove  for  holding  magnets  is  cut  in  the  board  and  points  towards 
the  centre  of  the  compass-box.     To  adjust  the  magnetometer  the 
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compass-box  is  first  turned  till  the  zero  line  of  its  scale  points 
along  the  groove,  and  the  whole  instrument  can  then  be  turned 
round  until  the  pointers  read  zero.  It  is  clear  that  in  this 
position,  the  normal  position  for  the  magnetometer,  the  groove 
points  magnetically  east  and  west. 

With  the  aid  of  the  magnetometer  and  the  definition  of  the 
strength  of  a  magnetic  pole  we  can  demonstrate  the  law  of  action 
of  magnetic  poles,  as  follows  : 

(1)  The  magnetic  force  due  to  a  single  •pole  is  directed  radially 
outwards  from  it.  Turn  the  magnetometer  through  90°  from  its 
normal  position,  so  that  the  groove  points*  magnetically  north 
and  south.  The  needle  will  now  point  to  90°  on  the  scale.  The 
reading  is  unaltered  when  a  bar-magnet  is  laid  in  the  groove, 
and  this  holds  good  even  if  one  end  of  the  magnet  is  raised  from 
the  groove,  provided  that  it  remains  magnetically  north  of  the 
compass-needle.  Hence  neither  pole  exerts  any  east  and  west 
component  of  magnetic  force  on  the  needle.  It  may  indeed 
happen  that  the  needle  suddenly  swings  through  180°  and  comes 
to  rest  pointing  in  the  opposite  direction,  since  the  magnetic 
force  due  to  the  bar-magnet  may  overpower  the  earth's  field ; 
but  the  directions  of  the  two  fields  are  accurately  parallel. 

(2)  The  magnetic  force  at  an  assigned  distance  from  a  -pole 
is  proportional  to  the  strength  of  the  pole.  Let  P  be  the  pole  to 
be  examined,  its  strength  being  m,  and  imagine  a  unit  pole  A 
to  be  placed  in  the  assigned  position.  The  pole  A.  exerts  on  P 
a  force  proportional  to  m  by  definition,  and  this  force  is  equal 
and  opposite  to  the  force  exerted  by  P  on  ^ .  The  latter  is  however 
the  magnetic  force  due  to  the  pole  P- 

(3)  The  magnetic  force  at  distance  r  from  a  given  pole  is  pro- 
portional to  1/r^-  Place  the  magnetometer  in  its  normal  position 
and  lay  a  ball-ended  magnet  in  the  groove  (Fig.  13).  If  the  poles 
are  distant  r  and  r  +  I  from  the  compass-needle,  they  would, 
on  the  above  law,  produce  a  magnetic  field  H'  proportional  to 

--,  and  in  an  east  and  west  direction.     In  any  case, 

r^      {r  +  If 

however,  we  have  H'  =--  H  tan  9,  where  H  is  the  horizontal  com- 
ponent of  the  earth's  field  and  6  the  observed  deflexion  of  the 
needle.     Thus  for  a  given  magnet  placed  in  various  positions 
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along  the  groove  we  should  have  -^  — ^  proportional  to  tan  Q, 

i.e.  '  tan  6  =  constant.     In  an  ordinary  experiment  the 

constancy  is  found  to  hold  good  to  about  2  per  cent.,  which  is 
about  the  limit  of  accuracy  to  be  expected. 

A  more  direct  proof  is  to  arrange  a  vertical  groove  directly 
above  the  compass-needle,  and  get  rid  of  the  effect  of  one  pole 
by  resting  it  in  this  groove,  while  the  other  pole  lies  in  the  original 
groove  at  varying  distances  r  from  the  centre.  With  this  arrange- 
ment it  is  easy  to  verify  that  tan  6  is  inversely  proportional  to  'fi. 

It  follows  from  what  has  been  said  that  the  magnetic  force 
at  distance  r  from  a  p6le  of  strength  m  is  Xm/r^,  where  A  is  some 
number.  Hence  two  poles  of  strengths  m,  m'  distant  r  apart 
repel  each  other  with  a  force  of  F  dynes,  where  F  =  Xmm'/r'. 
By  suitable  choice  of  the  unit  pole,  hitherto  left  indefinite,  we  can 
make  the  constant  A  equal  to  unity.  For  if  the  unit  pole  is  taken 
to  be  that  (north-seeking)  pole  which  repels  an  exactly  similar 
pole  distant  one  centimetre  away  with  a  force  of  one  dyne,  we 
have  ^  =  1  when  m  =  m'  =  r  =  1.     Hence  A  =  1. 

With  these  units  the  magnetic  force  due  to  a  single  pole  m 
at  distance  r  is  mjr^,  and  field-strengths  are  now  measured  in 
terms  of  a  perfectly  definite  unit  sometimes  called  the  gauss,  namely 
the  field  which  would  exist  one  centimetre  away  from  a  unit 
pole.  The  magnetic  potential  at  distance  r  from  a  pole  m,  or  the 
work  done  by  the  field  when  a  unit  pole  is  taken  away  to  infinity,  is 


/ 


-z  dr  =  —  . 


r'  r 

The  most  general  magnetic  field  may  be  regarded  as  produced 
by  a  number  of  poles  distributed  in  a  certain  way.  The  magnetic 
potential  Q  at  a  point  P  is  then  given  by  the  equation 

Q  =  S(m/»-) (2), 

where  r  is  the  distance  of  P  from  a  particular  pole  of  strength  m 
and  2  indicates  summation  over  all  the  poles  present. 

Instead  of  being  concentrated  in  points,  magnetic  poles  may 
be  distributed  continuously  through  space  in  such  a  way  that 
an  element  of  volume  dr  contains  a  total  strength  of  pole  pdr. 
Then  p   is   called   the  volume-density  of  magnetism,    and  the 
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magnetic  potential  of  such  a  distribution  at  a  point  P  is  Q'  =  I  ^-^, 


r 

■where  r  is  the  distance  from  P  to  cir  and  the  integration  extends 
over  the  whole  volume  containing  poles.  Similarly  we  may  have 
poles  spread  in  layers  over  surfaces.  The  strength  of  pole  per 
unit  area  near  a  point  is  called  the  surface-density  of  magnetism 
at  that  point  and  denoted  by  a.     The  resulting  magnetic  potential 

is  then  Q  =  I ,  where  the  surface-integral  extends  over  the 

surface  or  surfaces  carrying  the  magnetic  layers. 

14.  Measurement  of  the  horizontal  magnetic  force  of 
the  earth,  and  the  moment  of  a  magnet. 

Part  I.  Measurement  of  M/H.  The  magnetometer  is  set 
up  in  its  normal  position  with  the  groove  pointing  east  and  west, 
and  a  magnet  laid  in  the  groove  as  shown  in  Fig.  13.  Let  d  be 
the  distance  of  the  centre  of  the  magnet  from  the  small  compass- 
needle,  d±8  the  distances  of  the  poles  of  the  magnet.  Then  if 
±  m  are  the  pole-strengths,  the  magnet  exerts  a  magnetic  force 
in  the  east  and  west  direction  of  magnitude 

„,  m  m  2Md 

^  (d-  8)2  ~  {d  +  8f  ^  {d^  -  §2)2 ' 
where  M  is  the  moment  of  the  magnet.     If  d  is  the  deflexion, 
H'  =  H  tan  6,  so  that 

f  =  ^^^-» <^)- 

With  ball-ended  magnets  2S  is  the  distance  between  the 
centres  of  the  spherical  ends.  The  distribution  of  magnetism  in 
cyHndrical  magnets  is  not  so  simple,  but  good  results  are  obtained 
with  short  cyHndrical  magnets  by  assuming  the  empirical  law 
that  the  distance  between  the  poles  is  five-sixths  the  length  of 
the  magnet.  It  is  advisable  to  read  both  ends  of  the  double 
pointer  on  the  compass-needle  and  also  to  take  readings  with 
the  magnet  turned  over.  Further,  to  correct  for  a  possible  error 
in  fixing  the  compass-box  of  the  magnetometer  in  the  middle 
of  the  scale,  the  readings  are  repeated  with  the  magnet  on  the 
opposite  side  of  the  compass-needle.  The  value  of  6  is  thus  a 
mean  derived  from  eight  observations. 
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Part  II.  Measurement  of  MH .  The  magnetometer  is  removed 
and  the  magnet  M  suspended  horizontally  from  a  torsionless  silk 
fibre,  so  as  to  oscillate  round  a  vertical  axis  through  its  centre  0 
(Fig.  12).  When  the  needle  is  swinging  the  earth's  field  exerts  a 
couple  of  magnitude  MH  sin  6  on  it  in  the  direction  tending  to 

decrease  9,  so  that      I  --  =  -  MH  sin  6, 

where  I  is  the  moment  of  inertia  of  the  magnet  about  the  axis 
of  rotation.  For  small  oscillations  sin^  may  be  replaced  by  6, 
and  we  have  Id^djdt^  +  MH  6=0.  The  motion  is  then  simple 
harmonic,  and  of  periodic  time  T  =  ^tt  (I/MH)^.  Hence  if  T  is 
observed  the  value  of  MH  is  given  by 

MH  =  ^ (4). 

The  moment  of  inertia  I  can  be  calculated  at  once  for  a  homo- 
geneous magnet  of  simple  form.  Thus  if  the  magnet  is  a  cylinder  of 
mass  m,  length  21  and  radius  a,I  =  m  (^P  +  lcfi)-  Similarly  for  a  ball- 
ended  magnet  consisting  of  two  spheres  of  radius  b  with  centres  28 
apart,  joined  by  a  rod  whose  radius  a  is  small  compared  with  its 

From  (3)  and  (4)  we  obtain  M  and  H  separately. 


15.     Magnetic  field  of  a  small  bar-magnet. 

small  bar-magnet  OA,  with  poles  —  m,  m 
at  0,  A  respectively.  Take  0  as  origin 
and  OA,  the  positive  direction  of  the 
axis  of  the  magnet,  as  axis  of  z.  If  P 
is  the  point  {x,  y,  z),  we  have  OP  =  r, 
where  'fi  =  x^  +  y^  +  z^.  If  8  is  the 
distance  between  the  poles  OA,  AP  is 
obtained  from  OP  by  writing  2  —  8  for 

first  order  in  8.     The  magnetic  potential 
at  P  due  to  the  magnet  is  thus 
m        m 


correct  to  the 


^=^Ap-opr'^XT~Hz 


©} 


Let  us  have  a 


p  (^.y.*) 


Kg.  14 
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Hence 


Q  = 


dz  \r. 


Mz      M  cos  9 


•(5), 


where  M  =  mS  is  the  moment  of  the  magnet.     Differentiating 

with  respect  to  x,  y  and  z  we  have  the  components  of  the  field  at 

P,  namely 

S^    /1\      3Mxz 


Hr=M 


H„  =  M 


dxdz  \r, 

l\ 
r) 


^Myz 


H, 


?)2    /I  \ 


M 


3£2 

4*5 


.(6). 


The  following  method,  due  to  Gauss,  enables  us  to  determine 
the  law  of  action  of  magnetic  poles  ah  initio  by  measurements 
with  a  small  bar-magnet  on  the  magnetometer. 


I  M  I  I  M  I  I  I  I  I  I  I  I  M  I  iT 


1 1 1 1 1 1  iTTn 


_LL 


Fig.  15 

The  magnet  is  first  placed  magnetically  east  of  the  compass- 
box  as  shown  in  Fig.  15,  with  the  magnetometer  in  its  normal 
position.  Let  the  strengths  of  the  poles  of  the  magnet  be  ±  m, 
and  let  r±  8  be  their  distances  from  the  compass-needle.  If  the 
magnetic  force  at  distance  r  from  a  pole  m  is  mf  (r),  the  small 
bar-magnet  will  produce  at  the  centre  of  the  compass-needle  a 
magnetic  force  mf  (r  -  S)  -  mf  (r  -|-  8)  in  a  westerly  direction. 
Expanding  to  the  first  order  in  8,  the  magnitude  of  the  force 
becomes  —  2m8/'(r)  =  -  Mf'{r),  where  M  is  the  moment.  Hence 
the  compass-needle  will  be  deflected  to  the  west  through  an  angle 

6-,  given  bv 

-  Mf  (r)  =  H  tan  e^. 

Now  let  the  magnetometer  be  turned  through  a  right  angle 
and  the  magnet  laid  across  the  groove  at  the  same  distance  r  from 
the  needle  as  before,  as  shown  in  Fig.  16.  The  positive  pole  of 
the  magnet  now  produces  at  the  centre  a  magnetic  force  practically 


28 


PEEMANENT   MAGNETISM 


[CH. 


equal  to  mf{r),  and  it  is  easy  to  see  that  the  two  poles  neutralise 
each  other  except  as  regards   the   easterly  com- 
ponent, which. is  2m/ (r)  -  =  —L^  .   Hence  in  this 

position  the  needle  is  deflected  to  the  east  through 
an  angle  6^  given  by 

Mf  {r)jr  =  H  t&n  e^. 
It  is  found  that  tan&i  =  2  tanSg  within  the  limits 
of  experimental  error.     Hence 

/'(r)  =  -2/(r)/r, 


or 


f+2*:  =  o. 
/      1- 


Integrating,  we  have  r^/  =  constant,  so  that  /  (r) 
varies  as  Ijr^. 


Fig.  16 


16.  Terrestrial  magnetism.  The  quantities 
determining  the  earth's  magnetic  field  at  any  place 
are 

(1)  the  horizontal  component  H, 

(2)  the  declination,  or  acute  angle  in  a  horizontal 
plane  between  magnetic  and  true  north, 

(3)  the  dip,  or  angle  d  at  which  the  axis  of  a 
compass-needle  supported  at  its  centre  of  gravity 
dips  downwards. 

In  the  latter  case  the  direction  of  the  needle  is 
that  of  the  resultant  field  of  the  earth.    In  addition 
to  the  horizontal  component  H  we  have  a  component  F  verti- 
cally downwards,  and  F  is  clearly  given  by  the  equation 

F  =  ff  tan  e. 

To  measure  the  declination  at  any  place  we  require  a  magnetic 
and  an  astronomical  observation,  the  former  to  fix  the  position 
of  the  magnetic  meridian  and  the  latter  that  of  true  north.  An 
accurate  determination  can  be  made  with  an  instrument  called 
the  declination  compass.  Thanks  to  the  exhaustive  magnetic 
surveys  carried  out  in  recent  years  by  Riicker  and  Thorpe,  the 
declination  at  any  given  place  can  be  estimated  fairly  accurately 
without  measurement. 
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The  fact  that  the  compass-needle  points  in  a  nearly  fixed 
direction  has  of  course  long  been  utilised  in  navigation :  for 
rough  surveying  work  a  useful  instrument  depending  on  this 
principle  is  the  prismatic  compass  (Fig.  17).  In  this  instrument 
the  compass-needle  carries  a  graduated  card  or  a  light  ring  of 
non-magnetic  metal  divided  into  degrees.  The  observer  looks 
through  the  vertical  slit  shown  on  the  left  of  the  figure,  and  holds 
the  instrument  so  that  the  object  is  exactly  behind  the  vertical 
thread  shown  on  the  right.  By  means  of  a  right-angled  prism 
covering  the  lower  half  of  the  slit  he  can  also  see  the  graduations 
on  the  divided  scale,  and  it  is  easy  to  observe  the  position  of 
the  vertical  thread  among  the  scale 
divisions.  The  graduations  are  con- 
veniently arranged  so  that  the  read- 
ing gives  at  once  the  angle  between 
the  magnetic  meridian  and  the  direc- 
tion of  the  object  from  the  observer. 
In  this  way  angles  can  easily  be 
measured  to  a  fraction  of  a  degree, 
and  if  absolute  azimuths  are  required 
we  only  require  to  know  the  local 
dechnation,  which  can  be  found  with 
fair  accuracy  from  data  given  on 
most  ordnance  maps. 

It  should  be  mentioned  that  a 
compass  based  on  the  principle  of 
the  gyroscope  has  recently  been  introduced  for  use  in  large  vessels, 
the  determination  of  azimuth  being  thus  rendered  independent  of 
magnetic  observations. 

The  (Zip  is  determined  by  means  of  the  dip-circle,  whose 
mode  of  action  will  be  understood  from  Fig.  18.  It  consists 
essentially  of  a  magnet  capable  of  moving  round  a  horizontal 
axis  through  its  centre  of  gravity:  such  a  magnet  will  make 
an  angle  ^  with  the  magnetic  north  when  the  plane  of  the  dip- 
circle  is  in  the  inagnetic  meridian.  It  is  easy  to  see  that  the 
needle  will  dip  vertically  downwards  when  the  plane  is  turned 
through  90°  from  this  position — for  the  horizontal  component  in 
this  case  will  only  tend  to  strain  the  bearings,  while  the  vertical 


Fig.  17 
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component  will  exert  its  full  effect.     Tliis  gives  a  convenient  way 
of  setting  up  the  dip-circle  in  the  magnetic  meridian. 


Fig.  18 

The  following  are  the  approximate  values  of  the  magnetic 
elements  in  London  at  the  present  time : 

Horizontal  component,  0-185. 

DecUnation,  16°  W. 

Dip,  67°. 

Vertical  component,  0-44. 
All  these  elements  are  subject  to  large  changes  in  time.  It  would 
appear  that  the  changes  are  more  or  less  periodic,  going  through  a 
complete  cycle  in  about  1000  years,  though  exact  observations  have 
not  been  made  over  this  range.  In  addition  to  these  secular  changes 
there  are  smaller  diurnal  and  other  variations,  indicating  a  direct 
or  indirect  dependence  on  the  position  of  the  heavenly  bodies. 
Lastly,  irregular  variations  frequently  occur,  particularly  in  arctic 
and  antarctic  regions,  which  have  been  called  magnetic  storms*. 

*  For  a  fuller  account  of  terrestrial  magnetism,  and  of  the  precautions  required 
for  accurate  measurements  of  the  magnetic  elements,  the  reader  may  consult 
Watson's  Physics,  pp.  602-617;   Practical  Physics,  pp.  396-417. 


Il]  PERMANENT   MAGNETISM  31 

The  existence  of  magnetic  elements  of  course  shows  that  the 
earth  itself  is  a  magnet :  measurements  of  these  elements  made 
in  an  ordinary  laboratory  do  not  however  give  the  correct  field 
due  to  the  earth's  magnetism,  since  the  presence  of  iron  causes 
great  local  disturbance  and  often  entirely  falsifies  the  measure- 
ment. The  heavy  electric  currents  now  so  frequently  employed 
also  have  very  appreciable  magnetic  effect.  For  example,  the 
horizontal  component  in  parts  of  the  Electrical  Laboratory, 
Oxford,  is  as  low  as  0-1,  so  that  standard  magnetic  observations 
would  here  be  out  of  the  question.  A  magnetic  observatory  must 
be  made  entirely  of  non-magnetic  material,  and  situated  at  a 
considerable  distance  from  railway  lines,  generating  stations, 
and  other  sources  of  disturbance.  No  modern  electrical  instru- 
ments however  depend  on  the  strength  of  the  earth's  field  at  the 
place  where  they  are  situated,  but  on  fields  artificially  produced 
and  of  known  strength. 

17.  G-auss' theorem.  If  (^*S  is  an  element  of  a  closed  surface 
S  and  Hn  the  component  of  magnetic  force  along  the  outward- 
drawn  normal  to  dS,  then  the  value  of  jH^dS,  taken  over  the 


Fig.  19 

whole  surface,  is  in  times  the  sum  of  the  strengths  of  all  the 
magnetic  poles  inside  S. 

Consider  first  of  all  the  case  of  a  single  pole  ;«  placed  at  an 
external  point  P  (Fig.  19).  Describe  a  small  cone  of  soUd  angle 
dco  round  P,  cutting  the  surface  in  an  even  number  of  surface 
elements  (in  the  figure  dSi,  dS^,  dSg,  dS^).     Let  6^,  d^,  9^,  9^  be 
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the  angles  between  the  ray  and  the  normal  at  dSi,  d/Sj,  dS^,  dS^ 
respectively.  At  points  of  entry  like  dS^^,  dSa,  6  is  obtuse  ancj 
the  projection  of  the  element  of  surface  perpendicular  to  the  ray 
is  —  dS  cos  d.     Since  this  is  equal  to  r^doo,  we  have 

dS  =  -  r^doj/cos  e. 

But  H  =  mjr^,  so  that  Hn  =  m,  cos  Bjr'^.  Hence  at  points  of  entry 
H„dS  =  —  mdoi,  and  at  points  of  exit  H^dS  =  mdo}.  If  P  is 
an  external  point  the  points  of  entry  and  exit  occur  in  pairs,  and 
the  contribution  of  the  small  cone  to  SH„dS  is  zero.  Hence  the 
integral  is  itself  zero. 


Pig.  20 

If  P  is  an  internal  point  (Fig.  20),  there  are  always  two  more 
points  of  exit  than  entry,  and  the  cone  contributes  2mda}  to  the 
integral.  Now  in  tracing  out  the  complete  sohd  angle  47r  each 
elementary  cone  is  counted  in  twice.  Hence  ^dco  must  be  taken 
equal  to  2tt  only,  and 

SH„dS  =^  inm (7). 

The  result  can  easily  be  generalised  to  cover  any  distribution 
of  magnetic  poles.  Each  internal  pole  contributes  inm  to  the 
integral,  and  each  external  pole  nothing.  Hence  we  have  the 
complete  theorem  as  enunciated  above. 

18.  Lines  and  tubes  of  force.  An  equipotential  surface  is 
one  at  every  point  of  which  the  potential  is  the  same.  In  a  given 
magnetic  field  Q  is  a  given  function  of  x,  y  and  z,  and  the  equi- 
potential surfaces  are  given  by  D  =  C,  where  C  is  some  constant. 
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By  giving  different  values  to  G  we  get  a  set  of  eqnipotential 
.surfaces. 

Starting  from  a  point  P  in  a  magnetic  field  imagine  a  very 
short  line  PQ  drawn  in  the  direction  of  the  resultant  magnetic 
force  at  P.  From  Q  a  similar  line  QR  is  drawn,  and  so  on.  In 
the  limit  the  curved  line  PQR ....  which  marks  at  every  point 
the  direction  of  the  resultant  magnetic  force,  is  called  a  line  of 
force.  For  a  single  pole  the  lines  of  force  are  straight,  pointing 
from  or  to  the  pole  according  as  its  strength  is  positive  or  negative, 
and  the  same  thing  occurs  in  the  immediate  neightourhood  of 
an  infinitely  small  pole  in  any  magnetic  field. 

The  lines  of  force  have  the  important  property  of  cutting  the 
equipotential  surfaces  at  right  angles  everywhere.  To  prove  this, 
consider  a  short  line  AB  of  length  ds  drawn  in  an  equipotential 
surface.  If  T  is  the  component  of  magnetic  force  in  the  direction 
ds,  the  work  done  when  a  unit  pole  is  moved  from  ^  to  £  is  Tds. 
This  expression  must  however  vanish  since  A  and  B  are  at  the 
same  potential.  Hence  T  =  0,  i.e.  there  is  no  tangential  component 
of  magnetic  force  at  any  point  of  an  equipotential  surface.  The 
lines  of  force  must  therefore  run  out  normally. 

The  equations  of  equipotential  surfaces  and  lines  of  force  can 
be  obtained  in  simple  cases.  Consider  for  example  the  field 
produced  by  two  equal  and  opposite  poles,  which  we  may  take 
to  lie  at  the  points  (—a,  0,  0)  and  (a,  0,  0)  respectively.  If  the 
pole-strengths  are  m  and  —  m,  the  potential  at  the  point  {x,  y,  z)  is 

Q.  =  m{{x  +  af  +  2/'  +  2^}~*  -m{{x-  of  +  y^  +  z^}~^. 

Confining  our  attention  to  the  sections  of  equipotential  surfaces 
by  a  plane  through  the  poles,  for  example  the  plane  z  =  0,  the 
equipotential  surfaces  are  given  by 

m  {{x  +  af  +  2/2}"*  -m{{x-  af  +  j/^}"*  =  C. 

The  Hues  of  force  are  found  by  the  condition  that  they  cut 
the  equipotential  curves  at  right  angles.  Eliminating  the  constant 
C  from  the  last  equation  by  differentiation  we  have  for  the 
differential  equation  of  all  the  equipotential  curves 

{{x  +  af+f}-^\x  +  a  +  yf^-{{x-af  +  f}-^'^^x-a+yfyO. 
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Replacing  dyjdx  by  —  dxjdy  gives  the  proper  direction  of  the 
tangent  to  the  line  of  force  through  the  point  (a;,  y) :  hence  we 
have  the  difEerential  equation  of  the  lines  of  force  in  the  form 


{x  +  a) 


dy 
dx 


y        (x-a) 


dy 
dx 


{{x  +  af  +  y^f      {{x  -  af  +  yY 
which  may  be  written 


d 


x  +  a 


d 


X  —  a 


l  +  (^±^fr    ll  +  /=^-«^'l* 


Fig.  21 

Integrating,  we  have  the  equation  of  the  hues  of  force,  namely 

a;  +  a  f,       (x  +  a\^]  -\      v.  —  n.  (         iv.  —  n\'^\ 


1  + 


X  —  a 

y 


1  + 


X  —  a 

y 


=  const., 


or 


y 

(x  +  a)  {{x  +  af  +  y^y^  -{x-a)  {{x  -  af  +  y^}~^  =  const. 

The  Unes  of  force  are  shown  in  Fig.  21.  Similarly  Fig.  22  shows 
the  Hues  of  force  due  to  two  equal  magnetic  poles  of  the  same  sign. 
Diagrams  of  this  kind  are  very  instructive,  as  they  show  at 
a  glance  the  state  of  a  field  at  every  point.  Further,  we  shall 
see  in  the  next  article  that  the  strength  of  the  field  is  also  indicated 
by  the  closeness  with  which  the  lines  crowd  together  at  different 
points  of  their  length. 


^^ 
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Lines  of  force  can  be  exhibited  experimentally  by  means  of 
iron  filings,  which  when  sprinkled  on  paper  or  glass  in  a  fairly 
strong  magnetic  field  tend  to  orientate  themselves  along  the  lines 


Fig.  22 

of  the  field.  Permanent  diagrams  can  be  made  by  using  stiff 
paraffined  paper,  which  is  tapped  to  make  the  filings  settle  into 
position,  and  gently  warmed  so  as  to  melt  the  wax  and  fix  the 
fihngs. 

Fig.  23  is  made  by  using  opposite  poles  of  two  similar  magnets, 
and  may  be  compared  with  the  theoretical  diagram  Fig.  21. 
Similarly  Fig.  24  corresponds  to  Fig.  22. 


"  •»  \    St      ,  ,  'Ir  ' 


yv  ^*-  <■  \i 
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The  lines  of  force  which  start  out  from  points  on  a  closed 
curve  form  a  tubular  surface  called  a  tube  of  force.  Fig.  25 
shows  the  tube  formed  by  lines  of  force  starting  out  normally 
from  the  perimeter  of  a  small  element  of  surface  dS  near  P.  Let 
dS'  be  the  cross-section  of  the  tube  near  another  point  P',  and 
let  H,  H'  be  the  resultant  magnetic  forces  at  P,  P'  respectively. 
The  immediate  neighbourhood  will  be  supposed  to  be  devoid  of 
magnetic  poles,  so  that  we  can  apply  Gauss'  theorem  to  the 
truncated  tube  in  the  figure.  The  tubular  sides  contribute  nothing 
to  the  surface-integral  of  normal  component,  since  the  resultant 
field  is  perpendicular  to  the  normal  to  the  surface  at  all  points 


Kg.  25 


on  those  sides.  The  ends  contribute  —  HdS  and  H'dS'  respectively, 
and  since  the  total  integral  vanishes  we  have  HdS  =-■  H'dS'. 

Thus  for  a  small  tube  of  force  the  product  of  the  resultant 
field  and  the  cross-section  of  the  tube  is  constant.  Lines  of  force 
therefore  crowd  together  in  the  strongest  parts  of  the  field. 
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If  we  consider  a  closed  circuit  C  in  a  region  of  space  in  which 
there  are  no  magnetic  poles,  then  by  the  type  of  argument 
used  on  p.  9  we  see  that  the  flux  of  magyietic  force  through  C 
can  be  specified  in  terms  of  G  alone,  i.e.  it  is  independent  of  the 
particular  surface  S  used  in  its  estimation.  The  reader  can 
easily  satisfy  himself  that  a  given  tube  of  force  will  contribute 
nothing  to  the  flux  of  force  through  C  if  it  does  not  pass  through 
C,  but  that  if  it  does  interlace  C  it  gives  a  definite  contribution 
to  the  flux  irrespective  of  the  surface  S  used  to  calculate  it. 
For  this  reason  the  phrase  "number  of  tubes  of  force  passing 
through  a  circuit"  is  often  used  instead  of  "flux  of  force  through 
a  circuit"  :  but  we  shall  adhere  to  the  latter  phrase  as  expressing 
more  precisely  what  is  meant. 

19.     Magnetic    effect   of  any   small   magnetised   body. 

However  irregularly  a  small  body  is  magnetised,  its  magnetic 
efiect  is  that  of  a  certain  small  bar-magnet.  It  is  of  interest  to 
find  the  moment  and  axis  of  this  equivalent  magnet  in  terms 
of  the  positions  of  the  poles  in  the  small  body.  Take  a  set 
of  axes  of  x,  y,  z  with  the  origin  somewhere  in  the  small  body, 
and  let  a  specimen  pole-  in  the  body  be  one  of  strength  m 
at  the  point  Q  {x,  y,  z).  Let  Q  be  the  magnetic  potential  at 
the  point  P(^,  tj,  t).     Since  x,  y,  z  are  small  we  have 

\  approximately,  where  OP  =  r.     Hence  if  S  denotes  summation 
over  all  the  poles  in  the  small  magnetised  body, 

QP        r  r 

The  first  term  vanishes  since  Sm  =  0.     If  we  write 

M^  =  Ymx,    My  =  Hmy,    if;  =  Smz, 

^      iM,  +  7,My  +  CM, 
we  nave  12  = -j • 

The  quantities  M^,  My,  M,  are  called  the  components  of  magnetic 
moment  of  the  small  magnetised  body.     If 
M  =  (M/  +  M/  +  MJ')K 
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M  is  called  its  moment,  and  the  line  whose  direction-cosines  are 
(MJM,  MyjM,  MJM)  its  magnetic  axis.  It  is  easy  to  see  that 
these  definitions  agree,  in  the  case  of  a  simple  bar-magnet,  with 
those  already  adopted. 

If  the  small  magnet,  instead  of  being  at  the  origin,  was  at  the 
point  (x,  y,  z),  the  magnetic  potential  at  (^,  f},  ^)  would  become 

_^_  _  (g  -  X)  M,  -Kr?  -  y)  M,+  {1-  z)  M,^ 


or 


"=«■  4© +"4,(->  "■!(') <«'■ 


ay 
where  r^  =  {$  -  xf  4-  (rj  -  yf  +{t,-  zf. 

20.     Poisson's  analysis  of  magnetism.     Examination  by 
the  method  of  iron  filings  shows  that  a  magnet  continues  to  show 


magnetic  properties  at  both  its  ends,  however  often  it  is  broken. 
It  is  thus  natural  to  suppose  that  the  smallest  parts  of  a  magnetised 
body  are  themselves  magnets,  a  medium  of  this  kind  being  some- 
times said  to  be  polarised.  Evidently  the  magnetic  state  of  a 
volume-element  dr  of  a  magnetised  body  is  specified  when  its 
magnetic  moment  is  given  in  magnitude  and  direction.  If  the 
components  of  its  magnetic  moment  are  given  by 

M^  =  IJt,     My  =  lydr,     M,  =  I,dr, 

the  quantities  {I^,  ly,  I^)  are  called  the  components  of  the  intensity 
of  magnetisation  I  at  the  element  dr,  which  we  suppose  situated 
near  the  point  {x,  y,  z).  The  value  of  /  depends  on  the  magnetic 
force  in  the  neighbourhood  in  a  very  comphcated  manner  which 
has  been  determined  by  experiment  and  will  be  discussed  fully 
in  Ch.  VII. 
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Let  US  first  consider  the  case  of  a  rod  magnetised  uniformly  in 
the  direction  of  its  length.  Since  each  element  is  polarised  the 
positive  and  negative  poles  in  the  interior  cancel  one  another, 
and  there  is  no  free  magnetism.  At  the  ends,  however,  the 
compensation  ceases,  the  positive  poles  being  left  at  one  end 
and  the  negative  poles  at  the  other.  Thus  we  have,  in  Fig.  27, 
a  distribution  of  positive  magnetism  over  the  right-hand  face 
and  of  negative  magnetism  over  the  left-hand  face.  Let  ±  o-  be 
the  pole-strength  per  unit  area,  which  we  may  call  the  surface- 
density  of  magnetism.  If  I  is  the  length  aind  A  the  cross-section 
of  the  rod,  the  pole-strengths  at  the  ends  are  ±  a  A,  and  the 
magnetic  moment  alA.  Since  the  volume  is  I A  the  magnetic 
moment  is  by  definition  equal  to  IIA,  so  that  a  =  I.  Hence  in 
a  uniformly  magnetised  rod  the  surface-density  of  magnetism  on 
the  flat  ends  is  equal  to  I. 


direction  of  magnetisation 

-r 

I 

Kg.  27 

In  the  general  case  in  which  the  body  is  magnetised  in  any 
manner  the  compensation  in  the  interior  is  not  complete,  but 
there  is  both  volume-  and  surface-density  of  magnetism.  Poisson 
found  expressions  for  both  of  these  in  general  and  for  a  body  of 
any  shape,  as  follows. 

Consider  the  magnetic  effect  of  the  body  at  a  point  P  outside 
it.  Remembering  equation  (8)  we  see  that  the  magnetic  potential 
at  P  is  given  by 

where  the  integration  extends  throughout  the  volume  t  of  the  body. 
Since 

dx\r  J      dyKrJ      dz\r  J      r\dx       dy       dzj' 
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Gauss'  transformation  shows  that 

Q  ^  _   (    (^  J^^Jl  +  ^]^  +   I    ?^a.  +  miy  +  nl, 

j  T  V  9a;       dy       dz)  r      J  s  r 


■■dS. 


dy 
Writing 

it  is  evident  that  the  same  magnetic  potential  would  be  produced 
by  a  distribution  of  poles  throughout  the  volume  with  volume- 
density  p,  and  over  the  surface  with  surface-density  a.  Since 
magnetic  poles  are  known  only  by  their  effect  it  follows  that  the 
polarised  distribution  is  actually  equivalent  to  these  distributions. 
In  the  simple  case  of  a  bar-ftiagnet  uniformly  magnetised  we 
have  p  =  0  always.  On  the  flat  ends  cr,  which  in  general  is  equal 
to  the  normal  component  of  /,  becomes  identical  with  /,  while 
on  the  cyUndrical  surface  a  vanishes.  This  is  in  entire  agreement 
with  the  result  previously  found. 

Uniform  magnetisation  cannot  be  accurately  reaUsed  in 
practice,  as  the  magnetism  is  thrown  back  more  or  less  from  the 
ends.  Further,  the  magnetic  effect  of  the  magnetism  on  the  ends 
is  such  as  to  tend  to  remove  the  magnetism  in  the  rod. 


CHAPTER  III 

ELECTROSTATICS 

21.  Electrical  attractions  and  repulsions.  It  has  long 
been  known  that  substances  such  as  amber,  glass,  resin  when 
rubbed  are  capable  of  attracting  Kght  bodies.  These  attractions 
are  called  electrical,  and  the  rubbed  body  is  said  to  be  electrifsd, 
or  to  carry  a  charge  of  electricity,  while  a  body  in  its  normal  state 
is  called  neutral  by  way  of  distinction.  To  study  these  effects, 
suspend  a  Ught  metallic  or  other  carrier  from  a  silk  fibre  so  that 
it  can  hold  a  glass  rod  in  a  horizontal  position.  If  the  rod  is 
rubbed  vigorously  with  a  silk  handkerchief  and  placed  in  the 
carrier,  it  will  be  seen  to  be  attracted  by  the  handkerchief  when 
the  latter  is  brought  near.  Two  similarly  prepared  glass  rods, 
on  the  other  hand,  repel  one  another.  The  glass  rod  is  in  this 
case  said  to  be  positively  and  the  silk  handkerchief  negatively 
electrified,  the  terms  positive  and  negative  being  used  at  present 
only  in  a  descriptive  sense.  Now  prepare  an  ebonite  rod  by 
rubbing  it  with  flannel,  and  suspend  it  as  before.  Two  similarly 
prepared  rods  repel  one  another  and  either  attracts  the  flannel, 
as  in  the  previous  case.  However,  the  ebonite  rod  will  attract 
a  glass  rod,  and  be  rebelled  by  the  silk  handkerchief  with  which 
the  latter  has  been  rubbed.  We  must  thus  suppose  that  an  ebonite 
rod  becomes  charged  negatively  by  friction  with  flannel,  and  that 
two  negative  charges  repel  one  another.  We  can  now  see  the 
significance  of  the  terms  positive  and  negative :  for  if  we  assign  a 
+  sign  to  the  phenomenon  of  repulsion  and  a  —  sign  to  that  of 
attraction  we  see  that  +  acting  on  +  gives  +,  —  acting  on  — 
gives  +,  while  +  acting  on  —  gives  — .     This  is  in  formal  analogy 
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with  the  rule  of  multiplication  of  signs  in  algebra;  an  analogy 
which  will  be  fully  developed  later. 

Other  substances  may  be  used  instead  of  glass  and  ebonite, 
but  we  never  obtain  any  evidence  of  the  existence  of  other  kinds 
of  electrification  than  those  already  named,  because  a  rubbed 
body  which  repels  a  positively  charged  body  is  always  found  to 
attract  a  negatively  charged  one,  and  vice  versa.  A  convenient 
way  of  testing  electrification  is  to  prepare  a  number  of  pith  balls 
by  coating  them  with  aluminium  foil  and  suspending  them  from 
silk  fibres.  Pith  balls  that  touch  an  electrified  glass  rod  acquire 
positive  electrification :  that  is,  they  repel  one  another  and  the 
glass  rod,  and  are  attracted  by  the  silk  handkerchief,  while  they 
attract  pith  balls  that  have  been  in  contact  with  the  ebonite 
rods.  The  effects  with  well-dried  materials  are  more  marked 
than  those  obtained  directly  with  the  rods,  and  in  addition  we 
verify  the  important  fact  that  the  force  between  two  small  charged 
bodies  acts  along  the  line  joining  them. 

A  pith  ball  that  has  not  been  electrified  is  always  attracted  by 
an  electrified  body,  whether  positively  or  negatively  charged.  As 
in  the  analogous  case  of  magnetism,  however,  this  phenomenon 
is  in  reality  more  complex  than  the  original  one  of  the  repulsions 
and  attractions  of  charged  bodies.  It  is  considered  in  detail 
in  Art.  26. 

22.     The    electroscope.       Conductors    and    insulators. 

Simple  electrical  experiments  are  more  conveniently  performed  by 
means  of  the  electroscope  than  by  either  of  the  preceding  methods. 

This  instrument  consists  essentially  of  a  brass  rod  with  a  knob 
at  the  upper  end,  the  lower  end  dipping  into  a  metal  case  with  glass 
sides  (Fig.  28),  the  rod  and  case  being  separated  from  each  other 
by  a  stopper  of  ebonite.  Two  strips  of  thin  gold  or  aluminium 
foil  are  attached  to  the  lower  end  of  the  rod.  When  the  disc  is 
touched  with  an  electrified  glass  or  vulcanite  rod  the  leaves 
diverge  on  account  of  the  mutual  repulsion  of  the  electrification 
on  them,  and  being  very  Hght  they  are  very  easily  deflected. 
The  amount  of  divergence  may  be  indicated  by  a  graduiated  scale 
attached  to  the  central  rod  or  case. 

If  the  electroscope  is  charged  and  left  to  itself,  the  leaves 
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remain  in  the  same  position,  at  any  rate  for  a  considerable  time. 
The  same  is  true  of  two  pith  balls  suspended  from  dry  silk  fibres 
and  left  repelling  or  attracting  one  another  in  air.  Thus  the  air, 
ebonite,  and  silk  have  the  property  of  being  able  to  resist  the 
loss  of  electrification  by  a  body :  such  substances  are  called 
insulators.  On  the  other  hand,  if  the  knob  of  a  charged  electro- 
scope is  touched  the  leaves  collapse  immediately,  showing  that 
electrification  can  escape  through  or  into  the  human  body.  Sub- 
stances allowing  the  passage  of  electricity  are  called  conductors. 
This  view  of  the  removal  of  electricity  by  passage  through  a 
conductor  is  supported  by  a  simple  experiment.  .If  an  ebonite 
rod  is  held  in  the  hand  and  placed  in  con- 
tact with  the  knob  of  an  electroscope  the 
leaves  do  not  collapse,  because  the  electrifi- 
cation cannot  pass  through  the  insulator 
to  the  hand,  although  it  would  pass  freely 
through  the  body  if  it  once  got  so  far. 
If  the  ebonite  rod  is  replaced  by  one  of 
metal,  however,  the  leaves  fall  at  once, 
showing  that  metals  are  conductors  of 
electricity. 

The  division  of  bodies  into  conductors 
and  insulators  is  not  absolutely  strict,  as 
there  is  a  kind  of  continuous  gradation 
between  the  two  classes.  Thus  the  leaves 
of  an   electroscope  whose  knob  is  touched 

by  a  wooden  rod  held  in  the  hand  collapse  gradually,  and  at 
different  rates  depending  on  the  dryness  and  nature  of  the 
wood.  It  must  not,  however,  be  thought  that  the  distinction 
between  conductors  and  insulators  is  an  unreal  one,  for  it  is 
possible  to  find  substances  which  approximate  very  closely  to  the 
ideal  of  both  kinds.  Thus,  for  example,  a  well-designed  electro- 
scope with  ebonite,  sulphur,  or  amber  insulation  will  retain  some 
charge  for  at  least  a  week,  while  if  metallic  contact  is  made  between 
the  knob  and  the  case  the  leaves  collapse  in  the  merest  fraction 
of  a  second — in  fact,  the  time  taken  for  the  electricity  to  disappear 
in  the  latter  case  is  unmeasurably  small. 

In  the  following  table  we  have  endeavoured  to  place  the 
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Insulators 


substances  in  order  of  insulating  power,  but  it  must  be  remembered 
that  the  exact  order  is  somewhat  uncertain  and  depends  on  the 
physical  state  of  the  substance. 

Air  (best) 

Amber  and  amber  preparations 

Sulphur 

Freshly  cut  ebonite 

Paraffin  wax 

Quartz 

Dry  glass 

"Wood  soaked  in  melted  paraffin  wax 
(Wood 
(Oils 
I  Water 

I  Salt  solutions 
"  Carbon 

Mercury 

Metals  (best) 


Semi-Insulators 


Conductors 


Air  is  an  admirable  insulator  under  ordinary  conditions,  but 
it  has  its  limits  of  resistance  like  all  other  insulators,  and  breaks 
down  under  high  electric  force  with  the  passage  of  a  spark.  The 
conditions  for  a  spark  are  favourably  realised  when  conductors 
with  sharp  or  pointed  edges  are  present,  a  fact  which  is  utilised 
in  the  construction  of  lightning-conductors,  and  also  in  influence 
machines  (cf.  Art.  27).  The  hot  air  in  the  neighbourhood  of  flames 
is  also  a  deflcient  insulator. 

When  the  insulation  of  a  substance  deteriorates  with  time, 
the  trouble  can  usually  be  traced  to  the  formation  of  a  conducting 
layer  on  the  surface.  The  moisture  which  deposits  on  glass  is 
very  harmful  in  this  respect.  Ebonite  when  exposed  to  strong  light 
becomes  oxidised  and  loses  its  insulating  power,  and  it  should 
not  be  flngered  too  much,  or  else  a  conducting  layer  of  grease 
will  be  deposited  on  its  surface.  This  can  be  obviated  by  making 
a  narrow  saw-cut  round  a  piece  of  ebonite  required  for  use  in 
electrostatic  experiments,  leaving  a  fresh  surface  not  likely  to 
be  contaminated. 

The  class  of  bodies  described  as  semi-insulators  cannot  be 
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used  in  experiments  with  electroscopes :  but  we  shall  see  later 
that  for  work  with  electric  batteries,  in  which  we  deal  with  very 
large  charges,  they  may  be  advantageously  employed.  Liquids 
also  can  never  be  classed  as  good  insulators,  because  they  convect 
electricity  away  by  their  motion,  although  they  do  not  all  conduct 
in  the  strict  sense. 

The  conducting  power  of  the  human  body  and  of  metals 
explains  a  phenomenon  which  misled  early  investigators,  namely 
that  metals  when  rubbed  do  not  appear  to  be  electrified.  That 
this  is  not  the  case  is  easily  shown  by  rubbing  a  metal  rod  held 
in  an  insulating  handle,  when  it  is  found  to  be  electrified  just 
like  other  bodies.  When  no  handle  is  used  the  electricity  is  of 
course  conducted  away  as  soon  as  it  is  produced  by  friction. 

23.     Quantity  or  charge  of  electricity.    Electrons.     The 

use  of  the  terms  electricity  and  charge  of  electricity  suggests  an 
electric  substance  as  distinct  from  a  state  of  a  body.  It  will  be 
clearer,  and  in  the  end  more  satisfactory,  to  adopt  this  view ;  for 
it  is  now  universally  admitted  that  the  process  of  electrification 
consists  in  the  removal  from  the  molecules  of  matter  of  something 
called  electricity,  which  moreover  is  of  atomic  structure.  Although 
the  evidence  for  this  latter  statement  cannot  yet  be  fully  stated, 
we  shall  adopt  it  here  and  give  an  account  of  the  present  state  of 
speculation  as  to  the  nature  of  electrification. 

It  is  supposed  that  negative  electricity  is  fundamental  in  the 
universe,  and  consists  of  electrons,  or  indivisible  atoms  of  electricity, 
which  are  identical  in  size  and  properties.  The  electron  is,  in 
size  and  mass,  the  smallest  body  at  present  known*,  and  each 
electron  carries  the  same  amount  of  electricity,  which  again  is 
the  smallest  amount  hitherto  examined  separately.  Positive 
electricity  behaves  very  differently.  There  is  no  evidence  of  the 
[  existence  of  carriers  of  positive  electricity  of  less  than  atomic 
mass,  and  the  nature  of  the  carriers  varies  according  to  the 
substance  with  which  we  are  experimenting,  in  sharp  contrast 
with  the  electron,  whose  properties  are  independent  of  its  origin. 

These  facts  have  led  to  the  view  that  positive  electricity  is 

*  The  negative  electron  has  a  mass  of  about  l/1800th  of  that  of  the  hydrogen 
;   atom,  while  its  diameter  is  probably  of  the  order  10"^'  centimetres,  the  dianjeter 
of  a  molecule  being  about  10~*  centimetres. 
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merely  what  occurs  when  electrons  are  removed  from  the  molecules 
to  which  they  are  normally  attached.  That  is,  we  regard  a  neutral 
body  as  one  containing  a  certain  normal  number  of  electrons, 
so  many  on  the  average  to  each  molecule.  If  more  electrons  are 
present  the  body  is  negatively  electrified;  if  less,  positively. 
Apart  from  the  atomic  notion,  this  theory  is  by  no  means  novel, 
being  identical  with  Franklin's  "one  fluid  theory"  of  electricity. 
Franklin  supposed  that  neutral  bodies  were  capable  of  holding 
a  definite  amount  of  "electric  fluid."  When  the  fluid  is  present 
in  excess  there  is  positive  electrification,  and  when  present  in 
defect  negative  electrification.  If  we  interchange  the  words 
positive  and  negative  in  this  and  regard  the  electric  fluid  as  con- 
sisting of  a  very  great  number  of  discrete  particles,  the  theory 
becomes  the  modern  electron  theory. 

On  this  theory  insulators  are  substances  whose  molecules  do 
not  readily  give  up  their  electrons,  although  they  may  be  stimu- 
lated to  do  so  by  external  action  such  as  friction.  Thus  when  a 
glass  rod  is  rubbed  with  a  silk  handkerchief  the  surface-molecules 
of  the  glass  give  up  electrons  to  the  silk,  and  the  glass  is  positively 
electrified.  This  action,  with  insulators,  is  hmited  to  those  mole- 
cules which  actually  come  into  rubbing  contact,  but  the  behaviour 
of  conductors  is  quite  different.  We  must  suppose  that  electrons 
move  freely  about  in  conductors,  without  being  permanently 
attached  to  any  particular  molecule.  If  the  conductor  itself  is 
insulated,  i.e.  separated  by  an  insulator  from  other  conductors, 
the  electrons  remain  on  it  as  they  are  unable  to  pass  through  the 
insulator  and  also  cannot  under  normal  conditions  escape  into 
the  air. 

The  electron  theory  affords  a  simple  and  (theoretically) 
perfectly  definite  specification  of  amounts  of  electricity.  If  all 
electrons  are  supposed  identical  they  must  have  the  same  amount 
of  electricity,  whatever  that  may  be,  and  we  may  say  that  an 
electron  carries  a  charge  of  q  units  of  negative  electricity  (or 
carries  a  charge  —  q),  where  the  precise  unit  need  not  yet  be  further 
specified.  If  a  body  contains  n  electrons  more  than  in  the  neutral 
state  it  is  said  to  carry  a  charge  —  nq;  if  n  less,  a  charge  -f-  nq. 

The  mutual  repulsion  of  negatively  charged  bodies  is  explained 
by  supposing  that  all  electrons  repel  one  another.     A  neutral 
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molecule  may  be  simply  regarded  as  an  electron  attached  to 
something  which  compensates  its  efEect,  which  we  shall  call  for 
brevity  a  residue.  Suppose  now  that  two  electrons  distant  r 
apart  repel  one  another  with  a  force  of  (^f  (r)  dynes,  and  that  a 
neutral  molecule  has  no  effect  on  either  an  electron  or  a  residue. 
This  latter  condition  can  clearly  only  be  fulfilled  if  a  residue 
attracts  an  electron  with  a  force  of  q^f{r)  dynes,  and  repels 
another  residue  with  the  same  force.  The  attractions  and 
repulsions  of  charged  bodies  are  very  simply  explained  on  these 
lines.  Consider  for  example  a  small  body  carrying  a  charge  +  e 
at  distance  r  from  a  second  small  body  carrying  a  charge  +  e'. 
The  former  body  may  be  regarded  as  containing  m  residues  and 
the  latter  n  residues,  where  e  =  mq  and  e'  =  nq.  Each  residue 
is  supposed  to  act  independently,  and  thus  the  force  between 
the  bodies  is  repulsive  and  of  magnitude  mncpf{r)  =  ee'f{r).  It 
is  easy  to  see  that  this  statement  holds  good  when  one  or  both 
of  e,  e'  are  negative,  provided  that  an  attraction  is  regarded  as 
a  negative  repulsion.  This  statement  gives  the  attractions  and 
repulsions  in  precise  quantitative  form  in  terms  of  the  charges  on 
the  bodies,  being  more  far-reaching  than  the  rule  of  signs  in  Art.  21 . 
Coulomb  was  able  to  show  that  the  forces  between  two  small 
charged  bodies  were  inversely  proportional  to  the  square  of  the 
distance  between  them,  i.e.  that/  (r)  oc  1/r^.  We  shall  not  however 
make  this  assumption  until  we  have  indicated  a  more  convenient 
and  accurate  method  of  verifying  it. 

24.     The  electric  field.     Electric  force  and  potential. 

The  description  of  the  electric  field  now  follows  on  the  same  hues 
as  in  the  case  of  magnetism  (Art.  11).  The  electric  force  at  any 
point  is  the  force  which  would  act  on  a  unit  charge  placed  at 
the  point.  The  precise  unit  is  left  at  present  unsettled,  but  it  is 
perhaps  not  superfluous  to  emphasise  the  fact  that  a  unit  charge 
is  always  understood  in  the  definition,  and  that  electric  force  is 
not  a  mechanical  force  merely,  as  its  name  would  suggest.  If  E, 
with  components  {E^,  Ey,  E^),  is  the  electric  force  at  a  point 
{x,  y,  z)  in  an  electric  field,  the  force  on  a  charge  e  placed  there 
is  [eE^,  eEy,  eE^).  Thus  the  electric  force  at  distance  r  from  a 
charge  e  is,  with  the  notation  of  the  last  article,  ef{r). 
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The  electric  'potential  is  the  work  that  would  be  done  by  the 
forces  in  the  field  when  a  unit  charge  is  moved  to  infinity  from 
the  point  considered,  i.e.  the  potential  energy  of  a  unit  charge  at 
the  point.     At  distance  r  from  a  charge  e  the  potential  is 

7  =  erf{r)dr. 

J  r 

The  electrical  potential  in  all  cases  vanishes  at  infinite  distances 
from  the  charges  in  the  field. 

"When  a  number  of  charges  are  present  the  potential  is  obtained 
by  summation  of  the  separate  potentials  due  to  each.  A  charged 
body  contains  a  very  large  number  of  electrons  which,  though 
quite  distinct,  are  very  close  together.  We  are  not  usually  con- 
cerned with  the  precise  location  of  each,  but  only  require  to  know 
the  average  number  per  cubic  centimetre  or  per  square  centimetre 
of  a  layer.  We  may  thus  consider  charges  extended  through 
regions  of  space  with  volume-density  p  or,  spread  over  surfaces 
with  surface-density  a,  and  then  the  potential  of  the  distribution 
is  obtained  by  integration  (cf.  Art.  29). 

A  difficulty  arises  in  the  definition  of  potential  from  the  fact 
that  electricity  can  move  about  in  conducting  bodies.  Without 
entering  here  into  details,  we  may  point  out  that  electricity 
settles  down  in  conductors  in  a  way  which  depends  on  the 
other  charges  present  in  the  field.  Thus  when  a  unit  charge 
is  taken  away  from  any  point  P  to  infinity  the  distribution  of 
electricity  in  the  field  is  changed,  and  the  work  actually  done 
will  differ  from  that  which  would  have  been  performed  if  the 
charges  had  been  fixed  in  position  before  the  unit  charge  was 
moved.  It  is  the  latter  work  which  defines  the  potential  at  P. 
In  other  words,  in  calculating  potentials  the  disturbing  effect 
of  the  unit  charge  is  neglected.  One  way  of  avoiding  this  reser- 
vation would  be  to  say  that,  if  work  W  is  actually  done  on  a  charge 
e  moved  from  P  to  infinity,  then  the  potential  at  P  is  the  limit 
of  the  ratio  W/e  when  e  is  indefinitely  diminished. 

If  V  is  the  potential  and  E  the  electric  force  at  a  point  (x,  y,  z) 
in  an  electric  field,  we  have  the  equations 

F            ^'^      F       ^^      F           ^^  m 

^^^~W        '^~W       '^~di ^^)' 
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analogous  to  those  occurring  in  magnetism.  More  generally,  the 
component  E^  of  electric  force  in  any  direction  is  equal  to  —  dV/ds, 
where  d/ds  denotes  difierentiation  in  the  direction  s. 

The  surfaces  V  =  constant  are  called  eguipotential  or  level 
surfaces. 

We  shall  now  prove  a  certain  reciprocal  theorem,  which  will 
be  useful  to  us  later.  Let  charges  gj,  62,  . . .  e„  be  placed  at  the 
points  Pi,  P2,  . . .  P„,  and  let  Fj  be  the  potential  at  P^  of  all  the 
charges  except  e^,  V^  the  potential  at  Pj  of  all  the  charges  except 
62,  and  so  on.     Then 


V,  =  ^  +  ^+  ...+ 


6« 


r- 


'13 


'"21         '*23  *'2?l 

and  so  on.  Let  e^,  e^ ,  ...  e„'  be  any  other  charges  placed  at  the 
same  points,  7^',  Y^,  ■  ■  ■  F„'  the  corresponding  potentials.  If 
we  form  the  sum  ej'Fi  +  e2'F2+  ...  +  e„'F„,  we  see   that  it 

■  involves  r^^  in  the  form  -^— ^ ^— ■"■,  and  similarly  for  any  other 

''12 
mutual  distance.     Hence 

ei'V,  +  e^'Fa  +  .  .  .  +  e„'F„  =  S  '^'"^  +  '^'"^ 

extended  over  all  possible  pairs  of  numbers  p,  q.  By  symmetry, 
this  is  equal  to  eiFj'  +  e^Vi  +  . . .  +  e„F„'.     Hence 

SeF'  =  Se'F. 
This  is  known  as  Gauss'  reciprocal  theorem. 

25.  Potential  of  a  conductor.  All  points  on  or  inside  a 
conductor  on  which  electricity  is  at  rest  may  be  shown  to  be  at  the 
same  potential.  If  two  neighbouring  points  P,  Q  on  or  inside  the 
conductor  were  at  different  potentials,  the  potential  of  P  being 
the  higher,  electricity  would  tend  to  flow  from  P  to  Q  because 
there  would  be  an  electric  force  from  P  towards  Q,  and  in 
a  conductor  there  is  nothing  to  prevent  the  passage  of  charge 
under  these  circumstances.  The  common  potential  of  all  points  of 
the  conductor  is  called  the  potential  of  the  conductor.  It  follows 
that  the  bounding  surface  of  a  conductor  is  an  equipotential 
surface  of  the  charges  in  the  field.     This  conclusion  is  independent 
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of  any  particular  assumptioi]   as  to  the  law  of  force  between 
electric  charges. 

If  two  charged  conductors  are  joined  by  a  wire  held  in  an 
insulating  handle,  electricity  flows  from  the  one  at  higher  to  the 
one  at  lower  potential.  This  process  naturally  ceases  when  the 
potentials  have  become  equal,  but  if  any  means  were  provided 
to  maintain  the  potentials  at  their  original  values  it  would  go 
on  indefinitely.  In  all  cases  in  which  electricity  moves  it  is 
convenient  to  regard  positive  as  well  as  negative  electricity  as 
moveable;  and  there  is  no  objection  to  this  way  of  speaking, 
since  the  movement  of  a  negative  charge  from  4  to  5  is  to  all 
intents  and  purposes  the  same  as  the  movement  of  an  equal 
positive  charge  from  B  to  A.  In  this  chapter  we  shall  however 
be  chiefly  concerned  with  electricity  at  rest. 

26.     Electric  influence.     Earthing  a  conductor.     If  an 

electrified  ebonite  rod  is  brought  near  to  one  end  of  an  elongated 


Fig.  29 

conductor  the  other  end  repels  a  pith  ball  that  has  previously 
been  touched  by  the  rod,  while  the  near  end  of  the  conductor 
attracts  it.  Thus  negative  electricity  collects  at  the  far  end  and 
positive  electricity  on  the  part  near  the  rod,  the  middle  parts 
being  comparatively  neutral.  These  effects  are  said  to  be  due  to 
electric  influence. 

An  easy  explanation  can  be  given  on  the  theory  of  the  atomic 
constitution  of  electricity.  The  electrons  of  conductors  are  not 
permanently  bound  to  any  particular  molecule,  but  even  in  the 
neutral  state  can  move  about  in  the  metal.  When  a  negatively 
charged  rod  is  brought  near,  the  random  movement  of  the  negative 
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electrons  is  partly  prevented  by  the  repulsion  due  to  the  charge 
on  the  rod.  Thus  on  the  whole  electrons  tend  to  congregate  in 
the  remote  parts  of  the  conductor,  leaving  positive  charge  on  the 
parts  near  the  rod. 

Electrical  influence  effects  are  very  easily  shown  with  the 
electroscope.  Thus  if  an  electroscope  is  charged  positively  the 
leaves  begin  to  diverge  still  further  as  a  positively  charged  body 
approaches  the  knob,  on  account  of  the  increase  of  the  positive 
charge  on  the  leaves.  On  the  approach  of  a  negative  charge  the 
leaves  begin  to  collapse.  If  the  knob  is  touched  while  the  positive 
charge  is  near  it  the  leaves  at  once  collapse,  as  the  positive  charge 
originally  on  them  tends  to  go  even  further  away  from  the 
influencing  charge,  that  is  into  the  body  of  the  experimenter. 
There  remains  only  the  negative  charge  attracted  to  the  neigh- 
bourhood of  the  knob.  Now  suppose  the  hand  to  be  taken 
away  and  the  influencing  charge  subsequently  removed.  The 
negative  charge  will  spread  over  the  whole  of  the  knob  and 
leaves,  and  the  latter  will  diverge,  though  with  the  opposite 
kind  of  electricity  from  that  of  the  external  charge. 

We  have  thus  a  means  of  charging  an  electroscope  with 
electricity  of  either  sign  by  use  of  a  charge  of  one  sign  only.  If 
the  rod  had  been  removed  before  the  hand  was  taken  away  there 
would  of  course  have  been  no  deflexion  of  the  leaves.  This 
illustrates  the  important  fact  that  the  order  of  operations  in 
experiments  depending  on  influence  is  not  immaterial,  but  that 
quite  different  effects  are  produced  by  doing  things  in  a  different 
order.  The  human  body  in  these  experiments  plays  the  part  of 
a  large  conductor  practically  free  from  charge,  and  the  same 
results  would  be  obtained  by  connecting  the  knob  to  a  large  un- 
charged metal  conductor,  or  to  a  gas- pipe  having  contact  with  the 
soil.  A  connexion  of  this  kind  is  known  as  earthing  a  conductor, 
or  putting  it  to  earth. 

Although  in  theoretical  reasoning  potential  is  defined  to  be 
zero  at  infinite  distances,  yet  it  is  evident  that  we  are  really  only 
concerned  with  differences  of  potential,  so  that  we  can  take  any 
convenient  conductor  to  be  at  zero  potential.  It  is  conventional 
to  take  an  earthed  body  to  he  at  zero  potential.  An  earthed  conductor 
is  also  described  as  uninsulated. 

4r-2 
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We  can  now  understand  the  attraction  which  a  charged  body 
exerts  on  neutral  bodies.  The  first  effect  of  a. positive  charge 
is  to  bring  negative  charge  to  the  nearer  part  of  the  neutral  body 
and  repel  positive  charge  to  the  remote  parts,  and  since  on  the 
whole  the  negative  charge  is  nearer  the  attraction  exceeds  the 
repulsion  between  the  like  charges. 

27.  Influence  machines.  Machines  have  been  devised 
for  the  continuous  production  of  electricity  depending  on  the 
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fundamental  principle  of  friction,  but  these  are  not  altogether 
satisfactory,  and  they  have  been  superseded  by  machines  working 
by  electric  influence.  Of  the  various  types  of  influence  machine 
the    Wimshurst    machine   has   generally   been    found    the    most 
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efficient.  Two  circular  plates  of  glass  or  ebonite  are  placed 
parallel  to  one  another  on  an  axle,  and  arranged  so  that  they 
rotate  in  opposite  directions  on  turning  a  handle.  The  outer 
surfaces  of  the  plates  carry  a  number  of  thin  sheets  of  metal 
cut  into  the  form  of  sectors.  At  the  level  of  the  centre  of  the 
plates  are  fixed  two  double  combs  of  metal  enclosing  the  plates 
at  the  end  without  touching  them,  with  the  teeth  pointing  towards 
the  sectors.  The  combs  are  affixed  to  insulating  stands  and  also 
to  a  pair  of  brass  knobs  whose  distance  apart  can  be  altered. 
On  either  side  a  brass  rod  is  fixed  to  the  axle,  carrying  at  each 
end  a  metallic  brush  which  touches  each  sector  as  it  passes. 
These  rods  are  inclined  at  angles  of  45°  to  the  horizontal  as  shown. 

The  mode  of  action  of  the  machine  is  most  easily  explained 
by  a  method  due  to  Prof.  Silvanus  Thompson,  in  which  the  two 
discs  are  imagined  to  be  replaced  by  two  coaxial  cylinders  revolving 
one  inside  the  other.  In  Fig.  Bl  X,  Y  represent  the  combs  with 
their  knobs  attached,  and  A,  B,  C,  D  the  four  brushes  at  the 
ends  of  the  two  brass  rods. 

Imagine  to  begin  with  that  a  particular  sector  P  carries  a 
negative  charge,  all  the  other  sectors  being  uncharged.  As  the 
discs  rotate  P  comes  opposite  to  the  brush  A,  and  at  the  same 
time  the  sector  originally  at  Q  is  in  contact  with  the  brush.  The 
negative  charge  on  P  induces  a  positive  charge  on  the  sector  and 
brush  A,  and  this  requires  a  negative  charge  to  reside  on  the 
opposite  brush  B  and  its  sector.  The  inductive  effect  of  P  is 
still  appreciable  when  it  is  some  distance  from  the  brush  A.  Hence 
as  the  discs  rotate  further,  other  sectors  passing  A  have  positive 
charges  induced  on  them,  the  opposite  process  occurring  at  the 
other  extremity  of  the  diameter.  The  figure  shows  the  charges 
present  just  before  the  original  sector  comes  in  front  of  the  comb  Y. 
The  sharp  points  of  the  teeth  discharge  this  sector  almost  entirely : 
but  the  three  upper  sectors  on  the  outer  disc  carry  their  positive 
charge  with  them  until  they  come  opposite  the  brush  C,  where 
they  induce  negative  charges  on  the  sectors  passing  C,  causing 
positive  charges  to  reside  on  the  sectors  passing  D.  Negative 
charges  are  subsequently  induced  on  the  sectors  of  the  outer  disc 
opposite  B,  thus  continuing  the  supply  of  negative  electricity  to 
the  sectors  in  this  region.     A  little  consideration  shows  that  the 
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reinforcement  of  the  charges  present  continually  increases,  and  an 
ever-increasing  number  of  sectors  is  brought  into  play.  Ultimately 
all  the  sectors  carry  charges :  on  the  inner  disc  the  charge  is 
negative  in  the  part  CYD  and  positive  in  the  part  DXC,  while 
on  the  outer  disc  we  have  positive  charge  along  AXB  and  negative 
along  BY  A.  The  charges  on  the  sectors  between  Y  and  D, 
Y  and  A,  X  and  C,  and  X  and  B  are  however  comparatively 
small  because  these  sectors  have  passed  a  discharging  comb  and 
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have  not  yet  arrived  at  a  brush.  As  regards  the  collection  of  the 
charge  on  the  knobs,  consider  the  sectors  passing  the  comb  X. 
Both  sets  are  positively  charged,  and  induce  negative  electricity 
on  the  teeth  of  the  comb,  leaving  positive  electricity  on  the  knob 
connected  to  X.  The  negative  charge  on  the  comb  escapes 
almost  entirely  from  the  teeth  and  neutrahses  the  positive 
charge  on  the  sector,  so  that  the  conductor  X  is  continually 
acquiring  an  excess  of  positive  charge.  The  opposite  charge  is 
being  accumulated  on  Y,  and  this  may  go  on  until  a  spark  passes 
between   the  knobs  themselves.     The   electrical   energy   of  the 


m] 


ELECTROSTATICS 


55 


separation  of  the  charges  of  course  comes  out  of  the  increased 
work  required  to  turn  the  handle  against  the  mutual  attraction 
of  the  charges  on  the  sectors. 

The  slight  initial  charges  required  to  start  the  action  are 
generally  present,  and  the  machine  is  usually  self  starting.  If 
this  is  not  the  case,  an  electrified  rod  may  be  held  near  the  sectors 
opposite  one  brush.  When  driven  at  a  constant  speed  with  an 
auxiliary  motor  the  influence  machine  gives  a  very  constant 
source  of  high  potential. 

28.     Cavendish's  experimental  proof  of  the  law  of  force. 

A  crucial  test  of  the  law  of  force  between  electric  charges  is 
afforded  by  an  experiment  first  performed  by  Cavendish  in 
1773,  and  repeated  with  refinements  and  modifications  under 
Maxwell's  direction  about  a  hundred  years  later.  The  experi- 
ment can  be  carried  out  in  the  laboratory  as  follows. 

Take  two  large  metalhc  conductors  S-^,  S^  (such  as  two  tin 


^ ■ 

s, 

M 

Fig.  32 

1  boxes)  and  place  S-^  inside  S^  and  insulated  from  it  by  means  of 
paraffin  blocks.     A  small  hole  cut  in  the  outer  conductor  is  fitted 

fwith  an  ebonite  plug  in  which  are  bored  three  small  cups  A,  B,  C 
to  contain  mercury.  Wires  soldered  to  S^,  /Sj  and  ending  in  the 
mercury-cups  make  contact  with  B,  A  respectively.  A  wire 
dipping  in  C  leads  to  a  sensitive  electroscope,  or  better  to  one 
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terminal  of  a  quadrant  electrometer  (Art.  43).  We  can  make 
metallic  connexion  between  B  and  A,  or  between  B  and  C,  by 
means  of  a  "key"  consisting  of  a  short  wire  passing  sideways 
through  an  ebonite  rod  and  bent  round  at  the  ends  as  shown 
in  the  figure. 

Initially  B  is  joined  to  A  and  the  electroscope  discharged. 
In  this  state  >Si  and  S^  form  a  single  compound  conductor  of 
which  one  part  hes  completely  within  the  other.  The  compound 
conductor  is  now  charged  to  a  high  potential  with  a  small 
influence  machine,  and  the  electricity  settles  down  in  its  position 
of  equilibrium  on  the  two  conductors.  On  removing  the  key  from 
the  cups  the  charges  on  *Si  and  S^  are  insulated  from  one  another. 
The  outer  conductor  S^  is  now  earthed  and  the  key  put  into  the 
cups  B,  C,  thus  connecting  the  inner  conductor  Si  with  the  electro- 
scope. It  is  found  that  no  deflexion  of  the  electroscope  occurs, 
showing  that  there  is  no  charge  on  Si- 

This  was  verified  by  Cavendish  and  Maxwell  when  S^  and  S^ 
are  spheres,  and  by  Cavendish  in  the  case  of  one  cube  inside 
another.  We  conclude  that  whenever  one  conductor  Hes  entirely 
inside  another,  and  the  two  are  joined  and  charged  with  electricity, 
none  of  the  charge  resides  on  the  inner  conductor.  When  the 
two  shells  are  joined  so  as  to  form  one  conductor,  all  points  of 
both  are  at  the  same  potential.  None  of  this  potential  is  due  to 
the  inner  conductor  since  it  is  entirely  devoid  of  charge ;  and 
since  the  inner  conductor  may  have  any  shape  whatever  it  follows 
that  the  electricity  on  the  outer  shell  is  sufficient  by  itself  to 
produce  constant  potential  at  all  points  inside  it.  In  particular, 
an  electrified  spherical  shell  gives  constant  potential  at  all  internal 
points.  The  only  law  of  force  consistent  with  this  can  be  shown 
to  be  that  of  the  inverse  square  as  follows. 

Let  the  potential  at  distance  r  from  a  charge  e  be  written  in  the 
form  e^'  {r)lr,  where  (f)  is  some  function  to  be  determined.  Let  E 
(Fig.  33)  be  a  point  distant  x  from  the  centre  0  of  ah  electrified 
spherical  shell  of  radius  a,  and  let  PP',  QQ'  represent  two  neigh- 
bouring planes  perpendicular  to  ORA,  such  that  the  angle  AOP  =  0 
and  AOQ  =  6  +  dd.  The  electricity  must  be  uniformly  spread 
over  the  shell,  say  to  amount  a  per  unit  area.  If  RP  =  r  the 
potential  at  R  of  the  part  of  the  shell  intercepted  between  the  two 
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planes  is  2vaa^am9d6(f)'  {r)/r,  since  the  area  of  the  intercept  is 
2Tra^sm9dd  and  every  point  of  it  is  at  distance  r  from  R. 
Regarding  R  as  a  fixed  point  and  9  as  the  variable,  the  equation 
r^  =  a^  +  x^  —  lax  cos  9  when  differentiated  gives  rdr  =  ax  sin  9d9. 
Hence  the  potential  of  the  small  intercept  is 

-—^i>  {r)dr. 


Fi".  33 


The  extreme  limits  of  r  are  a—  x  and  a  +  x,  so  that  the  potential 
of  the  whole  electrified  shell  at  R  is  given  by 

27Taa  f'^+''  ,,  ,  >  ,       2TTaa 


V  = 


'  r*"^'  (T)  dr  =  ^{i>{a  +  x)-<f>(a-  x)}. 

J  a—x  •»' 


Since  F  is  to  be  independent  of  x  we  have 

(f>  {a -\-  x)  —  <j>  {a  —  x)  =^  Xx, 
where  A  is  some  constant.     Differentiating  twice,  we  get 

4,"  {a  +  x)-  <!>"  (a-x)  =  0, 
showing  that  ^"  (x)  =  B,  a  constant.     Hence  ^'  (x)  =  Bx  +  C,  and 
the  potential  at  distance  r  from  a  charge  e  is  of  the  form  elB+- 
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Now  by  hypothesis  the  potential  vanishes  when  r  is  infinite,  so  that 
-B  =  0.     Thus  7  =  eG\r,  and  the  electric  force  is 

which  proves  the  result. 

Maxwell  showed  that  if  the  law  of  force  was  the  inverse  ^th 
power,  then  f  could  not  differ  from  2  by  more  than  1/20,000 
without  giving  rise  to  an  observable  charge  on  the  inner  conductor 
in  his  experiment. 

29.  Electrical  units.  We  now  see  that  two  charges  e,  e' 
distant  r  apart  in  air  repel  one  another  with  a  force  of  V  dynes, 
where  F  =  Icee'jr^  and  k  is  some  constant.  Evidently  h  cannot  be 
determined  until  we  have  settled  the  unit  in  which  e  and  e'  are 
to  be  measured. 

The  unit  charge  of  electricity  is  taken  to  be  that  positive 
charge  which  repels  an  equal  positive  charge  distant  one  centi- 
metre away  with  a  force  of  one  dyne.  This  amount  of  electricity 
is  known  as  the  electrostatic  unit  of  charge.  With  these  units 
F  =1  when  e  =  e'  =  r  =  1,  so  that  h=l.  Hence  the  repulsion 
between  two  charges  e,  e'  in  general  is  ee'jr^  dynes,  an  attraction 
being  as  usual  regarded  as  a  negative  repulsion.  The  electric 
force  at  distance  r  from  a  charge  e  is 

E^^ejr^ (2) 

radially  outwards,  and  the  potential 

V  =  elr (3). 

In  the  case  of  a  volume-distribution  the  last  formula  is  replaced 

^y  ^  =  1   — -•  where  r  is  the  distance  of  the  point  where  F  is 

calculated  from  dr  and  the  integration  extends  over  the  volume 
containing  charges.     Similarly  for  surface-distributions  we  have 

F=  f  — . 

It  will  appear  that  volume-distributions  do  not  exist  when 
electricity  is  at  rest  on  conductors.  We  shall  consider  them, 
however,  because  such  a  distribution  is  the  most  general  kind, 
and  a  surface-distribution  can  be  regarded  as  a  thin  volume-dis- 
tribution of  great  volume-density. 
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30.     Electric  force  due  to   an  infinite  charged  plane. 

Let  RO  be  the  perpendicular  let  fall  from  R  on  the  plane,  and 
let  PP' ,  QQ'  he  two  circles  in  the  plane  with  centre  0  and  radii 
r,  r  +  dr  respectively.  If  OR  =  x  and  the  angle  ORP  =  9,  then 
r  =  X  tan  6,  so  that  the  area  of  the  ring  between  the  circles  is 

27Trdr  ==  277  a;^  tan  6  sec^  ddd. 
Each  part  of  the  ring  is  at  a  distance  x  sec  6  from  R  and  acts 
radially  along  the  line  joining  it  to  R.     The  resolved  part  along 
OR,  which  is  evidently  the  direction  of  the  resultant  electric 


force,  is  obtained  by  multiplying  by  cos  6.     Hence  the  electric 
force  at  R  due  to  the  small  ring  is 

2TTax^  tan  6  sec^  ddd  .  cos  djx^  sec^  6  =  i-na  sin  Odd, 

TV 

where  a  is  the  surface-density.     Integrating  from  ^  =  0  to  ^  =  „ , 

the  electric  force  due  to  the  whole  disc  becomes 

E  =  2TTa    (4) 

in  the  direction  OR. 

Thus  the  electric  force  is  the  same  at  all  points  on  one  side 
of  the  plane.  On  crossing  the  plane  the  direction  of  the  force 
changes,  so  that  the  force  undergoes  a  discontinuous  change  of 
magnitude  ^a.  Since  the  force  does  not  become  infinite,  however, 
there  is  no  discontinuity  in  the  potential  as  we  cross  the  sheet. 

31.  Gauss'  theorem.  Distribution  of  charge  on  a 
conductor.  Since  the  laws  of  magnetism  and  electrostatics 
are   formally  identical,  the  proof   of   Gauss'   theorem  (Art.  17) 
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may  be  transferred  simply  to  the  case  of  electric  charges,  and 
we  have: 

If  dS  is  an  element  of  a  closed  surface  and  E„  the  component 
of  electric  force  along  the  outward-drawn  normal  to  dS,  then  the 
value  of  SE„dS,  taken  over  the  whole  surface,  is  in  times  the  total 
charge  inside  S. 

Gauss'  theorem  may  be  used  to  show  that  the  electricity  at 
rest  on  a  conductor  is  confined  to  a  very  thin  layer  near  its  surface, 
and  is  not  diffused  throughout  the  volume.  If  S  is  any  surface 
described  entirely  on  the  body  of  the  conductor,  there  is  no  electric 
force  at  any  point  of  S,  so  that  jE„dS  =  0.  Hence  S  contains  no 
charge,  and  since  S  is  quite  arbitrary  there  can  be  no  charge  at  any 
point  definitely  inside  the  conductor.  This  conclusion  is  strikingly 
exemphfied  by  the  experiment  of  Cavendish  already  mentioned. 

It  appears  at  first  sight  somewhat  surprising  that  electricity 
can  form  up,  as  it  were,  in  a  thin  superficial  layer ;  but  we  must 
remember  that  electrons  are  much  smaller  than  the  molecules  of 
matter  and  have  plenty  of  room  even  in  a  very  thin  layer.  The 
electric  "fluid,"  in  fact,  must  be  regarded  as  almost  indefinitely 
compressible  on  account  of  the  smallness  of  the  electrons. 

A  most  interesting  example  of  Gauss'  theorem  is  to  prove 
that  the  electric  force  due  to  a  charged  sphere  is  the  same,  at  all  external 
points,  as  if  the  charge  was  collected  at  the  centre  of  the  sphere.  Let 
E  be  the  electric  force  at  an  external  point  distant  r  from  the 
centre,  and  describe  a  sphere  S  of  radius  r  concentric  with  the 
conductor.  It  is  obvious  from  reasons  of  symmetry  that  E  is 
directed  along  the  radius  and  coincides  with  its  normal  component 
at  points  on  S.  Thus  applying  Gauss'  theorem  to  the  surface  S 
we  have  inr^E  =  ine,  or  E  =  e/r^.  The  electric  force  is  therefore 
the  same  as  that  due  to  a  charge  e  concentrated  at  the  centre. 

The  following  result,  though  not  practically  important  in 
electrostatics,  throws  hght  on  a  certain  theoretical  point  (see  next 
article).  A  sphere  of  radius  a  contains  electricity  distributed 
uniformly  throughout  the  volume  with  volume-density  p.  It  is 
required  to  find  the  electric  force  at  any  point  P.  If  P  is  an 
external  point,  then  by  applying  Gauss'  theorem  as  before  we  have 
^TTf^E  =  in  .^npa^,  01  E  =  inpa^/Sr^.  For  an  internal  point,  the 
charge  inside  a  sphere  of  radius  r  is  not  ^npa^,  but  ^npi^.    Hence 


/, 
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E  =  f 77-/3  r  =  erja^.  The  electric  force  is  therefore  proportional 
to  the  distance  from  the  centre  of  the  sphere.  The  potential  is 
V  =  const.  —  er^/2a^,  and  at  the  surface  it  takes  the  value  e/a. 
Hence  at  internal  points 

^^2^~M' ^^^• 

32.  Laplace's  equation  and  Poisson's  equation.  Con- 
sider a  distribution  of  electricity  with  volume-density  p  at  the 
point  {x,  y,  z),  p  being  a  function  of  x,  y  and  z.  Expressed 
analytically,  Gauss'  theorem  becomes 

I    {lE^  +  mEy  +  nE^)  dS  =  i^r  j  pdr, 

where  S  is  any  closed  surface  and  t  the  space  inside  it.  Trans- 
forming the  left-hand  side  by  Gauss'  transformation,  we  have 

fdE^      dE,  ,dE\ 

and  T  may  be  any  region  of  space  whatever.  It  follows  that  the 
quantity  under  the  integral  must  vanish,  or 

S+t+w-*-' <^>- 

Since  E^  =  -  dV/dx,  Ey  =  -  dV/dy,  E,  =  -  dV/dz,  this  becomes 
dW      dW      dW 

d^  +  W      ^^~      ''' 

or  A7  =  -47rp (7), 

which  is  known  as  Poisson's  equation.  In  particular,  if  there  is 
no  electricity  in  the  neighbourhood  of  the  point  {x,  y,  z),  p  =  0  and 

AF  =  0    (8). 

This  is  known  as  Laplace's  equation. 

The  subject  may  also  be  approached  with  advantage  from 
another  point  of  view.  The  potential  at  the  point  (x,  y,  z)  due  to 
a  charge  e  at  the  point  (^,  17,  l)  is  V  =  e/r,  where 

r^=(x-^f+(y-vf+(^-0'- 
Since  drjdx  =  (x  —  £)/r,  we  have 

dV  e{x-  ^) 

dx  r"       ' 

?!Z  =  _  i  I  M^ni)! 
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Similarly 

and 

9^2          ^3  1          ^        • 

Adding,  we 

have 

dW     dW          3e     3e 
■*"  dy^  '   az2           r^  "^  r» 

=  0. 

The  eflect  of  superposing  any  number  of  charges  at  different 
points  is  to  add  the  separate  potentials,  leading  to  Laplace's 
equation  in  general.  But  the  proof  would  obviously  not  apply 
without  further  consideration  to  charges  indefinitely  near  to  the 
point  {x,  y,  z).  It  is  obvious,  therefore,  that  the  term  —  A^p  in 
Poisson's  equation  arises  from  the  electricity  in  the  immediate 
vicinity  of  the  point  considered.  A  special  example  wiU.  make 
this  clearer. 

Let^f  (Fig.  35)  be  a  surface  containing  a  distribution  of  electricity 
of  uniform  volume-density  p,  0  a  point  inside  S.    Draw  a  sphere 


Kg.  35 

So  of  radius  a  with  0  as  centre,  and  let  Fq  be  the  potential  at  the 
point  P  of  the  electricity  inside  Sq,  V-y  that  of  the  electricity 
between  Sq  and  S.  Then  the  total  potential  at  the  point  P  is 
F  =  Fo  +  Fi .  Since  the  electricity  between  S^  and  S  is  nowhere 
infinitely  near  to  P,  AF^  =  0.  The  electric  force  at  P  due  to  the 
charge  inside  S^  has  been  shown  to  be  ^npr  along  OP ;  hence  if 
(x,  y,  z)  are  the  co-ordinates  of  P  with  respect  to  0, 

9Fo  ,  aFo  ,  9Fo 


m]  ELECTROSTATICS  63 

as  we  should  expect.  The  difficulty  therefore  is  that  although 
So  may  he  made  indefinitely  small,  the  second  differentials  of  its 
potential  at  internal  points  are  finite,  and  have  a  sum  distinct 
from  zero.  The  potential  itself  is  V^  =  2Trpa^  —  ^vpr^,  which,  since 
r  is  less  than  a,  can  be  made  indefinitely  small  by  sufficiently 
diminishing  a. 

It  follows  from  Laplace's  equation  that  the  potential  cannot 
be  a  maximum  or  a  minimum  at  a  point  not  occupied  by  electric 
charge.  For  if  the  potential  has  the  value  V  at  the  point 
P  (x,  y,  z),  its  value  at  a  neighbouring  point  {x  +  h,  y,  z)  is 

7  will  not  be  a  true  maximum,  even  if  dVjdx  =  dV/dy  =  dV/dz  =  0, 
unless  dW/da?  is  negative.  Similarly  dW/dy^  and  dWjdz^  must  be 
negative,  and  this  is  inconsistent  with  Laplace's  equation.  In 
the  same  way  V  cannot  be  a  true  minimum.  This  result  is  known 
as  Earnshaw's  theorem. 

Since  eV  is  the  potential  energy  of  a  charge  e  at  P,  it  follows 
that  a  small  charged  body  introduced  into  an  electrostatic  field 
cannot  rest  in  stable  equihbrium.  Many  electrostatic  fields  will 
permit  of  equilibrium  positions,  or  points  of  no  electric  force,  but 
it  is  always  possible  to  find  small  displacements  from  those 
positions  which  lead  to  instabihty.  This  fact  is  interesting  in 
showing  that  free  electrons  cannot  come  to  rest  permanently  in 
separated  positions,  even  though  their  repulsions  are  partly 
neutraUsed  by  positive  charges  scattered  about.  > 

33.  General  principles  of  electrostatics.  The  science  of 
electrostatics,  which  seeks  to  determine  theoretically  the  equi- 
librium of  electricity  on  conductors,  either  isolated  or  under  external 
influence,  has  been  developed  mathematically  to  a  considerable 
extent.  We  shall  explain  the  principles  on  which  the  development 
is  based.  To  take  a  definite  case,  consider  an  insulated  sphere 
under  the  influence  of  a  positive  charge  e  at  a  point  outside  it.  We 
know,  of  course,  that  there  will  be  positive  charge  induced  on  the 
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part  of  the  sphere  nearest  the  charge  e,  and  negative  charge  on  the 
remote  portions.  The  effect  of  the  induced  charges  is  to  produce 
an  electric  field  opposed  to  that  of  the  charge  e,  and  the  equilibrium 
distribution  is  that  which  exactly  neutralises  the  impressed  field 
at  all  internal  -points.  That  is,  knowing  only  that  the  charges 
reside  on  the  surface,  we  have  to  determine  the  surface-density 
at  every  point  so  that  the  total  potential  due  to  all  causes  is 
constant  inside  the  conductor.  A  problem  in  electrostatics  is 
thus  not  immediately  soluble,  since  the  potential  depends  on  the 
distribution  of  the  charge  and  the  latter  is  not  given  beforehand. 
The  process  of  solution  is  essentially  tentative,  although  general 
methods  have  been  devised  for  certain  classes  of  problems.  One 
of  these  methods  is  described  in  Art.  41. 

34.  Force  just  outside  a  conductor.  Stress  per  unit 
area  of  a  conductor.  The  electric  force  just  outside  a  con- 
ductor is  4ttc7,  where  ct  is  the  surface-density  in  the  neigh- 
bourhood, and  is  directed  along  the  normal  to  the  conductor.. 

Take  an  element  of  area  PQ  on  the  conductor,  its  linear 
dimensions  being  of  the  first  order  of  small  quantities.  Let  R,  S 
be  two  points  whose  distance 
from  the  element  is  of  the 
second  order  of  small  quantities, 
R  being  inside  the  conductor 
and  S  in  air.  The  calculation 
of  the  electric  force  at  R,  S  is 
conveniently  divided  into  two 
parts,  namely  that  of  the  charge 
on  PQ  and  that  of  the  charge  on 
the  rest   of  the   conductor  and  p,.     „„ 

any    other    electricity    present. 

Evidently  the  latter  is  nearly  the  same  for  the  points  R,  S, 
while  the  former  is  reversed.  As  regards  R  and  S  the  element 
PQ  acts  like  an  infinite  electrified  plane,  so  that  the  electric 
force  at  R  due  to  PQ  is  2Tra  directed  along  the  inward  normal. 
The  total  electric  force  at  R  must  vanish  since  R  is  inside 
the  conductor :  thus  the  electric  force  due  to  the  remaining 
charges  is  2Tra  along  the  outward  normal.  At  the  point  S  the 
forces  due  to  both  causes  are  2^0  along  the  outward  normal, 
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.  altogether  ina  in  that  direction.  This  result  is  known  as  Coulomb's 
law.  If  the  electric  force  at  a  point  just  outside  a  conductor 
placed  in  any  electric  field  is  known,  the  surface- density  in  the 
vicinity  can  also  be  found. 

If  A  is  the  small  area  of  the  element  PQ,  the  charge  on  the 
element  is  aA.  The  electric  force  at  points  on  PQ  due  to  the 
charges  in  the  field  other  than  that  on  PQ  itself  is  2Tra.  Hence 
the  charge  on  the  element  PQ  is  acted  on  by  a  force  2iTa^A  due 
to  the  remaining  charges  ;  i.e.  the  surface  of  a  charged  conductor 
in  any  field  experiences  a  stress  of  magnitude  Sttct^  per  unit  area, 
directed  at  every  point  along  the  outward  normal  to  the  surface. 
If  the  distribution  of  charge  is  known  we  can  calculate  from 
this  formula  the  forces  acting  on  the  conductors  in  the  field. 

35.  Lines  and  tubes  of  force.  The  theory  of  these  follows 
on  the  same  lines  as  the  corresponding  theory  for  magnetism 
(Art.  18).     Recapitulating  their  properties  in  free  space  we  have 

(1)  The  direction  of  a  line  of  force  is  that  of  the  resultant 
electric  force  at  every  point.  Thus  lines  of  force  run  from  high 
to  low  potential. 

(2)  The  cross-section  of  a  small  tube  of  force  at  any  point 
of  its  length  varies  inversely  as  the  resultant  electric  force. 

The  following  important  property  gives  a  relation  between 
the  tubes  of  force  and  the  charges  in  the  field : 

(3)  Lines  of  force  start  out  from  positive  charges  on  conductors 
and  end  on  negative  charges  on  conductors  of  lower  potential.  The 
amounts  of  electricity  at  the  ends  of  a  tube  of  force  are  equal 
and  opposite. 

The  first  part  of  this  theorem  is  evident  from  (1).  To  prove 
the  second,  let  a  small  tube  of  force  start  from  a  place  where  the 
surface-density  is  a  and  end  where  it  is  cr'.  Cut  off  the  tube  by 
surfaces  parallel  to  the  surface  of  the  conductor  and  just  outside  it 
(Fig.  37),  and  consider  the  truncated  tube  so  formed.  The  normal 
component  of  electric  force  on  dS  is  —  ina  since  the  normal  to 
the  truncated  tube  is  opposite  to  the  normal  to  the  conductor. 
;  Similarly  at  the  end  dS'.  Thus,  since  the  truncated  tube  encloses 
no  charge  Gauss'  theorem  gives 

inadS  +  4^a'dS' =  0,    or   adS  =  -o'dS'. 

p.  E.  5 
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Fig.  37 

Moreover,  the  constant  product  of  the  electric  force  and  cross- 
section  of  the  tube  at  any  point  is  equal  to  477  times  the  charge 
from  which  the  tube  started  out. 

The  result  (3)  follows  for  any  finite  tube  by  addition.  Another 
easy  proof  would  have  been  to  produce  the  tiibes  into  the  con- 
ductors at  both  ends  and  then  close  the  ends  and  apply  Gauss' 
theorem. 

Just  as  hues  of  magnetic  force  can  be  exhibited  to  the  eye 
by  means  of  iron  filings,  so  Knes  of  electric  force  due  to  two 
conductors  can  be  shown  by  the  tendency  of  small  elongated 
bodies  to  set  along  the  lines  of  force.  Several  methods  have  been 
devised  for  making  such  diagrams,  but  it  is  not  very  easy  to 
obtain  good  effects.  The  following  simple  method  will  be  found 
fairly  satisfactory. 

A  piece  of  stiff,  smooth  cardboard  is  stained  black  and  well 
dried,  and  tinfoil  is  then  pasted  on  one  side  to  represent  the  con- 
ductors in  the  field.  The  conductors  are  joined  to  the  terminals 
of  a  Wimshurst  machine  by  spring  clips,  and  the  machine  is 
rotated  uniformly  by  means  of  an  auxiliary  motor.  The  place 
of  the  iron  filings  in  magnetic  charts  is  taken  by  small  crystals 
of  a  substance  which  crystallises  in  prismatic  form,  for  example 
oxalic  acid.  These  are  sprinkled  uniformly  on  the  cardboard 
out  of  a  pepper  castor.  As  the  crystals  fall  they  set  along  the 
Unes  of  electric  force  provided  that  the  electric  field  is  strong 
enough,  and  the  diagrams  are  then  photographed.  Fig.  38, 
showing  the  lines  of  force  between  a  sphere  and  plane,  has  been 
obtained  in  this  way.  The  appearance  of  the  diagrams  is  improved 
by  cutting  out  pieces  of  tinfoil  of  the  right  shape  and  pasting  them 
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Fig.  38 

over  the  negative  so  as  to  make  the  parts  representing  the  conduc- 
tors absolutely  opaque.  It  is  not  necessary  to  tap  the  piece  of 
cardboard  during  the  experiment. 

36.  Capacity  of  a  conductor.  If  a  charge  e  is  required  to 
raise  an  isolated  conductor  to  a  potential  V,  a  charge  ne  will  raise 
it  to  a  potential  nV.  Thus  the  ratio  ejV  depends  only  on  the  shape 
and  size  of  the  conductor,  and  not  on  its  charge.  Writing  e/y  =  C, 
C  is  called  the  capacity  of  the  conductor. 

Since  the  charge  on  a  conductor  charged  to  potential  Fis  CV, 
conductors  of  large  capacity  can  receive  considerable  charges 
without  having  their  potentials  greatly  raised.  This  is  exactly 
analogous  to  a  water-reservoir  of  large  area,  which  can  hold  large 
quantities  of  water  without  having  recourse  to  great  depths. 

For  a  sphere  of  radius  a,  e/V  =  a,  so  that  the  capacity  of  a 
sphere  is  equal  to  its  radius.  Thus  if  a  concrete  notion  of  the 
unit  of   capacity  is  required  it  is  afforded  by  that  of   a  sphere 
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of  radius  one  centimetre.     This  is  called  the  electrostatic  unit  of 
capacity. 

As  an  example  we  may  iind  the  capacity  of  a  circular  cylinder 
whose  length  I  is  large  compared  with  its  radius  a .  The  distribution 
of  electricity  on  the  cyhnder  will  be  nearly  uniform  in  the  middle, 
and  only  appreciably  disturbed  at  distances  from  the  ends  com- 
parable with  the  radius.  Thus  if  0  is  the  middle  point  of  the 
axis  the  potential  at  0  will  be  approximately  that  of  a  uniform 
layer  of  surface- density  a  over  the 
curved  surface,  the  electricity  on  the 
ends  being  neglected.  The  charge 
on  the  strip  between  planes  distant 
z  and  z+dz  from  0  is  ^iraadz,  giving 
rise  to  potential  2-naadz  {a^  +  z'-)~ ^ 
at  0.     Hence  the  total  potential  at  it 

0,  i.e.  the  potential  of  the  cylinder,  1 

is  given  by  \ 


V 


J  -hi 


i^      l-naadz        ,  ■   ,    ,    ^ 
J  =  47rcr«  sinh~^  ^- 

(f  -F  a^f  ^^ 
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=  inaa  log, 

=  i-rraa  log^  -  approximately. 


Also  the  charge  on  the  cylinder  is  ap- 
proximately equal  to  2TTala.     Hence 


C  =  ^. 


V      2  log,  (Ija) 
0-2171 


dz 


.(9). 
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logio  (l/a)  ■  ■  ■ 

For  example,  an  isolated  wire  1  metre  long  and  2  mm.  in 
diameter  has  a  capacity  of  7-2  electrostatic  units.  When  the 
wire  is  joined  to  other  pieces  of  apparatus,  however,  the  distribu- 
tion of  charge  is  altered  and  the  total  charge  on  the  wire  is  not 
given  by  the  above  formula. 

37.  Electrical  screening.  If  an  electroscope  is  surrounded 
by  a  wire-gauze  cage  connected  to  earth,  the  two  being  insulated 
from  each  other,  no  movement  of  the  leaves  can  be  produced  by 
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the  presence  of  the  most  powerful  electric  charges  outside  the 
cage.  If  the  cage  is  removed  the  leaves,  of  course,  diverge  uuder 
the  influence.  The  screening  effect  depends  on  the  fact  that  the 
cage  is  very  nearly  a  closed  conductor  surrounding  the  electro- 
scope. It  can  be  shown  that  the  screening  from  outside  action 
is  complete  in  the  case  of  a  conductor  entirely  surrounding  another. 
Of  three  conductors  C-^,  C,  Cj,  insulated  from  one  another, 
let  C  completely  enclose  Cj  and  be  kept  at  a  fixed  potential  V. 
The  figure  shows  the  conductors,  with  a  sketch  of  the  lines  of 
force  passing  between  them  :  S-^  is  the  inner  surface  of  C  and  S2 
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the  outer.  First  imagine  that  S^  is  removed  to  infinity,  Cj  being 
absent,  so  that  C  becomes  an  infinite  conductor  with  a  cavity  S^ . 
There  will  be  a  certain  distribution  of  electricity  on  C^  and  S^ 
corresponding  to  a  given  charge  on  G^  when  C  is  at  zero 
potential.  Secondly,  suppose  that  the  whole  of  the  interior  of 
C  is  filled  up  with  metal.  Then  there  will  be  a  second  distribution 
of  electricity  on  C^  and  S^  corresponding  to  a  given  charge  on 
Cj  when  C  is  maintained  at  potential  V.  If  now  the  two  distri- 
butions are  superposed  we  get  a  distribution  of  charges  on  Cj, 
Si,  C2,  S2  which  satisfies  all  the  conditions  of  the  actual  problem. 
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and  is  therefore  the  distribution  when  all  the  conductors  are 
present.  For  the  first  distribution  gives  zero  potential  everywhere 
outside  /Si,  while  the  second  gives  potential  F  everywhere  inside 
S^.  Hence  in  the  combined  distribution  we  have  potential  7 
in  the  space  between  S^  and  S^,  and  also  constant  potential  over 
Cj  and  Cg. 

The  two  distributions  are  evidently  entirely  independent  of 
one  another,  so  that  the  charge  on  Cj  does  not  move  about  when 
the  position  of  Cj  is  altered,  nor  is  the  potential  at  any  point  inside 
C  changed  in  any  way.  Similarly  C^  has  no  effect  on  the  electro- 
static phenomena  outside  the  conductor  C. 

This  theory  explains  a  celebrated  experiment  of  Faraday, 
which  consists  in  fixing  a  long  metal  cylinder  to  the  knob  of  an 
electroscope  and  lowering  small  charged  bodies  into  it  by  means 
of  a  silk  fibre.  On  lowering  a  charged  insulated  body  the  leaves 
diverge,  as  the  body  induces  an  equal  and  opposite  charge  on 
the  walls  of  the  cyhnder  and  repels  a  charge  of  its  own  sign  on  to 
the  electroscope.  It  is  found  that  the  divergence  of  the  leaves 
is  independent  of  the  position  of  the  body  inside,  provided  the 
body  is  fairly  inside  the  cylinder,  and  that  it  does  not  alter  even 
if  the  body  touches  the  wall  of  the  cyhnder. 

A  second  experiment  of  the  same  kind  is  to  verify  the  fact 
that  equal  and  opposite  charges  are  produced  by  friction,  required 
by  electron  theory.  Let  a  silk  handkerchief  be  tucked  into  the 
cylinder,  and  a  glass  rod  then  thrust  inside  and  turned  round 
vigorously.  No  divergence  of  the  leaves  of  the  electroscope  is 
observed,  so  that  the  total  charge  generated  is  zero.  The  sensi- 
tiveness of  the  experiment  may  be  tested  by  withdrawing  the 
glass  rod :  the  negative  charge  on  the  silk  then  causes  a  large 
divergence  to  take  place. 

The  principle  of  screening  is  constantly  used  in  the  construction 
of  electrical  instruments,  depending  on  the  fact  that,  since  a  closed 
conductor  screens  perfectly,  a  nearly  closed  one  is  nearly  perfect. 
Wires  leading  to  electrometers  are  screened  from  outside  influence 
by  passing  them  down  the  centre  of  earthed  brass  tubes  fitted 
with  ebonite  plugs,  the  instrument  itself  being  screened  by  means 
of  a  brass  case  connected  to  earth.  The  electroscope  in  Fig.  28  is 
screened  to  some  extent  by  its  case. 
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38.  Condensers.  While  it  is  easy  to  measure  a  dii^erence 
of  potential  accurately,  the  direct  measurement  of  electric  charge 
presents  great  difficulties.  It  is  thus  advantageous  to  reduce  the 
measurement  of  charge  in  some  way  to  that  of  potential ;  and 
this  might  be  done  with  the  aid  of  conductors  of  known  form 
and  capacity,  the  charge  on  which  would  be  known  in  terms  of 
their  potentials.  There  are  however  two  difficulties  in  the  way, 
namely  that  to  obtain  a  large  enough  capacity  large  conductors 
would  have  to  be  used,  and  that  isolated  conductors  are  consider- 
ably affected  by  chance  external  influence.  These  difficulties  are 
obviated  by  the  proper  use  of  condensers. 

A  condenser  consists  essentially  of  two  conductors,  all  or 
nearly  all  the  lines  of  force  from  one  of  which  (called  the  inner 
plate)  end  on  the  other.  Evidently  one  way  of  securing  this  is 
to  have  the  latter  conductor  enclosing  the  former  almost  entirely, 
an  arrangement  which  also  protects  the  inside  plate  from  outside 
influence.  The  capacity  of  the  condenser  is  the  ratio  of  the  charge 
on  the  inner  plate  to  the  difference  of  potential  between  the  two 
plates. 

In  addition  to  its  great  utility  as  a  measuring  instrument, 
the  condenser  is  also  used  to  store  electricity  temporarily,  as  a 
condenser  of  large  capacity  can  store  a  great  deal  of  electricity 
by  the  use  of  a  low  source  of  potential  only. 
If  the  potential-differences  are  very  large  (of 
the  order  of  100  electrostatic  units  or  30,000 
volts)  the  insulation  of  the  air  will  give  way : 
in  this  case  it  may  be  necessary  to  employ 
compressed  air  between  the  plates.  At  these 
potentials,  however,  insulation  generally  gives 
rise  to  some  difficulty. 

We  can  obtain  a  condenser  whose  capacity 
is  the  sum  of  two  given  condensers  by  joining 
them  in  parallel.  This  is  done  by  joining  the 
outside  plates  together  with  a  wire,  and  also 
the  inside  plates,  as  shown  symboKcally  in 
the  figure.  Let  C,  C  be  the  capacities  of  the 
two  condensers,  V  the  difference  of  potential 
between  the  "terminals"  A,  B  when  the  condensers  are  in  parallel. 
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Then  the  charge  on  the  inner  plate  of  the  first  condenser  is  CV, 
and  on  the  second  C'V.  In  the  compound  condenser  the  total 
charge  is  (C  +  C')V,  so  that  the  capacity  is  C+C. 

A  large  capacity  is  conveniently  built  up  by  taking  a  number 
of  smaller  condensers  and  joining  them  in  parallel,  when  we  get 
a  capacity  which  is  the  sum  of  those  of  the  separate  condensers. 
It  is  also  possible  to  make  a  condenser  whose  capacity  is  less 
than  that  of  any  of  the  condensers  by  joining  the  inner  plate 
of  each  condenser  to  the  outer  plate  of  the  next,  but  this  method 
of  joining  condensers  is  seldom  used. 

39.  Parallel  plate  and  cylindrical  condensers.  Gruard- 
rings.  Two  parallel  plates  brought  close  together  form  a  condenser, 
and  then  it  is  immaterial  which  plate  we  regard  as  the  inner  one. 
Suppose  that  we  have  two  plates  C^,  Cj,  each  of  area  A,  so  great 
in  comparison  with  the  distance  d  apart  that  the  plates  may  be 
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considered  as  infinite.  The  lines  of  force  then  run  practically 
straight  across  between  the  plates,  and  the  surface-density  is 
uniform  except  near  the  edges.  Further,  if  the  plates  are  joined 
at  the  back  to  other  apparatus,  nearly  all  the  electricity  lies  on  the 
opposing  surfaces  of  the  plates  and  there  is  very  Httle  at  the 
back.  If  iff  are  the  surface-densities,  the  charge  on  the  positive 
plate  is  aA.  Each  plate  gives  rise  to  an  electric  force  of  magnitude 
2iro-,  and  it  is  easy  to  see  that  the  separate  forces  assist  one  another 
between  the  plates  and  are  in  opposite  directions  everywhere 
else.  Hence  there  is  an  electric  field  of  strength  ^a  between  the 
plates,  and  no  force  at  the  back.  The  difference  of  potential 
between  the  plates  is  ^ad,  so  that  the  capacity  is  aA/i7Tad=  A/4^d. 
Thus  if  d  is  made  small  the  capacity  can  be  made  large  without 
the  use  of  large  plates.     Parallel  plate  condensers  are  sometimes 
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constructed  with  three  plates,  the  two  outer  ones  being  joined 
together  to  a  single  terminal.     The  capacity  is  then  Ajiird,  and 
the  arrangement  is  a  better  one  for  screening  the  inner  plate. 
Fig.  43  shows  a  diagram  of  the  lines  of  force  between  the  plates 


Fig.  43 

of  a  condenser,  prepared  by  the  method  previously  described.  It 
will  be  noticed  that  the  lines  of  force  pass  straight  across  between 
the  plates  even  when  the  latter  are  quite  small,  but  that  they 
spread  out  near  the  edges.  The  irregular  arrangement  of  the 
crystals  at  the  back  of  the  plates  shows  that  there  is  very  little 
electric  force  there. 

The  spreading  out  of  the  lines  of  force  near  the  edges  makes 
the  capacity  of  an  actual  parallel  plate  condenser  somewhat 
greater   than    that    calculated    from    the    formula    A/ind.     The 
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guard-ring  is  a  de\dce  due  to  Lord  Kelvin  for  avoiding  this 
uncertainty.  The  top  plate  is  composite,  consisting  of  a  circular 
disc  Ci  surrounded  by  a  concentric  ring  C^  separated  from  it  by 
a  narrow  gap.  When  C^  and  Cg  are  at  the  same  potential  the 
lines  of  force  from  Cj  pass  very  nearly  straight  across  to  Cj,  and 
the  charge  on  the  inner  plate  C^  is  AV/4^d,  where  A  is  the  area 
of  Ci  and  F  the  difference  of  potential  between  C^  and  C^.  In 
using  such  a  condenser  the  plates  C^,  Cg  must  be  at  the  same 
potential  at  the  time  of  making  the  experiment,  otherwise  there 
will  still  be  an  error  due  to  the  edges. 

Another  arrangement  is  the  cylindrical  condenser,  consisting 
of  two  coaxial  cylinders  Cj,  C^,  whose  length  is  large  compared 
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with  the  radii.  The  "plates"  C^,  C^  are  usually  made  of  brass 
tubing.  Let  a  be  the  outside  radius  of  Cj,  h  the  inside  radius 
of  C2,  I  the  length,  and  let  E  be  the  electric  force  at  distance  r 
from  the  centre,  where  a<  r  <h.  Imagine  a  cylinder  drawn 
with  radius  r  and  closed  by  two  planes  perpendicular  to  the  axis 
and  distant  one  centimetre  apart.  In  applying  Gauss'  theorem 
to  this  cylinder  we  get  no  contribution  to  5E„dS  from  the  ends, 
since  the  electric  force  is  everywhere  radial.  On  the  curved  surface 
E„  is  identical  with  E,  so  that  if  q  is  the  charge  per  unit  length  of 
the  inner  tube,  we  have  2TrrE!  =  inq,  ov  E  =  2q/r.  The  difference 
of  potential  between  the  plates  is  therefore  V  =  2q  log  (bja),  and 
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the  charge  on  the  inner  plate  approximately  e  =  Iq.  Hence  the 
capacity  of  the  condenser  is 

'^--21og,(&/a)      log„(6/a) ^'^^- 

The  reader  will  notice  that  the  total  charge  on  the  outer  cjdinder 
is  not  necessarily  equal  to  that  on  the  inner,  as  there  may  be 
charges  present  on  the  outermost  surface  of  all. 

Fig.  46  shows  a  convenient  form  of  cyhndrical  condenser  for 
laboratory  work.  Here  C^  is  the  inner  plate,  Cj  the  outer  plate, 
and  C3  C3  are  short  cyhnders  separated  from  Cj  by  narrow  air-gaps. 
When  Ci  and  Cg  are  at  the  same  potential  the  lines  of  force  pass 
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Fig.  46 

nearly  straight  across  from  Cj  to  C^,  and  we  can  make  use  of 
equation  (10)  to  calculate  the  charge  on  Cj.  In  use  the  end  rings 
Og  C3  are  usually  earthed,  and  the  condenser  is  valuable  in  experi- 
ments in  which  the  inner  plate  is  at  zero  potential  at  the  time  of 
measurement  (cf.  Art.  69). 

40.  Theory  of  a  system  of  conductors.  The  condenser  is 
a  particular  arrangement  of  two,  or  with  a  guard-ring  three,  con- 
ductors. We  have  now  to  consider  the  principles  involved  when 
there  are  n  conductors  at  potentials  Vi,  Fj,  .  .  .  V„,  the  total 
charges  being  e,,  Cj,  ...  e„.  Since  the  potential  at  any  point 
of  a  field  only  involves  the  charges  to  the  first  degree,  there  must 
be  a  set  of  linear  equations  connecting  e^,  e^,  ■  ■  ■  with  Fj,  V^,  .... 
Hence 

ei  =  ?iiFi  H-  qiiVi  +  . .  .  -I-  qirJn, 

62  =  fe^l  +  fe^a  +  •  •  •  +  q^nVn, 


en=  g'«]Fi+  JnzFa 


y«n  ^  n 
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Here  g'^  is  the  total  charge  on  the  first  conductor  when  its  potential 
is  unity  and  that  of  all  the  other  conductors  zero ;  and  then  q^^ 
is  the  charge  on  the  rth  conductor,  and  so  on.  The  coefficients 
qrr  are  called  coefficients  of  capacity,  and  q^s,  with  r  and  s  unequal, 
coefficients  of  influence.  The  coefficients  have  several  properties, 
the  most  important  being  the  reciprocal  relation  q^s  =  qsr- 
A  little  reflexion  will  show  that  Gauss'  reciprocal  theorem 
HeV  =  Ee'F  (Art.  24)  can  be  extended  to  the  case  in  which  e  is 
the  total  charge  on  a  conductor  and  F  the  corresponding  potential. 
Taking  as  the  two  distributions  those  in  which 

(1)  all  the  F's  vanish  except  F^, 

(2)  all  the  F"s  vanish  except  F/ ; 
we  have  CsF/  =  e/F^.     But  by  definition  we  have 

^s  =  qsrVr  and  e/  =  qrsV/. 

Hence  qrs  =  qsr- 

The  coefficients  q  depend  on  the  form  and  position  of  the 
conductors,  and  are  only  known  in  a  few  simple  cases,  since  the 
electrostatic  problem  of  the  distribution  of  electricity  over  the 
surfaces  has  to  be  solved  before  they  can  be  calculated.  In 
particular,  the  coefficient  q„  is  not  the  same  as  the  capacity  of 
the  rth  conductor  when  it  alone  is  present  in  the  field.  We  may 
illustrate  this  theory  by  considering  the  cyhndrical  guard-ring 
condenser  depicted  in  Fig.  46.     The  general  equations  are 

%  =  gul^i  +  iii^^i  +  ffis^s, 

ea  =  ?2lFi  +  ?22^2  +  ?23^3. 
e3  =  ?3lf^l  +  ?32l^2  +  ?33^8- 

Take    Fj  =  F3  =  0,    7^=1.     Then   e^^q^^,    62=^22,    es^q^^. 
Since  Cg  acts  as  a  guard-ring  to  C^  we  have,  from  the  last  article, 


Hence 


?12  = 


21og,(6/a)- 
I 


21og,(6/«)- 

The  other  coefficients  q^^,  q^^,  qaa,  g'23,  qsi  are  difficult  to  calculate. 
If  C3  is  at  zero  potential,  but  C,  at  potential  F^,  we  should 
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have   e^  =  g'^Fi  4- g'i2F2.     Thus    the    charge    on    Cj    would   be 

incorrectly  calculated  from  the  formula  e,  =  ^t tti-^  (V-,  -  7,) 

2  log,  (&/a) 

unless  Gi  and  C^  were  at  the  same  potential,  and  the  error  could 

not  be  estimated  precisely,  since  j^  is  unknown.     This  illustrates 

the  improper  use  of  guard-rings. 

41.     Two-dimensional  problems  in  electrostatics.     The 

distribution  of  electricity  on  infinitely  long  parallel  cylindrical 
conductors  can  be  found  in  many  cases  by  the  method  of 
conjugate  functions.  Taking  the  axis  of  z  parallel  to  the  generators 
of  the  cyhnders,  the  problem  reduces  to  finding  a  solution  of  the 
equation  dW/dx^  +  dWjdy^  =  0  which  shall  make  F  constant  over 
two  given  curves,  namely  the  cross-sections  of  the  cylinders, 
e.g.  by  the  plane  z  =  0.  Real  quantities  U  and  F  such  that 
U  +  iV  is  a  function  of  a;  -f  iy  only  are  said  to  be  conjugate 
functions  of  x  and  y.     It  is  well  known  that  in  this  case 

dx       dy '     dx  dy ' 

dx^       dy^         '     dx^       dy^ 

Hence  the  curves  Z7=  const.,  F  =  const,  cut  at  right  angles  every- 
where, and  F  may  be  taken  as  the  potential  in  some  electrostatic 
problem.  The  curves  F  =  const,  are  the  equipotential  curves,  or 
sections  of  the  equipotential  surfaces,  and  V  =  const,  the  hnes  of 
force. 

By  making  different  assumptions  as  to  the  form  of  the  function 
we  obtain  the  solution  of  various  problems.  Suppose  for  example 
that  U  +  iV  is  connected  with  x  +  iy  by  the  inverse  relation 

X  +  iy  =  c  cot  ^(U  +  iV). 
Writing  t  =  tan  |Z7,  t  =  tanh  -|-F,  we  have 

1  -  itr 

^  +  ^y  =  'jTi^- 

On  multiplying  up  and  equating  real  and  imaginary  parts,  this 

gives 

X  ,  y 
Xt  —  i/T  =  c,     -  -h  -  =  —  c. 
•^  t        T 


78 


ELECTROSTATICS 


[CH. 


Thus 

or 

on  reduction. 

coaxial  circles 


The  equipotential  curves  are  found  by  eliminating  t  from  these 
equations. 

x^+  y^^  cy  (t  +  -)  +  c^  =0, 

x^  +  {y  +  c  coth  Vf  =  (?  cosech^  V, 
Hence  the  equipotential  curves  are  a  family  of 
The  circle  corresponding  to  the  potential  F  has 
centre  (0,  —  c  coth  F)  and  radius  c  cosech  F.     The  lines  of  force 
are  easily  found  to  be  given  by  the  equation 

{x-c  cot  Uf  +  y'^  =  c^  cosec^  TJ .'.  .(11), 

which  represents  the  orthogonal  family  of  coaxial  circles. 

Let  it  be  required  to  determine  the  distribution  of  electricity 
on  two  parallel  conducting  circular  cylinders  of  radius  a  whose 
axes  are  at  distance  2A  apart  and  which  carry  equal  and  opposite 
charges.  Taking  as  origin  a  point  half-way  between  their  axes, 
we  can  identify  the  cross-sections  with  the  equi potentials  V  =  :iiVQ 
of  the  preceding  transformation  by  writing 

h  =  c  coth  Fq,     a  =  c  cosech  Fq  . 

Hence  c  =  (h^-  a^)*,     cosh  V^^hja (12). 

Since  c  is  now  known,  the  line  of  force  for  any  value  of  XJ  can 
be  constructed  from  equation  (11).     Fig.  47  shows  the  hues  of 


Fig.  47 

force  for  equidistant  values  of  U.    It  will  be  noticed  that  the 
system  is  really  equivalent  to  a  condenser  when  the  charges  are 
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equal  and  opposite,  as  all  the  lines  of  force  from  one  cylinder  end 
on  the  other.  In  order  to  find  its  capacity  we  have  only  to  find 
the  charge  per  unit  length  of  either  conductor.  This  is  determined 
by  the  following  general  theorem. 

Let  V  (Fig.  48)  be  the  normal  to 
an  equipotential,  s  the  direction  of  the 
tangent,  E  the  resultant  electric  force 
at  P.     The  direction-cosines  of  s  are 

Edy'  E  dxj'  ^° 
that 


easily  seen  to  be 


V  3s /f  const.  E  dy  dx      E  ex  dy 

E  \\dyl  ^  \dx) 


Fig.  48 


E^ 

E 


=.--E. 


But  now  if  the  equipotential  considered  is  the  surface  of  a  conductor 
E  =  477CT.     Hence,  disregarding  signs,  we  have 

_±dU 

iTT  ds  ' 

The  charge  per  unit  length  of  the  conductor  between  the  generators 
through  the  points  P,  Q  is  therefore  given  by 


e  = 


Uq-Up 

477 


.(13). 


Hence  if  U  is  found  in  terms  of  the  position  of  a  point  on  the 
cross-section,  the  charge  between  any  two  points  is  known.  Since 
the  lines  of  force  in  Fig.  47  are  drawn  for  equidistant  values  of 
U  they  divide  the  conductors  into  regions  carrying  equal  charges, 
thus  showing  graphically  the  greater  concentration  of  charge  on 
the  parts  of  the  cylinders  which  are  nearest  together.  In  going 
once  round  one  of  the  cross-sections  U  increases  by  2tt,  so  that 
the  total  charge  per  unit  length  of  either  cylinder  in  the  present 
case  is  J  from  equation  (13).  Since  the  difference  of  potential 
between  the  cylinders  is  2Fo,  the  capacity  per  unit  length  is 

1  1 

4Fo~4cosh-i(A/a)' 

This  formula  will  be  practically  applicable  to  two  finite  cylinders 
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whose  length  is  great  in  comparison  with  the  distance  apart  of 
their  axes.  Writing  I  for  the  former  and  d  =  2h  for  the  latter, 
the  capacity  is 

p  I 0-l»S"  ,14) 

For  example,  if  we  take  a  length  of  wire  of  2  mm.  diameter, 
covered  with  cotton  insulation  |  mm.  thick,  cut  it  in  two  and  lay 
the  halves  alongside  one  another  so  as  to  touch  everywhere,  we 
have  a  condenser  whose  capacity  is  13  electrostatic  units  per 
metre  of  wire  used.  The  capacity  of  long  coils  of  wire  wound 
back  on  themselves  is  often  considerable*.  In  case  the  wires  are 
at  a  great  distance  apart  compared  with  their  diameters,  equation 
(14)  becomes 

00092  ,._. 

^-l^^^Jdp)  (1^)- 

42.  Sensitive  electroscopes.  Electroscopes  are  very  sensi- 
tive to  charge  on  account  of  the  small  capacity  of  the  gold  leaf,  by 
virtue  of  which  a  small  charge  produces  considerable  difference 
of  potential  between  the  leaves  and  the  case.  They  are  not, 
however,  usually  sensitive  to  potential  itself.  This  sensitiveness 
can  be  obtained  by  improved  design  and  by  reading  the  deflexion 
of  the  leaves  with  a  microscope.  C.  T.  E.  Wilson  has  designed 
a  very  delicate  electroscope,  an  improved  form  of  which  is  shown 
in  Fig.  49.  The  "knob"  is  represented  by  a  mercury  cup  C  to 
which  the  external  apparatus  can  be  connected,  leading  down  a 
quartz  tube  to  the  gold  leaf  L.  An  insulated  plate  P  is  arranged 
opposite  L,  so  that  its  distance  from  L  can  be  adjusted  by  means 
of  a  screw.  The  whole  is  surrounded  by  a  metal  case  B  connected 
to  earth,  a  small  window  being  left  for  microscopical  observation 
of  the  gold  leaf.  The  case  is  mounted  on  a  stand  so  that  it  can 
be  tilted  at  various  angles  to  the  horizon.  In  use  the  plate  P  is 
maintained  at  a  constant  potential  of  about  200  volts  (i.e.  about 
I  electrostatic  unit).  When  the  gold  leaf  is  connected  to  earth 
it  is  attracted  more  or  less  to  the  plate,  and  on  having  its  potential 

*  The  capacity  of  a  500  ohm  coil  in  a  resistance  box  may  amount  to  100 
electrostatic  units,  i.e.  if  cut  in  two  the  coil  would  form  a  condenser  of  this 
capacity. 
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raised  by  a  small  amount  the  leaf  moves  to  the  right  or  left 
according  as  its  potential  is  of  the  same  or  opposite  sign  to  that 


Fig.  49 

of  the  plate  P  The  object  of  tilting  is  to  diminish  the  effect  of 
gravity  on  the  gold  leaf.  If  the  angle  made  by  the  plate  with 
the  horizon  is  small,  or  if  the  potential  of  the  plate  is  large,  the 
mutual  attraction  of  plate  and  leaf  may  be  such  as  to  make  the 
equilibrium  of  the  leaf  unstable,  but  by  seeking  a  position  in 
which  the  leaf  is  just  stable  great  sensitiveness  can  be  obtained. 

In  another  sensitive  form  of  electroscope  two  small  plates  are 
set  up  parallel  to  one  another  and  a  fine  quartz  fibre  is  stretched 
between  them  on  insulating  supports.  The  fibre  is  silvered  to 
make  it  conduct,  and  maintained  at  a  high  potential  by  means 
of  a  battery  of  small  cells.  If  the  two  plates  are  at  different 
potentials  the  fibre  is  pulled  aside  and  the  deflexion  is  read  ofi 
with  a  microscope  focused  on  the  fibre.  This  instrument  is 
very  quick  in  action  and  suited  to  the  observation  of  transient 
phenomena,  since  the  fine  fibre  quickly  takes  up  its  position  of 
equilibrium. 

43.  Electrometers.  An  electrometer  is  an  instrument  for 
the  accurate  measurement  of  differences  of  potential.     Certain 
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electroscopes  really  fulfil  this  condition,  but  it  is  usual  to  reserve 
the  name  electrometer  for  instruments  of  rather  different  types, 
of  which  the  following  may  be  taken  as  examples. 

Kelvin's  absolute  electrometer  depends  on  measuring  the  pull 
between  the  plates  of  a  parallel  plate  condenser.  If  A  is  the  area 
of  a  plate  fitted  with  a  guard-ring,  the  thrust  exerted  on  it  is 
2770^^,  where  a  is  the  surface-density.  If  d  is  the  distance  between 
the  plates  and  Fi,  Fa  their  potentials,  then  V-y—  ¥2  =  inad. 
Thus  the  thrust  on  the  plate  is 

A  (V,  -  V,f 


Sird^ 

It  is  clearly  immaterial  which  plate  is  taken  as  positive. 

Fabry  and  Perot  have  designed  a  very  sensitive  absolute 
electrometer,  in  which  the  plates  are  separated  by  three  springs, 
variations  of  the  distance  being  observed  by  an  optical  interference 
method.  Their  electrometer  was  capable  of  measuring  accurately 
the  difference  of  potential  between  the  terminals  of  an  ordinary 
electric  battery,  that  is,  differences  of  potential  of  the  order  of 
l/200th  of  an  electrostatic  unit.  The  ordinary  form  is  only 
suited  for  high  potentials  of  the  order  of  10  electrostatic  units. 

Absolute  electrometers  are  not  suited  for  ordinary  laboratory 
work,  for  which  the  best  type  is  the  quadrant  electrometer,  also 
due  to  Lord  Kelvin.  We  shall  describe  a  modification  due  to 
Dolezalek,  now  in  general  use  (Fig.  50).  The  moveable  part  of  the 
instrument  is  a  so-called  "needle"  made  of  paper  covered  with  tin- 
foil and  cut  out  in  order  to  decrease  the  weight.  This  is  suspended 
from  the  central  rod  of  the  instrument  by  a  fibre  of  quartz,  which 
is  very  strong  and  true  in  its  elastic  properties.  If  the  fibre  is 
not  silvered  it  can  be  made  conducting  by  dipping  it  every  now 
and  then  in  a  conducting  liquid,  for  example  a  solution  of  calcium 
chloride.  The  needle  can  be  charged  up  to  a  suitable  potential 
by  means  of  a  battery  of  small  Leclanche  cells.  The  quadrants 
are  four  insulated  pieces  of  brass  so  shaped  that  they  fit  close 
together  and  form  a  box  nearly  enclosing  the  needle.  A  light 
mirror  is  fixed  just  above  the  needle  so  as  to  show  the  angle 
turned  through  by  reflexion  of  the  light  from  a  lamp  on  to  a 
graduated  scale.     Fig.   51   shows  a  suitable  arrangement.     The 
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Fig.  51 
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electrometer  is  enclosed  in  a  brass  case  connected  to  earth  to  guard 
against  outside  influence,  and  pierced  only  with  small  holes  for 
the  terminals  and  a  small  window  for  use  with  the  lamp  and 
scale. 

Fig.  52  gives  a  top  view  of  the  needle,  the  upper  half  of  the 
quadrants  being  removed  in  order  to  show  it.     The  quadrants 


Fig.  52 

QiQit  Q2Q3  ^re  joined  together,  and  each  pair  connected  to  a 
terminal  of  the  instrument. 

Suppose  now  that  the  pair  of  quadrants  QiQ^  is  at  potential 
Vi,  the  pair  Q2Q3  at  potential  V2,  and  the  needle  charged  to 
potential  V.  We  shall  show  that  the  deflexion  of  the  needle  is 
approximately  proportional  to  (7i—  V^)  (2F—  7i—  Fj).  At  any 
point  where  the  surface-density  is  u  the  needle  is  acted  on  by 
a  force  27rt7^  per  unit  area  normal  to  the  surface.  Thus  the 
only  forces  tending  to  produce  a  couple  about  the  suspension  are 
due  to  the  charges  on  the  straight  outside  edges  of  the  needle, 
and  if  a  and  a'  are  the  surface-densities  at  these  edges  the  couple 
tending  to  turn  the  needle  round  is  proportional  to  a'^  —  a^. 
The  angle  of  deflexion  shown  in  Fig.  52  is  considerably  greater 
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than  that  occurring  in  practice  (about  7°),  so  that  the  edges 
always  remain  well  within  the  quadrants  in  which  they  are  to 
hegin  with.  The  edge  a'  under  the  quadrant  Q^  is  thus  practically 
afiected  by  this  quadrant  alone,  and  the  surface-density  at  the 
edge  is  proportional  to  the  difference  of  potential  between  the 
needle  and  quadrant.  Thus  a'  xV  -  V^  and  o-  oc  F  -  Fj,  so 
that  the  couple  on  the  needle  due  ta  all  the  charges  is  proportional 
to  (F  -  V,Y  -  (F  -  Fl)^  i.e.  to  {V,  -  V,)  (2F  -  F^  -  V,).  If 
6  is  the  deflexion,  the  torsional  couple  due  to  the  fibre  is  propor- 
tional to  9.     Hence  in  the  position  of  equilibrium  we  have 

(Fi  -  F,)  (2F  -  Fi  -  F,)  =  A^ (16), 

where  A  is  some  constant. 

In  the  ordinary  (or  heterostaiic)  method  of  using  the  electrometer 
one  pair  of  quadrants  is  earthed,  and  the  potential  of  the  needle 
is  much  higher  than  that  of  the  other  quadrants.  Thus  the 
deflexion  is  nearly  proportional  to  the  potential  of  the  other  pair 
of  quadrants.  Greater  accuracy  could  be  obtained  if  desired  by 
reversing  the  potential  of  the  needle  and  taking  the  mean  of  the 
two  observations.  Dolezalek  has  recently  introduced  an  electro- 
meter in  which  the  needle  is  cut  in  two  and  the  halves  raised  to 
equal  and  opposite  potentials,  the  four  quadrants  being  reduced 
to  two  "binants."  The  slight  error  due  to  the  needle  is  thus 
eliminated  and  accurate  readings  can  be  taken  with  deflexions 
on  one  side  only. 

The  quadrant  electrometer  is  much  more  sensitive  as  a  mere 
detector  of  electricity  than  the  common  electroscope.  Ordinary 
patterns  will  detect  a  difference  of  potential  of  about  1/lOOth  of 
a  volt  (l/30,000th  of  an  electrostatic  unit  of  potential),  so  that  in 
spite  of  its  considerable  capacity  (about  50  electrostatic  units)  very 
small  charges  can  be  measured.  The  sensitiveness  depends  of 
course  on  the  use  of  a  very  fine  fibre  for  the  suspension.  Of  late 
years  fine  metal  suspensions  have  come  into  use  instead  of  quartz 
fibres,  and  are  convenient  when  the  greatest  sensitiveness  is  not 
required,  as  they  require  no  dipping  to  make  them  conduct. 

44.     Contact    potential.     Piezo-    and    pyro-electricity. 

Fig.  53  represents  diagrammatically  a  parallel-plate  condenser 
with  one  plate  connected  to  an  electrometer  and  the  other  to  earth. 
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The  other  pair  of  quadrants  is  earthed  as  usual,  while  A  is  earthed 
to  begin  with  and  then  insulated.     If  the  plate  B  is  moved  about 


Earth 


Earth 

Fig.  53 

in  front  of  A  the  electrometer  is  unaffected  as  long  as  the  plates 
are  of  the  same  metal.  With  different  metals,  however,  if  we 
start  with  the  plates  close  together  and  then  draw  them  quickly 
apart,  the  spot  of  light  moves  away,  returning  to  its  original 
position  when  the  plates  are  moved  back  again.  These  influence 
effects  are  exactly  what  would  happen  if  we  moved  one  plate  of  a 
charged  condenser  about  in  front  of  the  other,  and  we  are  thus 
led  to  suppose  that  two  plates  of  different  metals  take  up  different 
potentials  even  when  joined  to  a  common  conductor.  It  is  easy 
to  show  that  there  is  a  definite  difference  of  potential  for  every 
pair  of  metals,  since  it  is  found  possible  to  prevent  the  motion  of 
the  spot  of  light  altogether  by  raising  or  lowering  £  to  a  definite 
potential  above  or  below  A.  The  natural  difference  of  potential 
of  two  metals  is  called  their  contact  potential-difference. 

We  cannot  determine  contact  potentials  by  connecting  the 
two  metals  directly  to  a  quadrant  electrometer,  because  there 
would  be  no  deflexion  at  all  if  this  were  done.  This  is  due  to  the 
fact  that  contact  potentials  are  additive,  i.e.  the  contact  potential 
of  two  metals  A,  C  is  the  sum  of  the  contact  potentials  of  A,  B 
and  of  B,  C,  where  B  is  any  other  metal.  Since  the  quadrants  of 
an  electrometer  are  both  of  brass  no  difference  of  potential  arises 
between  them  on  account  of  contact  effects  in  connecting  wires. 
Contact  potentials  can  however  be  determined  if  the  quadrants 
themselves  are  of  different  metals,  as  was  originally  done  by 
Lord  Kelvin. 

The  property  of  ins\iIators  which  corresponds  most  nearly 
to  the  contact  potential  of  metals  is  their  behaviour  during 
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friction.  The  electroscope,  and  for  delicate  tests  tlie  quadrant 
electrometer,  enable  us  to  examine  very  easily  the  charges 
produced  by  friction.  It  is  found,  for  example,  that  while  a  silk 
handkerchief  will  acquire  a  negative  charge  by  friction  against 
glass,  it  is  positively  charged  when  rubbed  against  metals  or 
ebonite.  More  generally,  substances  can  be  arranged  in  a  series 
such  that  each  when  rubbed  by  the  next  acquires  positive  electricity, 
the  following  being  the  general  order :  Catskin,  glass,  wool,  silk, 
metals,  sealing-wax,  ebonite,  sulphur. 

The  eflect  is  additive,  i.e.  any  member  of  the  series  is  positively 
electrified  by  friction  with  one  later,  and  negatively  electrified 
by  friction  with  one  eariier  than  itself. 

In  1880  J.  and  P.  Curie  discovered  that  crystals  devoid  of  a 
centre  of  symmetry,  such  as  tourmaline  and  quartz,  became 
electrified  on  the  application  of  stress.  This  phenomenon  is 
called  piezo-electricity,  and  has  been  found  to  consist  in  the 
production  of  a  polarisation  analogous  to  that  occurring  in  the 
inside  of  dielectrics,  the  direction  depending  on  the  external  forces 
applied.  The  case  of  quartz  has  been  carefully  investigated. 
It  is  found  that  when  a  quartz  crystal  is  compressed  along  its 
crystallographic  axis  of  threefold  symmetry  (optic  axis)  no 
polarisation  is  produced,  but  polarisations  do  occur  for  other 
directions.  If  the  crystal  while  under  stress  is  passed  through 
the  flame  of  a  Bunsen  burner  so  as  to  remove  the  surface  layers 
attendant  on  polarisation  (Art.  47),  and  the  stress  then  removed, 
the  crystal  is  found  to  possess  free  charges  at  every  point  of  its 
surface  equal  and  opposite  to  those  originally  produced. 

It  has  been  known  for  at  least  200  years  that  a  crystal  of 
tourmaline  becomes  electrically  polar  when  heated,  and  the 
polarity  persists  in  the  parts  into  which  a  heated  crystal  is  separated 
when  broken.  There  is  good  reason  to  believe  that  these  'pijro- 
dectric  effects  depend  on  alteration  of  form  caused  by  rise  of 
temperature,  i.e.  that  they  are  really  piezo- electric  in  nature,  the 
temperature  playing  only  a  secondary  r6le. 

45.  Dielectrics.  We  have  hitherto  regarded  an  insulator 
merely  as  something  which  prevents  the  passage  of  charge  from 
)ne  conductor  to  another :   but  the  insulator  plays  a  very  distinct 
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part  in  electrical  experiments,  as  is  skown  by  the  following.  Take 
a  parallel  plate  condenser  and  join  one  plate  to  one  terminal  of  a 
quadrant  electrometer  in  the  ordinary  way.  Begin  with  the 
outer  plate  to  earth,  and  discharge  the  electrometer  and  inner 
plate  by  connecting  them  temporarily  to  earth  with  a  wire.  If 
the  outer  plate  is  now  raised  to  a  definite  positive  potential  there 
will  be  a  negative  charge  induced  on  the  inner  plate,  and  a  positive 
charge  repelled  to  the  electrometer,  the  latter  showing  a  deflexion. 
If  the  experiment  is  repeated  with  a  slab  of  glass  or  ebonite  between 
the  plates  of  the  condenser  the  deflexion  is  much  greater  than 
before,  showing  that  more  charges  reside  on  the  plates  for  a  given 
applied  potential.  In  other  words,  the  capacity  of  a  condenser 
is  increased  when  a  solid  insulator  replaces  the  air  between  the 
plates. 

This  efiect  was  first  demonstrated  by  Cavendish  about  1770, 
and  rediscovered  by  Faraday.  In  view  of  the  important  part 
played  by  insulators  Faraday  gave  them  the  name  of  dielectrics, 
and  this  is  generally  used  when  we  wish  to  draw  attention  to  the 
electrical  phenomena  occurring  in  the  insulators  themselves. 
Faraday  showed  that  the  capacity  of  a  condenser  was  increased 
in  a  constant  ratio  when  another  dielectric  was  substituted  for 
air ;  this  ratio  is  called  the  dielectric  constant  (or  specific  inductive 
capacity)  of  the  dielectric,  and  denoted  by  K.  This  increase  of 
capacity  is  found  very  convenient  in  practice.  For  example, 
in  order  to  separate  the  plates  of  a  condenser  by  a  finite  small 
amount  a  solid  insulator  such  as  mica  is  used ;  and  the  capacity, 
already  considerable,  is  increased  in  the  ratio  of  about  six  to  one 
by  the  presence  of  the  mica. 

Strictly  speaking,  air  itself  is  a  dielectric,  though  its  properties 
differ  but  slightly  from  those  of  a  perfect  vacuum.  However, 
it  is  convenient  once  for  all  to  take  a  vacuum  as  the  standard 
in  electricity,  and  assign  to  it  the  dielectric  constant  unity.  In 
other  words,  the  electrostatic  unit  of  charge  is  defined  to  be 
that  which  repels  an  equal  charge  placed  one  centimetre  away  in 
vacuo  with  a  force  of  one  dyne.     This  will  be  adopted  henceforth. 

The  experimental  methods  of  measuring  dielectric  constants 
are  described  in  the  next  chapter :  the  following  table  gives  their 
values  for  certain  common  insulators. 
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Dielectric  constants  (K),  referred 

to  vacuum. 

Ebonite 

2-7 

Alcohol 

26 

Glass 

5  to  7 

Paraffin 

2-1 

Gutta-percha 

2-5 

Petroleum 

2-1 

Mica 

6 

Water 

81 

Paraffin  wax 

2-3 

Air 

1-00059 

at  0°  C. 

Quartz 

4-4  to  4-6 

Hydrogen 

1-00026 

and  760  mi 

Sulphur 

3.8  to  4 

Carbon  dioxide  1-00096 

pressure 
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The  results  for  gases  show  how  little  error  is  committed  in 
taking  K  =  1  iov  them.  The  dielectric  constant  of  air  need  not 
be  taken  into  account  in  ordinary  experiments. 

46.  Various  forms  of  condenser.  Many  practical  condensers 
are  made  with  solid  or  liquid  dielectrics  between  the  plates,  the 
size  of  a  condenser  of  a  given  capacity  being  thereby  considerably 
reduced.  In  addition,  the  insulation  at  high  potentials  is  greatly 
improved  by  the  choice  of  a  suitable  medium,  the  use  of  air 
being  inadmissible  when  the  plates  are  very  close  together, 
on  account  of  the  danger  of  a  spark  passing  between  the 
plates. 

The  Leyden  jar  (Fig.  54)  is  a  convenient  form  of  condenser  to 
handle,  and  consists  of  a  bottle  with  a  wide  neck  covered  outside 
and  inside  with  tinfoil.  Contact  with 
the  inside  is  made  by  means  of  a  brass 
rod  carrying  a  screw  terminal,  dipping 
into  the  bottle  through  a  wooden  or 
ebonite  stopper.  A  hanging  chain  is 
often  used  to  connect  the  rod  with 
the  inner  tinfoil,  but  brass  springs  are 
much  more  reliable.  As  the  Leyden 
jar  is  frequently  used  with  high  poten- 
tials good  glass  must  be  used,  and  the 
outside  of  the  jar  should  be  covered 
with  shellac  or  other  varnish  to  diminish  the  leakage  of  charge 
over  the  surface.  The  capacity  of  an  ordinary  jar  is  of  the  order 
of  1000  electrostatic  units.  Small  Leyden  jars  are  usually  fitted 
to  influence  machines  to  store  the  electricity  as  it  is  formed  and 
to  strengthen  the  spark. 
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Fig.  54 
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Fig.  55  shows  a  condenser  whose  capacity  can  be  varied 
continuously  within  wide  limits.  By  turning  the  handle  a  greater 
or  less  area  of  the  moveable  vanes  comes  opposite  the  fixed  vanes, 
and  the  capacity  is  changed  accordingly.  These  condensers  are 
extensively   used   in    wireless    telegraphic    work,    and    are   often 


Fig.  55 

immersed  in  oil  to  improve  the  insulation  at  high  potentials. 
This  also  increases  the  capacity.  For  accurate  work  variable 
condensers  must  be  calibrated,  i.e.  the  capacity  corresponding 
to  any  position  of  the  pointer  must  be  determined  by  comparison 
with  a  standard  condenser. 

Very  large  condensers,  whose  capacity  is  of  the  order  of  a 
million  units,  can  be  made  of  quite  small  dimensions  by  using 
mica  or  paraffined  paper  for  the  dielectric  and  tinfoil  for  the 
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plates,  a  large  number  being  connected  in  parallel.  For  example, 
let  us  calculate  the  number  of  sheets  of  tinfoil  20  cm.  square 
required  in  the  construction  of  a  condenser  of  a  million  units 
capacity,  using  mica  insulation  0-2  mm.  thick.  As  the  sheets  of 
tinfoil  are  laid  alternately  the  capacity  is  nKAj'imd,  where  there 
are  n  sheets  each  of  area  A  connected  to  each  terminal.  Taking 
K  =  &,  this  gives  n  =  52,  so  that  about  a  hundred  sheets  would 
be  required  altogether. 

Fig.  56  shows  the  method  of  mounting  large  condensers  for 
laboratory  use.  All  the  outside  plates  are  joined  together  to 
one  screw  terminal  T^,  while  any  number  of  the  inner  plates  can 
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Fig.  56 

be  connected  through  a  collecting  bar  to  a  terminal  T^  by  means 
of  metallic  plugs,  thus  joining  any  number  of  the  separate  con- 
densers in  parallel.  The  values  of  the  separate  capacities  are 
marked  on  the  metal  lugs  supporting  the  plug-holes.  Very 
large  condensers  are  now  often  made  by  taking  two  long  strips 
of  tinfoil,  covering  one  of  them  on  one  side  with  an  insulating 
varnish,  and  then  rolling  the  two  up  on  top  of  each  other.  Such 
condensers  are  very  portable  and  inexpensive. 

Commercial  condensers  often  show  the  phenomenon  of  the 
residual  discharge ;  that  is,  for  some  time  after  their  plates  have 
been  connected  together  they  continue  to  discharge  slightly. 
Well-made  condensers  with  mica  insulation,  however,  show  little 
of  this  efiect. 
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47.  Theory  of  dielectrics.  The  point  of  -theoretical  im- 
portance in  the  discovery  of  Cavendish  and  Faraday  is  that 
the  proportional  increase  of  capacity  is  the  same  for  all  possible 
shapes  of  condenser  employed.  Thus  for  the  same  charges_on 
the  plates  the  difference  of  potential  with  a  given  dielectric  is 
1/A  tames  its  vahie  for  a  va^oumj.  i.e.  the  electric  force  at  any 
point  is  1/A'  times  its  value  in  vacuo.  Hence  we  have  the  funda- 
mental rule  that  the  electric  force  at  distance  r  from  a  charge  e 
immersed  in  a  homogeneous  dielectric  is 

^-A (1^)- 

A  satisfactory  theory  of  dielectrics  was  first  propounded  by 

Kelvin  on  the  lines  of  a  corresponding  theory  of  magnetisation 

due  to  Poisson.     Translated  into  modern  notation  this  theory  is 

as   follows.     The   electrons   of  insulators,    except   under   special 

excitation  such  as  friction,  remain  attached  to  their  respective 

molecules.     A  certain  freedom  of  motion  however  remains,  and 

we    may   picture   the   electron    as    joined   to    the    molecule   by 

something  like  a  spring.     On  applying  an  external  electric  force 

the  electron  and  the  residual  positive  charge  move  in  opposite 

directions   somewhat    as    shown    in    the 

figure.     The  actual  state  of   affairs  may 

not  be  as  simple  as  this,  but  in  any  case 

we  shaU  have  positive  electricity  on  the 

whole  at  one  end  of  the  molecule  and 

negative   electricity  at   the   other.     This         '.  T? 

°      .  ■'  Impressed  Force 

state   IS    exactly   analogous    to    a    small 

^  . ,         J      .       ^  ,.         ,      ^  Fig.  57 

magnet  it  we  imagine  magnetic  poles  to 

be  replaced  by  electric  charges,  and  the  molecule  is  said  to  be 

polarised. 

By  analogy  with  the  simple  magnet  we  can  speak  of  an  electric 

doublet,  i.e.  a  positive  charge  e  and  a  negative  charge  —  e  at  a 

small  distance  I  apart,  the  moment  of  the  doublet  being  le  and 

the  line  joining  the  two  charges  being  its  axis.     The  electrical 

effect  of  a  polarised  dielectric  is  now  calculated  as  in  Articles  19 

and  20  of  the  last  chapter,  since  the  laws  of  action  of  electric 

charges  and  magnetic  poles  are  exactly  similar.     The  total  electric 
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moment  of  an  element  of  volume  dr  of  a  dielectric  near  the  point 
(x,  y,  z)  has  components  P^dr,  Pydr,  P^dr,  where  the  vector 
P  {P^,  Py,  P^)  is  called  the  polarisation  at  the  point.  Poisson's 
analysis  shows  that  the  polarised  dielectric  is  equivalent  to  a 
volume-distribution  p  of  electricity  through  the  volume  of  jthe 
dielectric  and  a  surface-distribution  o-  over  _its_boundary,  where 

dP^      dPy      dPA 

The  potential  at  an  external  point  A  is  given  by 

V  =  [^  +  [— 

where  r  is  the  distance  from  A  of  the  element  of  volume  or  surface 
considered. 

When  the  point  A  is  actually  inside  the  dielectric  there  is 
some  doubt  as  to  the  definition  of  electric  force  and  the  exact 
meaning  of  equation  (17).  We  shall  take  the  electric  force  to  be 
that  due  to  the  surface-distribution  a  over  the  external  boundary 
of  the  dielectric  and  the  volume-distribution  p,  which  may  of 
course  extend  right  up  to  A  without  giving  rise  to  difficulty. 
With  this  understanding  there  exists  a  potential  V,  and  the 
components  of  electric  force  are  —  dV/dx,  —  dV/dy,  —  dVjdz. 
Further,  we  have  by  Poisson's  theorem 

327  327  927  ^  ^  fSP^         ,  dPy         ,         dP,\ 


We  shall  show  that  the  behaviour  of  dielectrics  is  completely 
explained  by  the  hypothesis  that  the  polarisation  at  any  point 
is  proportional  to  the  electric  force.     Let  us  write 

For  the  sake  of  generality  we  shall  suppose  that  the  factor  of 
proportionahty  A;  is  a  function  of  x,  y  and  z,  i.e.  we  consider  a 
dielectric  whose  properties  vary  from  point  to  point.  Substituting 
from  (20)  in  (19)  we  have 

327  927  927 _      \^fi.^y\,^fi.^y\^sfi.sv\] 

d^+'df^'d^~~idxVdxJ^  dy  r  dy)  ^diV  S^Jj  • 
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Writing  K  =  1  +  ^h,  this  may  be  written 

The  symbol  K  has  been  used  because  it  is  really  identical  with 
the  dielectric  constant  as  previously  defined.  To  verify  this, 
and  also  to  gain  additional  insight  into  the  action  of  dielectrics, 
let  us  calculate  anew  the  electric  force  at  distance  r  from  a  charge 
e  immersed  in  a  homogeneous  dielectric. 

Draw  a  small  sphere  S^  of  radius  r^  with  e  as  centre,  and 
imagine  the  dielectric  inside  the  sphere  removed  to  make  room 
for  the  charge  e.    Let  F  be  the  potential  at  a  point  in  the  dielectric 


Fig.  58 

at  distance  r  from  e.  Since  K  is  now  constant,  equation  (21) 
reduces  to  Laplace's  equation.  Hence  F  =  a//,  where  a  is  some 
constant;  and  the  corresponding  electric  force  at  any  point  in 
the  dielectric  is  ajr^  radially  outwards.  It  is  easy  to  show  that 
the  volume- density  p  of  Poisson's  equivalent  distribution  vanishes, 
so  that  the  electric  force  is  that  due  to  the  charge  e  and  the  surface- 
distribution  on  Sq.  The  corresponding  surface-density,  which  is 
Ic  times  the  electric  force  along  the  normal  pointing  away  from 
the  dielectric,  becomes  —  kajr^.  The  total  charge  thus  arising 
on  /So  is  therefore  —  ^ha,  and  this  acts  on  external  points 
as  if  concentrated  at  the  centre  of  the  sphere.     The  potential 
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V  is  that  due  to  this  charge  together  with  the  charge  e,  so 
that 

a       „      e       iiTrka 

r  r  r     ' 

Hence  a  =  e  —  Sirica,    or    a  =  r; : — ;  =  =  . 

1  +  477^         K 

The  electric  force  at  distance  r  from  e  is  thus  e/^r^  as  we  should 
expect.  It  should  be  noticed  that  ro  has  disappeared  from  the 
equations,  so  that  the  dielectric  can  be  taken  to  approach  e  as 
nearly  as  desired. 

On  this  theory  the  reduction  of  the  electric  force  from  e/r^  to 
ejKr^  is  due  to  the  formation  of  an  induced  charge  on  the  con- 
tiguous surface  of  the  dielectric,  the  magnitude  of  the  charge 
being  —  e  (1  —  IjK).  Since  K  =  1  +  i^h,  we  should  expect  the 
dielectric  constants  of  all  substances  to  exceed  unity,  and  this 
is  found  to  be  the  case.  Gases,  which  contain  but  few  molecules 
per  unit  volume,  have  small  values  of  k,  and  K  differs  by  very 
little  from  unity.  Substances  with  large  values  of  h  are  those 
which  allow  a  large  polarisation  for  weak  electric  forces,  i.e.  those 
whose  electrons  are  but  weakly  bound  to  the  molecules.  We 
should  thus  expect  conductors  to  behave  like  dielectrics  of  infinite 
dielectric  constant,  and  we  find  in  fact  that  those  results  in  the 
theory  of  dielectrics  which  retain  their  meaning  when  K  =  oo 
hold  for  conductors.  For  example,  putting  £"  =  oo  in  the  dielectric 
just  considered,  we  have  an  induced  charge  —  e  on  >So,  as  we 
should  expect.  This  charge  of  course  screens  the  inner  charge 
completely  at  external  points,  while  the  screening  for  dielectrics 
is  not  perfect. 

48.     Condenser  with  a  partial  layer  of  dielectric.     Let  d 

be  the  distance  between  the  plates  of  a  parallel-plate  condenser 
(Fig.  59)  and  A  the  area  of  either  plate,  the  linear  dimensions 
being  supposed  large  in  comparison  with  d.  Let  there  be  a  slab 
of  dielectric  of  thickness  h  between  the  plates,  the  rest  of  the 
space  being  occupied  by  air,  for  which  K  may  be  taken  as  unity. 
The  polarisation  being  uniform  and  of  magnitude  P,  there  is  no 
volume-charge  in  the  dielectric,  but  only  two  surface-charges  of 
density  ±  P.     Let  X  be  the  electric  force  in  the  air-spaces  and  Y 
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that  in  the  dielectric,  ±  a  the  surface-densities  on  the  plates. 
The  electric  force  due  to  the  surface-layers  is  easily  found  from 
Art.  30,  and  thus  we  have 

X  =  477C7,        r  =  477  (cr  -  P). 


Fig.  59 

But  since  P  =  kY  by  definition,   this  gives    Y  =  4^cr/K.     The 
difference  of  potential  between  the  plates  of  the  condenser  is 

X  (d  —  h)  +  Yh  =  4:iTa  (d  —  h  +  j^j,  and  the  charge  on  the  top 

plate  (J A.     Hence  the  capacity  of  the  condenser  is 

KA 
'L7r{Kd-{K-l)h}' 
This  reduces  to  A/hrd  when  h  =  0,  and  to  KA/4^d  when  h  =  d, 
as  we  should  expect.     The  electric  force  inside  the  dielectric  is 
l/K  times  that  in  the  air-gap.     This  is  a  particular  case  of  a 
general  theorem  which  will  be  given  in  the  next  article. 

49.     Boundary   conditions    at   the    surface    of  two    di- 
electrics.    Conductor  immersed  in  a  dielectric.     Let  C  be 

the  surface  separating  two  dielectrics   K^,   K^,  and  let  Fj^,  N^ 
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be  the  tangential  and  normal  components  of  electric  force  just 
inside  K^,  F^,  N^,  the  same  quantities  just  inside  K^.  In  order 
to  gain  some  insight  into  the  effects  where  two  dielectrics  meet, 
imagine  a  thin  air-gap  to  be  left  between  them,  its  position 
coinciding  very  nearly  with  the  surface  of  separation  C.  Let 
F,  N  be  the  components  of  electric  force  in  the  air-gap.- 

(1)  The  tangential  component  of  electric  force  is  the  same  on 
either  side  of  the  surface  of  separation.  On  crossing  a  surface- 
layer  of  surface-density  cr  there  is  a  sudden  change  of  47ro-  in  the 
normal  component  of  electric  force  (Art.  30),  but  no  change  in 
the  tangential  component,  since  the  surface-layer  acts  practically 
as  an  infinite  charged  plane  as  regards  points  very  near  to  it  on 
either  side.     Thus  Fj^  =  F  =  F^. 

(2)  The  product  of  dielectric  constant  and  normal  component  of 
electric  force  is  continuous  in  crossing  the  surface  of  separation. 
Let  cTj,  aj  be  the  surface-densities  of  Poisson's  distribution  on 
the  two  dielectrics.  Then  from  what  has  just  been  said  we 
have 


Thus 

and  we  also  have 


iVj  +  47TCTi  =  N^—  47T(T2 


(7i  =  ^liVi,      0-2  =  -  hi^N^- 

Hence  N^  (1  -|-  ^h-^)  =  N.^  (1  +  iTrlc^), 

or  K^N^  =  K^N^. 

(3)  The  electric  force  just  outside 
a  conductor  immersed  in  a  dielectric 
is  hra/K.  As  before,  imagine  a  thin 
air-gap  to  be  removed  between  the 
conductor  and  the  dielectric.  The 
electric  force  in  the  air-gap  isE  =  i-rra 
at  right  angles  to  the  surface  of  the 
conductor ;  and  the  preceding  theo- 
rems show  that  the  electric  force  E' 
just  inside  the  dielectric  has  no 
tangential  component,  and  that 
KE'  =  E.  Hence  E'  =  iira/K  normal 
to  the  conductor. 


Fig.  61 
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50.  Electric  force  and  electric  induction.  It  is  of  some 
importance,  in  view-  of  later  developments,  to  inquire  what 
happens  when  the  proportionality  of  polarisation  to  electric  force 
does  not  hold.  In  this  case  we  have  at  every  point  two  vectors 
to  determine  the  state  of  affairs,  the  electric  force  E  and  the 

polarisation  P,  independent  of  one  another.  Since  E^=  —  d  V/dx, 

equation  (19)  gives 

?^  +  ?^  +  ?^  +  4^  f ?^  +  ?^  +  ^A  =  0. 
9a;        dy         dz  \dx         dy         dz  J 

If  we  define  a  vector  D  as  having  the  components 

D,  =  E^  +  i7TP,,    By^E.  +  iirP^,    D,  =  E,  +  i7TP,...(22), 

this  becomes 

The  vector  D  will  be  called  the  electric  induction,  and  (22)  may 
be  written  briefly  D  =  E  +  inP.  The  vectors  D  and  E  enjoy 
characteristic  properties.  Thus  from  (23)  it  follows  that  D  is 
always  solenoidal,  but  in  general  is  not  derivable  from  a  potential. 
On  the  contrary,  E  is  derivable  from  a  potential,  but  in  general 
is  not  solenoidal.  These  characteristic  properties  are  lost  in 
particular  cases :  thus  in  a  homogeneous  dielectric  Z)  is  a  mere 
multiple  {KE)  of  E,  and  the  two  vectors  behave  identically. 

The  boundary  conditions  of  the  last  article  are  easily  investi- 
gated in  the  present  more  general  case.  We  thus  find  that  the 
tangential  component  of  electric  force  is  continuous  in  crossing  the 
boundary  between  two  media,  and  so  is  the  normal  component 
of  electric  induction.  The  normal  component  of  electric  force  and 
the  tangential  component  of  electric  induction,  on  the  other 
hand,  undergo  in  general  a  sudden  change. 


CHAPTER   IV 

ELECTRIC  CURRENTS 

51.  Electricity  in  motion.  It  has  been  seen  in  the  last 
chapter  that  whenever  two  charged  bodies  of  different  potential 
are  connected  by  any  third  conductor,  such  as  a  piece  of  wire, 
there  is  a  redistribution  of  charge  which  brings  the  bodies  to  a 
common  potential.  This  movement  of  electricity  along  the  wire 
is  called  an  electric  current,  and  it  will  appear  shortly  that  the 
effects  are  the  same  whether  the  charges  move  through  the 
conductors,  or  whether  the  conductors  themselves  move  with 
appropriate  velocity  carrying  their  charges  with  them. 

In  this  chapter  currents  in  solid  conductors  will  be  chiefly 
considered,  and  it  is  necessary  at  the  outset  to  remember  that 
whereas  static  charges  are  always  confined  to  the  surface  of  con- 
ductors, charges  in  motion,  i.e.  electric  currents,  in  most  cases 
move  through  the  volume  of  the  body.  It  is  only  in  a  single 
exceptional  case  that  we  can  have  currents  confined  to  a  thin 
skin  on  the  surface  of  the  conductor  (Art.  203).  The  electric 
current  produced  by  joining  two  conductors  at  different  potentials 
is  only  momentary,  and  it  is  at  this  stage  immaterial  whether 
we  consider  the  current  to  be  due  to  the  movement  of  positive 
charge  alone,  the  negative  remaining  at  rest,  or  vice  versa,  or  to 
both  moving  simultaneously.  For  the  sake  of  generaUty  the  last 
assumption  will  often  be  made. 

Imagine  for  simplicity  the  case  in  which  the  conductors  have 
originally  equal  and  opposite  charges,  so  that  after  connexion 
neither  will  have  any  charge.  Let  attention  be  confined  to  some 
particular  cross-section  of  the  connecting  wire :  then,  excluding 
the  possibility  of  instantaneous  neutralisation,  a  charge  -|-  de^ 
passes  over  the  section  in  one  direction  in  an  interval  of  time 

7—2 
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dt,  and  —  de^,  in  the  other.  This  is  regarded  as  a  total  transfer 
of  charge  in  the  first  direction  equal  to  de,  where 

de  =  de-i  —  (—  cieg)  =  de^  +  de^. 

The  definition  of  strength  of  current  is  that  it  is  the  rate  of  transfer 
of  charge  in  a  given  direction ;    current  strength  will  be  denoted 

by  i,  and  if  de  is  the  charge  transferred  in  time  dt,  i  =  -j-.     In 

this  definition  the  (electrostatic)  unit  of  current  consists  in  the 
passage  of  one  electrostatic  unit  of  charge  per  second.  In  the 
case  considered  above  i  is  not  constant,  all  that  is  known  at  present 
being  that  it  is  zero  at  the  beginning  and  end  of  the  operation. 

It  should  be  observed  that,  provided  there  is  no  accumulation 
of  charge  anywhere  along  the  wire,  the  current  is  at  any  moment 
the  same  at  all  points  of  the  wire. 

The  passage  of  an  electric  current  along  a  wire  is  accompanied 
by  a  number  of  effects  which  are  not  present  in  the  case  of  charges 
at  rest,  but  the  above-mentioned  method  of  producing  a  current 
is  not  suitable  for  their  study,  partly  because  of  the  smallness 
of  the  current  and  the  short  time  for  which  it  is  acting,  but 
chiefly  because  it  is  not  constant  in  magnitude.  But  however 
currents  are  produced  in  practice,  it  is  necessary  to  grasp  clearly 
the  idea  that  the  "electric  current"  is  merely  the  passage  of 
electric  charge. 

52.  The  voltaic  cell.  So  far  the  only  methods  described  for 
producing  differences  of  potential  have  depended  upon  friction 
or  electric  influence.  Speaking  generally,  these  methods  produce 
small  charges  at  high  potentials.  We  shall  now  describe  a  method 
by  which  larger  quantities  of  electricity  may  be  generated  at 
much  lower  potentials,  the  necessary  energy  being  derived  from 
chemical  sources.  If  two  different  metals  are  taken  and  placed 
in  a  solution  they  will  produce  a  deflexion  when  connected  to  the 
terminals  of  a  sensitive  electrometer,  thus  revealing  a  very 
essential  difference  between  this  arrangement  and  the  case  of 
metal  plates  separated  by  air,  described  in  the  last  chapter  under 
contact-potential.  The  liquid  has  a  more  extended  property 
than  that  of  merely  allowing  contact  differences  of  potential  to 
arise  where  it  touches  the  plates. 
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Th&  earliest  observations  in  this  subject  are  those  of  Galvani, 
published  in  1791.  He  noticed  that  a  frog's  leg,  attached  to  an 
iron  hook  so  that  the  nerve  touched  the  metal,  contracted  suddenly 
when  touched  with  a  piece  of  metal  in  contact  with  the  hook. 
Since  the  same  contractions  could  be  produced  with  an  electrical 
machine  they  were  concluded  to  be  electrical  in  nature.  It  was 
reserved  for  Volta  to  point  out  the  essence  of  Galvani's  discovery, 
namely  that  the  production  of  electricity  did  not  depend  on  the 
presence  of  animal  preparations,  but  rather  on  that  of  certain 
liquids.  Replacing  the  frog's  leg  by  acidulated  water,  he  devised 
in  1800  the  arrangement  already  described,  generally  called  the 
voltaic  cell.  If  two  simple  cells  are  taken  and  the  copper  plate 
of  one  joined  to  the  zinc  of  the  other,  they  form  a  compound 
cell  or  electric  battery,  and  if  the  two  remaining  plates  ar« 
joined  to  the  terminals  of  an  electrometer  the  difference  of 
potential  is  found  to  be  twice  as  great  as  before.  Any  number 
of  cells  can  be  joined  "in  series,"  as  it  is  called,  so  as  to  form 
a  battery. 

Other  metals  and  liquids  can  be  used  in  the  construction  of 
a  voltaic  cell,  but  certain  combinations  are  advantageous  in 
giving  comparatively  large  differences  of  potential.  The  difference 
of  potential  between  the  plates  of  a  simple  cell,  however,  falls  after 
it  has  been  delivering  current  for  any  length  of  time.  The  cell  is 
then  said  to  be  polarised. 

One  of  the  best  forms  of  voltaic 
cell  is  the  Daniell  cell,  shown  in  Fig.  62. 
A  stout  zinc  rod  or  cylinder  is  placed 
in  zinc  sulphate  solution  contained  in 
a  porous  pot  of  unglazed  earthenware. 
Outside  the  pot  is  a  larger  vessel  con- 
taining a  solution  of  copper  sulphate, 
into  which  dips  a  piece  of  sheet  copper 
bent  into  the  form  of  a  cylinder.  The 
action  of  the  cell  will  be  discussed  in 
Ch.  X :  it  will  give  current  without 
becoming  unduly  polarised  and  is 
therefore  useful  for  performing  simple 
experiments,  such  as  the  following. 


Fig.  62 
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Suppose  that  the  zinc  and  copper,  or  as  they  are  called,  the 
poles,  are  joined  respectively  to  the  two  plates  of  an  uncharged 
condenser,  and  that  then  these  connexions  are  broken  and  the 
plates  connected  to  the  terminals  of  an  electrometer.  Care  must 
be  taken  by  the  use  of  insulating  keys  not  to  discharge  the 
condenser  in  the  process.  The  electrometer  will  show  a  deflexion, 
showing  that  the  plates  have  been  charged  up  by  contact  with 
the  terminals  of  the  cell.  If  now  the  condenser  is  discharged 
by  joining  the  plates  with  a  wire,  and  the  cell  again  connected  to 
them,  it  is  found  that  they  are  charged  up  as  before,  and  the 
process  of  charging  and  discharging  can  be  continued  almost 
indefinitely.  It  appears  that  the  cell  can  go  on  supplying  charge 
to  the  condenser,  and  it  is  natural  to  suppose  that  the  energy 
of  charging  has  come  from  certain  chemical  changes  which  the 
cell  undergoes.  Bach  time  the  condenser  is  discharged  there  is 
a  momentary  electric  current,  and  if  it  was  charged  and  discharged 
sufficiently  rapidly  an  approximation  to  a  continuous  current 
might  be  obtained.  An  obvious  modification  is  to  do  away  with 
the  condenser  and  connect  the  terminals  directly  by  a  wire ; 
when  several  effects  will  be  observed.  Thus  if  the  wire  is  thin 
and  not  too  long  it  will  become  appreciably  warmer.  If  the 
poles  are  joined  to  an  electrometer  it  is  found  that  the  potential 
difference  between  them  is  somewhat  less  when  they  are  connected 
by  a  wire  than  when  they  are  not ;  thus  the  wire  may  be  regarded 
as  constantly  tending  to  equalise  the  difference  of  potential 
while  the  chemical  action  in  the  cell  strives  to  maintain  it  at  its 
original  value,  with  the  result  that  an  intermediate  stage  is 
reached. 

The  direction  in  which  the  spot  of  light  of  an  electrometer  is 
deflected  by  a  positive  charge,  say,  on  one  pair  of  quadrants 
may  be  found  by  an  electrostatic  experiment,  and  thus  it  is  easy 
to  determine  which  of  the  two  poles  of  a  cell  is  at  the  higher 
potential.  In  the  Daniell  cell  the  copper  is  found  to  be  at 
a  higher  potential  than  the  zinc,  and  it  is  called  the  positive  pole 
of  the  cell.  In  the  connecting  wire,  or  external  circuit  as  it  is 
called,  the  current  therefore  flows  from  the  copper  to  the  zinc; 
and  generally  it  is  not  difficult  to  find  out  beforehand  the  direction 
of  a  current  flowing  in  a  wire. 


IV] 


ELECTEIC    CURRENTS 


103 


53.  Magnetic  action  of  currents.  The  tangent  galvano- 
meter. The  most  important  fact  discovered  in  experiments  with 
voltaic  cells  is  that  a  current  in  a  wire  produces  a  magnetic  field 
in  its  vicinity,  thus  revealing  an  essential  difference  between  the 
effects  of  an  electric  charge  at  rest,  which  produces  no  magnetic 
field  whatever,  and  the  same  charge  in  motion  which  does.  The 
discovery  dates  from  1820,  when  Oersted  found  that  h  conductor 
carrying  a  current  would  deflect  a  compass-needle  near  it.  This 
affords  a  very  convenient  means  of  detecting  electric  currents, 
and  it  will  appear  shortly  that  the  magnitude  of  a  current  is 
appropriately  measured  by  its  magnetic  effect.  The  laws  of  the 
action  of  currents  on  magnets  are  in  some  ways  very  complicated, 
so  that  we  shall  only  consider  here  as  much  as  is  necessary  to 
understand  the  use  of  the  magnetic  effect  in  the  measurement 
of  currents. 

If  a  straight  wire  is  placed  over  a  compass-needle  pointing  north 
and  south,  and  a  current  passes  along  the  wire  from  south  to 
north  (Fig.  63),  the  positive  pole  of  the  needle  is  deflected  from  north 


\ 


'  direction 
of  current 


}  *.  current 


\ 


magnetic 
force 


Kg.  63  Fig.  64 

towards  the  west.  This  effect  may  be  described  concisely  by  what 
is  known  as  the  right-handed  screw  law  of  electric  currents ;  namely 
that  the  magnetic  force  is  related  to  the  direction  of  the  current 
in  the  same  way  as  the  rotation  to  the  direction  of  translation 
of  an  ordinary  (right-handed)  corkscrew,  as  shown  in  Fig.  64. 
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If  a  wire  is  doubled  back  on  itself,  the  parts  being  insulated 
from  one  another,  no  magnetic  efEect  is  produced  at  points  a  large 
distance  ofE  compared  with  the  distance  between  the  two  parts. 
This  result  is  frequently  applied  in  electrical  experiments,  as  we 
can  neutralise  the  magnetic  efiect  of  any  wire  by  providing  it 
Avith  a  return  wire  near  to  it.  Further,  if  a  straight  wire  carrying 
a  given  current  produces  a  certain  deflexion  to  the  west  when 
lying  vertically  over  a  compass-needle  and  pointing  magnetically 
north,  turning  the  wire  through  two  .right  angles  produces  an 
equal  easterly  deflexion.  Thus  the  magnetic  field  changes  sign 
with  that  of  the  current. 

A  simple  compass-needle  may  be  used  to  detect  electric 
currents ;    but  there  are  other  instruments  designed  for  more 
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accurate  measurement  which  are  called  galvanometers.  Of  these  the 
fundamental  one  is  the  tangent  galvanometer  (Fig.  65).  It  consists 
essentially  of  a  circular  coil  of  wire  of  one  or  more  turns,  moveable 
about  a  vertical  axis,  a  small  compass-needle  being  placed  on  a 
pivot  at  the  centre  of  the  circle.  The  compass-needle  is  fitted 
with  two  pointers  and  lies  in  a  box  with  a  graduated  circle  like 
that  used  in  magnetometers.  The  graduations  of  the  scale  are 
most  conveniently  made  so  that  the  line  of  zeros  is  perpendicular 
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to  the  plane  of  the  coil  of  wire.  Thus  when  the  plane  of  the  coil 
is  in  the  magnetic  meridian  and  no  current  is  flowing  the  pointers 
will  read  zero.  If  the  coil  is  turned  through  a  right  angle,  so 
that  it  lies  magnetically  east  and  west,  and  a  current  applied, 
either  no  deflexion  is  observed  or  the  needle  turns  immediately 
through  two  right  angles.  This  shows  that  the  magnetic  force 
at  the  centre  of  the  circle  is  at  right  angles  to  the  plane  of  the 
coil,  since  it  either  assists  or  directly  opposes  the  earth's  magnetic 
field.  When  the  plane  of  the  coil  is  in  the  magnetic  meridian, 
however,  the  two  fields  are  at  right  angles,  and  we  have 
a  deflexion,  the  direction  of  which  is  determined  by  the  right- 
handed  screw  law. 

The  tangent  galvanometer  measures  primarily  the  magnetic 
force  F  due  to  the  current  at  the  centre  of  the  circular  coil,  and 
its  normal  position  when  in  use  is  with  the  plane  of  the  coil  in 
the  magnetic  meridian.  If  H  is  the  earth's  magnetic  field,  a 
deflexion  of  9  to  the  west  means  that  the  force  F  acts  to  the 
west  and  is  of  magnitude  H  tan  6,  since  the  compass-needle  sets 
in  the  direction  of  the  resultant  of  the  two  fields.  If  therefore 
we  can  find  the  connexion  between  F  and  the  current  we  shdll 
be  in  a  position  to  measure  currents  with  the  instrument.  This 
question  is  discussed  in  the  following  articles. 

It   is   very   convenient,    and   for   many   purposes   absolutely 


Fig.  66 


necessary,  to  have  special  keys  for  putting  currents  on  and  off,  and 
for  reversing  their  directions,  without  taking  the  apparatus  to 
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pieces.  A  simple  form  of  key  consists  of  two  stout  pieces  of 
brass  fastened  on  a  board  so  as  not  quite  to  touch,  and  carrying 
screw  terminals  for  attaching  wires.  A  brass  plug  fitting  into  a 
conical  hole  makes  contact  with  both  pieces  when  in  the  hole. 
Fig.  66  shows  a  form  of  reversing  key.  Here  the  main  circuit  is 
connected  to  the  two  fixed  terminals,  while  the  part  in  which  the 
current  is  to  be  reversed  is  joined  to  the  other  pair.  The  mode 
of  action  of  the  key  will  be  readily  understood  from  the  figure. 

54.  Electromagnetic  unit  of  current.  We  can  prove  experi- 
mentally that  the  magnetic  force  due  to  a  current  is  proportional 
to  the  strength  of  the  current.  (These  relations  are  not  self- 
evident  :  thus  the  heating  effect  of  a  current  is  proportional  to 
its  square.)  Two  similar  insulated  coils  of  wire  are  wound  close 
together  round  a  wooden  frame  as  shown  in  the  figure,  and  a 


compass-box  is  fixed  with  the  centre  of  the  needle  in  the  plane  of 
the  coils.  The  same  current  is  sent  (1)  through  one  coil  only, 
(2)  through  both  coils  in  the  same  direction,  (3)  through  both  coils 
in  opposite  directions,  with  the  coils  in  the  magnetic  meridian. 
The  equality  of  current  in  the  three  cases  is  tested  with  a  tangent 
galvanometer  at  a  considerable  distance  from  the  coils  :   evidently 
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the  tangent  galvanometer  will  on  any  theory  always  give  the 
same  deflexion  for  a  given  current  passing  through  it.  The 
following  table  gives  the  readings  in  an  actual  experiment : 


Deflexion  9,  with 

current  in  one 

coil  only 

Deflexion  B^  with 

current  in  same 

direction  in  both  coils 

Deflexion  S^  with 

current  in  the  two 

coils  opposed 

tan  6i 
tan  8i 

16°  24' 
20°  24' 
23°  24' 
27°  36' 
31°  48' 
35°  36' 
39°  24' 
42°  54' 

30°    6' 
36°  36' 
41°    6' 
46°  18' 
51°    6' 
55°  12' 
58°  42' 
61°  30' 

0°    6' 
0°12' 
0°    6' 
0°    6' 
-0°  12' 
0°    6' 

-0°24' 

1-97 
1-99 
201 
2-00 
2-00 
2-00 
200 
1-98 

The  smallness  of  the  numbers  in  the  third  column  verifies 
the  absence  of  magnetic  effect  of  coils  bent  back  on  themselves. 
Now  when  the  current  flows  in  both  coils  in  the  same  direction 
the  amount  of  electricity  passing  a  given  point  P  of  the  composite 
wire  is  twice  as  much  as  when  the  current  flows  in  one  wire  only ; 
that  is,  the  current  by  definition  is  twice  as  great  as  before.  We 
should  therefore  have  tan  9^=2  tan  6^,  and  the  numbers  in  the 
last  column  confirm  this  relation. 

Returning  to  the  tangent  galvanometer,  we  have  to  find  how 
the  force  F  at  the  centre  of  the  coils  depends  on  the  current  i, 
the  number  of  turns  n,  and  the  radius  r  of  the  coils.  A  current  i 
circulating  in  n  wires  close  together  is  equivalent  to  a  current  ni 
in  a  single  wire,  since  the  passage  of  charge  is  n  times  as  great. 
Hence  F  can  only  be  given  by  an  expression  of  the  form  F  =  nif  (r). 
To  determine  /  we  require  a  separate  experiment  with  a  tangent 
galvanometer  having  two  sets  of  coils,  one  of  a  single  turn  of 
radius  r  and  the  other  of  a  double  turn  of  radius  2r,  the  windings 
being  arranged  so  that  the  current  is  in  opposite  directions  in 
the  two  sets.  No  deflexion  will  be  observed,  showing  that  F  is 
unaltered  when  n,  r  are  changed  to  2w,  2r  respectively,  and 
therefore  depends  on  the  ratio  njr  only.  Hence  F  =  knijr,  where 
Ic  is  some  quantity  which  is  the  same  for  all  instruments.  The 
constant  k  required  to  give  F  in  gausses  is  now  perfectly  definite, 
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since  i  is  defined  as  the  number  of  electrostatic  units  of  charge 
passing  per  second.  Its  value  has  been  shown  to  be  about 
2  X  10-1"  .  ij^t  as  it  is  not  easy  to  make  an  accurate  measurement 
we  shall  define  a  new  unit  of  current,  and  incidentally  a  new  unit 
of  charge,  by  giving  k  an  arbitrary  value,  leaving  the  question 
of  the  relation  between  the  two  units  for  later  examination. 
It  is  most  convenient  to  take  k  equal  to  2??,  and  if  this  is  done 
i  is  measured  in  what  are  called  electromagnetic  units  of  current. 
Thus  the  electromagnetic  unit  of  current  is  such  that  it  would 
give  a  field  of  2tt  gausses  at  the  centre  of  a  circular  loop  of  wire 
of  radius  1  cm.  With  this  understanding  the  deflexion  0  of  a 
tangept  galvanometer  used  in  the  customary  way  is  given  by 

2TTni       „         n 

=  H  tan  d, 

r 

or  i=  ^ —  tan  0 (1). 

Inir 

rH 

The  quantity  ^ —  is  called  the  constant  of  the  tangent  galvano- 
meter. Hence  if  H  is  known  we  have  a  practical  method  of 
determining  the  absolute  magnitude  of  a  current  in  electromagnetic 
units. 

It  appears  at  first  sight  a  little  artificial  to  put  h  =  'iTT  instead 
of  putting  k=l.  This  is  however  done  because  it  gets  rid  of 
an  inconvenient  factor  in  the  subsequent  theory.  For  in  a  tangent 
galvanometer  of  one  turn  the  magnetic  force  at  the  centre  is 
27ri/r  for  a  length  27rr  of  wire,  that  is  ijr'^  per  centimetre,  so  that 
the  efiect  of  a  given  length  of  wire  is  expressed  in  its  simplest  form. 

Since  the  presence  of  electric  charge  gives  rise  mainly  to 
electric  repulsions,  while  the  most  important  effect  of  a  current 
is  its  magnetic  effect,  it  is  convenient  to  suppose  charge  measured 
in  electrostatic  units  and  current  in  electromagnetic  units.  This 
will  be  understood,  in  the  absence  of  qualifications,  throughout 
the  book. 

The  ratio  of  the  electromagnetic  to  the  electrostatic  unit  of 
current  will  be  denoted  by  the  letter  c,  so  that  a  current  i 
in  electrostatic  units  becomes  ijc  when  measured  in  electro- 
magnetic units.  We  shall  describe  later  (Art.  140)  experiments 
by  which  c  has  been  shown  to  have  the  value  3  x  10^"  very  nearly, 
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and  we  skall  adopt  this  value  in  all  numerical  calculations.  The 
fact  that  we  do  not  know  c  at  present  does  not  lead  to  any  incon- 
venience, because  we  are  here  chiefly  concerned  with  currents  as 
defined  by  their  magnetic  effects. 

55.     The  derived  system  of  electromagnetic  units. 

(1)  The  derived  electromagnetic  unit  of  current  (ampere).  Both 
the  electromagnetic  and  electrostatic  systems  of  units  have  been 
fixed  on  purely  theoretical  grounds  without  reference  to  the 
commonly  occurring  values  of  the  magnitudes  in  question.  But 
in  practice  the  chief  requisite  of  a  unit  is  that  it  should  be  more 
or  less  commensurate  with  the  quantities  that  it  is  required  to 
express.  It  is  found  that  the  electromagnetic  units  are  of  incon- 
venient size,  and  therefore  a  third  system  of  units,  called  the 
"derived  system  of  electromagnetic  units,"  has  been  devised. 
On  this  system  the  unit  of  current  is  one-tenth  of  the  electro- 
magnetic unit ;  and  like  all  the  derived  units  it  is  given  a  special 
name,  being  called  the  ampere.  Thus  a  current  which  has 
magnitude  i  on  the  true  electromagnetic  system  is  equal  to  lOi 
amperes  or  to  ci  electrostatic  units,  so  that  an  ampere  is  equi- 
valent to  a  current  of  3  x  10^  electrostatic  units,  very  nearly. 
The  reader  should  acquire  early  some  knowledge  of  the  magnitude 
of  currents  in  common  use.  Thus  the  current  passing  through 
a  32  candle-power  electric  lamp  under  the  usual  conditions  of 
electric  supply  in  towns  is  of  the  order  of  ^  ampere ;  but  electrical 
effects  must  not  be  taken  as  depending  solely  on  the  magnitude 
of  current,  since  other  factors  are  equally  important. 

(2)  The  electromagnetic  unit  of  charge  and  the  derived  unit 
(coulomb).  The  charge  transferred  by  a  constant  current  i  in 
time  t  is  e  =  it,  or  if  the  current  is  variable  ^idt.  It  is  obvious, 
therefore,  that  the  units  of  charge  in  the  various  systems  are 
related  to  one  another  in  exactly  the  same  way  as  those  of 
current.  The  charge  conveyed  by  a  steady  current  of  one 
ampere  flowing  for  one  second  is  called  a  coulomb.  Hence  a 
charge  e  measured  in  electrostatic  units  =  ejc  in  electromagnetic 
units  =  lOe/c  coulombs,  and  1  coulomb  is  3  x  10^  electrostatic 
units  of  charge. 

(3)  The  electromagnetic  unit  of  potential  and  the  derived  unit 
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(volt).  Like  the  electrostatic  unit,  the  electromagnetic  unit  of 
potential  is  defined  in  such  a  way  that  two  points  are  at  unit 
difEerence  of  potential  when  one  erg  of  work  is  required  to  move 
a  unit  charge  from  one  point  to  the  other.  Let  P,  Q  be  two  points 
whose  potential  difEerence  is  one  electrostatic  unit.  Since  the 
electromagnetic  unit  of  charge  is  c  electrostatic  units,  the  work 
done  in  moving  a  charge  of  one  e.m.  unit  from  P  to  Q  is 
c  ergs,  and  therefore  the  difEerence  of  potential  between  P  and  Q 
is  c  electromagnetic  units.  Hence  the  electrostatic  unit  of 
potential  is  c  electromagnetic  units,  and  a  potential  V  measured 
in  electrostatic  units  =  cF  in  electromagnetic  units. 

The  derived  unit  of  potential  is  taken  as  10^  times  the  absolute 
E.M.  unit,  and  is  called  the  volt.  The  electrostatic  unit  of  potential 
is  thus  c/10^  =  300  volts,  a  fact  it  is  convenient  to  remember.  It 
should  be  noticed  that  if  we  multiply  charge  in  coulombs  by 
potential  difference  in  volts  we  do  not  obtain  work  in  ergs,  but  to 
do  so  we  must  first  convert  to  absolute  e.m.  units  and  then  form 
the  product. 

The  difference  of  potential  between  two  points  is  often  referred 
to  as  the  electromotive  force  (e.m.f.)  between  them ;  a  term  in 
very  general  use,  though  objection  can  be  taken  to  it  on  the 
ground  that  the  word  "force"  is  misleading.  We  shall  use  it 
generally  for  the  difference  of  potential  between  the  terminals 
of  a  cell  or  other  source  of  electricity.  The  potential  differences 
occurring  in  current  electricity  are  usually  small  compared  with 
those  produced  by  electrostatic  means.  It  is  an  easy  matter 
to  charge  up  a  body  by  friction  to  1000  volts  ;  the  e.m.f.  of 
electric  hghting  circuits  is  from  about  100  to  250  volts,  while 
that  of  the  Daniell  cell  is  only  1-09  volts.  There  is,  however,  no 
difficulty  in  measuring  small  potentials  by  electrostatic  means. 
Thus  the  quadrant  electrometer  when  used  heterostatically  gives 
a  deflexion  of  80  scale  divisions  (mm.)  or  more  for  a  potential 
difference  of  one  volt  between  the  quadrants,  when  the  needle 
is  charged  to  50  volts. 

(4)  The  electromagnetic  unit  of  capacity.  Farads  and  micro- 
farads. The  capacity  of  an  isolated  conductor  in  any  system  of 
units  is  the  ratio  of  its  charge  to  its  potential,  potential  being 
defined  so  that  it  vanishes  at  infinity.     Suppose  that  we  have  a 
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conductor  of  capacity  1  E.s.u.   at  a  potential  of  1  e.s.u.     In 

lelectromagnetic  units  its  charge  would  be  1/c  and  its  potential  c, 

so  that  its  capacity  would  be  1/c^.     Hence  the  electromagnetic 

unit  of   capacity  is  (?■  electrostatic  units  =  9  x  10^°  electrostatic 

■  units. 

The  derived  unit  of  capacity  is  called  the  farad,  and  is  the 
capacity  of  a  conductor  which  requires  one  coulomb  to  raise  its 
potential  by  one  volt.  In  practice  we  need  only  consider  the 
capacity  of  condensers,  and  the  above  definition  may  be  restated 
by  saying  that  a  condenser  has  a  capacity  of  one  farad  if,  when 
one  plate  is  earthed,  one  coulomb  given  to  the  other  raises  its 
potential  by  one  volt.  It  is  easy  to  show  as  above  that  the  farad 
is  equal  to  10~*  electromagnetic  units ;  it  is  however  an  incon- 
veniently large  unit,  and  the  microfarad*,  which  is  one- millionth 
part  of  a  farad,  is  used  instead.     We  have 

1  microfarad  =  lO-"-^  e.m.  units  =  900,000  e.s.  units  of  capacity. 

The  microfarad  is  itself  a  large  unit :  thus  an  ordinary  Leyden 
jar  has  a  capacity  of  about  1000  e.s.  units  or  1/900  microfarad. 
Really  small  capacities  are  best  measured  in  electrostatic  units. 

The  relation  of  the  various  units  is  exhibited  in  a  form  suitable 
for  reference  in  the  Appendix,  together  with  a  table  of  notation 
and  other  units  to  be  introduced  hereafter. 

56.     The  magnetic  elfect  of  a  moving  charge.     As  the 

ordinary  electric  current  is  simply  a  passage  of  electric  charge  it 
is  to  be  expected  that  a  charged  conductor  when  moved  should 
affect  a  magnet  in  its  neighbourhood.  Such  an  effect  was  first 
detected  by  Rowland  in  1876  :  the  most  perfect  experiments  from 
a  quantitative  point  of  view  are  those  of  Eichenwald,  which  we 
shall  now  describe. 

A  thin  insulating  disc  A  (Fig.  68)  was  mounted  on  an  axle,  and 
on  it  was  pasted  a  circular  strip  of  tinfoil  BCD  extending  nearly 
round  its  circumference.  One  end  B  of  the  strip  was  permanently 
connected  to  an  insulated  brass  slip  ring  on  the  axle,  and  could 

*  The  prefix  micro-  when  applied  to  the  various  units  kneans  one  millionth 
part.  Other  prefixes  are  milli-,  meaning  one  thousandth  part,  and  in  some  oases 
meg-,  meaning  a  million  times. 
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be  charged  up  by  means  of  a  brush  E  pressing  against  the  slip 
ring.  The  disc  was  surrounded  by  a  fixed  earthed  metallic  case 
F  nearly  enclosing  it,  but  with  an  aperture  which  enabled  the 
end  D  of  the  tinfoil  strip  to  be  earthed  at  will.  The  magnet 
was  suspended  above  the  disc  by  a  torsion  fibre,  and  shielded 


EARTH 


B   D 


Fig.  68 


from  electrostatic  influence.  It  consisted  of  a  glass  rod  G  carrying 
at  each  end  a  short  horizontal  magnet,  the  axes  of  the  two  magnets 
being  turned  in  opposite  directions  so  as  to  neutralise  the  effect 
of  the  earth's  magnetic  field.  The  position  of  the  magnet  was 
read  ofi  by  reflexion  with  a  lamp  and  scale,  using  the  small  mirror 
H  attached  to  the  magnet. 

In  the  direct  experiment  the  disc  was  charged  to  potential 
V  by  means  of  the  brush  and  rotated  n  times  per  second,  and  the 
small  deflexion  d  read.  The  passage  of  the  charge  CV  n  times 
per  second  is  equivalent  to  a  current  of  nCY  electrostatic  units. 
Hence  we  should  have  nCV  =  Jed,  where  ifc  is  a  certain  constant. 
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The  constancy  of  nCV/6  in  Eichenwald's  experiments  is  shown 
in  the  following  table  : 


n 

C 

1 

V 

j 

e 

nCV/e 

77 

390 

'    1875 

5-8 

•97  X  10« 

77 

50-9 

3750 

141 

1-04 

77 

50-9 

5000 

19-2 

102 

15 

45-8 

6250 

4-1 

1-05 

30 

45-5 

'■        6250 

8-6 

•99 

77 

45-5 

6250 

21-4 

1-02 

150 

50-2 

6250 

45-5 

103 

The  end  D  was  next  put  to  earth  and  a  current  of  i  electro- 
magnetic units  passed  through  the  strip  from  a  battery,  the  disc 
remaining  at  rest.  This  current  is  equivalent  to  ic  electrostatic 
units,  where  c  is  the  ratio  of  the  units.  Hence  we  should  have 
ic  =  hj),  where  cf)  is  the  deflexion  produced.  The  value  of  k  is 
known  from  the  preceding  experiments,  and  thus  c  can  be  found. 
Eichenwald  found  values  ranging  from  2-86  x  10^°  to  3-16  x  lO^", 
mean  3-01  x  lO^".  This  agrees  very  well  with  the  accepted' 
value  3  x  10^"  (Art.  140),  and  thus  the  results  are  entirely  con- 
clusive as  to  the  magnetic  effect  of  moving  charges. 

57.  Electrolysis.  The  currents  considered  so  far  have 
moved  along  metals,  or  been  carried  along  by  their  motion  as 
in  the  experiments  of  Eichenwald  just  mentioned.  The  passage 
of  electricity  through  conducting  liquids  is  somewhat  different,  in 
that  chemical  action  is  involved.  This  phenomenon  is  known  by 
the  name  of  electrolysis,  and  liquids  that  conduct  in  this  way  are 
called  electrolytes.  The  current  is  conveyed  to  and  removed  from 
the  liquid  by  wires  or  plates  dipping  into  it  and  called  electrodes, 
the  one  at  higher  potential  being  called  the  anode  and  the  one 
at  lower  potential  the  cathode.  The  whole  apparatus  is  called  a 
voltameter.  Pure  water  is  a  bad  conductor,  the  best  electrolytes 
being  acids  and  salt  solutions. 

When  the  current  passes  constituents  of  the  acid  or  salt  appear 
at  the  electrodes,  where  they  are  set  free  in  some  cases.  In  other 
cases  secondary  actions  take  place  depending  on  the  material  of 
the  electrode.     The  following  are  two  typical  instances. 

p.  E.  8 
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(1)  A  and  B  (Fig.  69)  represent  two  platinum  electrodes  joined 
to  a  battery  or  other  source  of  potential  and  dipping  into  pure 
hydrochloric  acid.     A  current  passes 

and  bubbles  of  hydrogen  appear  at 
the  cathode  B,  chlorine  at  the  anode  f        :       || 

A.  These  bubbles  rise  and  are  set 
free,  and  it  is  found  that  the  volumes 
of  hydrogen  and  chlorine,  if  col- 
lected separately,  are  equal.  Here 
the  sole  chemical  action  is  the 
liberation  of  the  constituents  of 
the  acid. 

(2)  A  slightly  more  complicated 
case  occurs  when  A  and  B  are  -^'S-  ^^ 
copper  plates  dipping  into  a  solu- 
tion of  copper  sulphate.  As  a  result  of  the  passage  of  the 
current  copper  reaches  the  cathode  and  is  deposited  there,  while 
the  radicle  SO4  reaches  the  anode  and  combines  with  it  to  form 
copper  sulphate,  which  enters  the  solution.  The  final  effect  is 
that  one  electrode  gains  copper  and  the  other  loses  it,  the  solu- 
tion remaining  unaltered. 

The  quantitative  laws  governing  these  actions  were  first 
enunciated  by  Faraday  in  1833.     They  are 

(1)  For  any  given  substance  the  amount  set  free  at  an 
electrode  is  proportional  to  the  quantity  of  electricity  which 
passes,  regardless  of  the  time  taken  to  do  so. 

(2)  The  amount  of  a  substance  which  is  set  free  by  a  given 
quantity  of  electricity  is  proportional  to  its  chemical  equivalent 
weight.  By  chemical  equivalent  weight  is  meant  the  atomic  or 
molecular  weight  divided  by  the  valency. 

We  can  easily  verify  Faraday's  first  law  by  means  of  three 
voltameters  containing  the  same  electrodes  and  electrolyte.  If 
the  current  after  passing  through  the  first  voltameter  divides, 
part  passing  through  the  second  voltameter  and  the  rest  through 
the  third,  the  amount  set  free  altogether  from  the  second  and 
third  voltameters  is  the  same  as  that  set  free  from  the  first. 
Similarly  if  any  number  of  voltameters  are  arranged  in  series  so 
that  the  same  current  flows  through  each,  the  amounts  of  the 
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various  substances  liberated  are  easily  ascertained,  and  Faraday's 
second  law  can  be  verified  with  fair  accuracy  (cf.  Art.  163). 

For  our  present  purpose  the  first  law  is  of  importance  because 
if  the  amount  of  a  substance  liberated  by  one  coulomb  has  once 
been  measured,  we  can  apply  this  knowledge  to  determine  how 
many  coulombs  have  passed  in  a  circuit  in  a  given  time,  and  thus 
to  measure  currents.  For  theoretical  purposes  currents  are 
defined  by  their  magnetic  effects,  as  already  explained,  and  it 
is  probable  that  the  triie  ampere  will  always  be  defined  in  this 
way.  But  the  experiments  necessary  to  determine  a  current 
accurately  in  absolute  measure  are  elaborate  and  difficult,  while 
great  accuracy  can  easily  be  obtained  by  electrolysis.  It  is 
therefore  better  to  take  the  results  of  certain  standard  experiments 
and  re-define  the  ampere  for  practical  purposes  by  its  electrolytic 
efiect.  At  an  international  conference  held  at  London  in  1908 
the  international  ampere  was  defined  as  the  unvarying  current 
which,  when  passed  through  a  solution  of  nitrate  of  silver  in  water, 
in  accordance  with  an  authorised  specification,  deposits  silver  at 
the  rate  of  1-11800  milligrams  per  second. 

A  good  form  of  silver  voltameter  for  determining  the  amount 
of  silver  deposited  by  the  passage  of  one  coulomb,  or  the  electro- 
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Fig.  70 


chemical  equivalent  of  silver  as  it  is  called,  is  shown  in  Fig.  70. 
The  cathode  is  a  platinum  bowl  PB  which  also  serves  to  hold  the 
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silver  nitrate,  a  suitable  strength  for  the  solution  being  15  per 
cent.  The  anode  is  a  silver  disc  SA,  which  is  covered  with  filter 
paper  in  order  to  prevent  any  particles  which  may  become  detached 
from  the  anode  from  falling  into  the  bowl.  The  current  enters  and 
leaves  at  T,  T,  and  after  a  known  current  has  passed  for  a  known 
time  the  amount  of  silver  deposited  on  the  bowl  is  determined. 

Perhaps  the  most  rehable  of  the  many  experiments  that  have 
been  made  on  the  electro-chemical  equivalent  of  silver  are  those 
performed  by  T.  Mather  and  F.  E.  Smith  in  1906-7.  The 
current  was  measured  with  a  very  accurate  "current  weigher" 
designed  by  W.  B.  Ayrton  and  J.  V.  Jones  (see  Art.  88), 
and  great  attention  was  paid  to  the  purity  of  the  electrolyte. 
The  electro-chemical  equivalent  of  silver  was  found  to  be  1-11827 
milligrams  per  coulomb,  estimated  correct  to  about  one  part  in 
50,000.  Incidentally,  Faraday's  first  law  was  subjected  to  a 
very  searching  test,  for  it  was  found  that  the  same  number  was 
obtained,  within  the  limits  of  experimental  error,  for  several  forms 
of  voltameter  and  for  currents  differing  in  the  ratio  of  16  to  1, 
while  the  concentration  of  the  solution  could  vary  from  1-5  to 
50  parts  of  silver  nitrate  per  100  parts  of  solution  without  affecting 
the  value  appreciably.  There  seems  httle  doubt  that  the  inter- 
national ampere  is  too  small  by  about  1  part  in  4000,  but  this  is 
not  enough  to  cause  trouble  in  any  ordinary  laboratory  experiments. 

Currents  produced  by  purely  electrostatic  methods  can  also 
be  shown  to  cause  electrolysis.  For  this  purpose  a  small  volta- 
meter with  electrodes  of  fine  platinum  wire  is  suitable,  and  we 
require  a  rather  powerful  influence  machine.  It  is  advisable  to 
keep  a  large  condenser  connected  across  the  terminals  of  the 
machine  during  the  experiment.  A  sensitive  tangent  galvano- 
meter included  in  the  circuit  will  also  be  deflected,  showing  that 
currents  taken  from  an  influence  machine  produce  magnetic  effects. 
In  fact,  the  experimental  evidence  for  the  identity  of  the  voltaic 
current  with  a  flow  of  ordinary  electricity  is  overwhelming. 

58.  Polarisation.  Cells  and  accumulators.  When  a 
circuit  containing  a  voltameter  is  closed  a  comparatively  large 
current  may  flow  at  first,  but  it  will  diminish  to  a  steady  value 
in  time.     This  may  be  shown  to  be  due  to  the  formation  of  an 
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E.M.P.  between  the  electrodes  tending  to  oppose  the  applied  e.m.f., 
for  if  the  voltameter  is  taken  out  of  circuit  and  the  electrodes 
joined  to  the  terminals  of  an  electrometer  a  deflexion  occurs  which 
remains  steady,  under  favourable  conditions,  for  some  time.  The 
voltameter  itself  will  now  act  like  a  cell,  and  if  the  cell  in  Fig.  69 
is  replaced  by  a  galvanometer  a  current  will  flow  in  a  direction 
opposite  to  that  of  the  original  current.  The  voltameter  is  then 
said  to  be  polarised.  The  effect  disappears  more  or  less  rapidly 
when  the  electrodes  are  joined  by  a  thick  wire,  or  short-circuited 
as  it  is  called.  Polarisation  is  due  to  some  change  in  the  surface 
of  one  or  both  electrodes  caused  by  the  passage  of  the  current :  thus 
it  does  not  occur  in  the  electrolysis  of  copper  sulphate  with  copper 
electrodes,  where  the  anode  loses  copper  and  the  cathode  gains 
it,  without  either  electrode  undergoing  any  change  of  composition. 

When  a  voltaic  cell  is  closed  through  an  external  circuit  the 
current  which  circulates  has  an  electrolytic  effect  inside  the  cell, 
and  the  polarisation  of  cells  is  of  the  same  nature  as  that  now 
described.  The  current  in  the  interior  of  a  cell  flows  from  the 
negative  to  the  positive  pole  ;  for  example  in  the  Daniell  cell  from 
the  zinc  to  the  copper.  The  effect  on  the  electrodes  is  that  copper 
is  deposited  on  the  positive  pole  and  zinc  dissolves  into  the  zinc 
sulphate,  so  that  the  surfaces  dipping 
into  the  liquids  are  not  altered,  at  any 
rate  for  some  time. 

The  Leclanche  cell  (Fig.  71)  is  con- 
venient if  weak  currents  are  required 
at  irregular  intervals,  as  it  requires  very 
little  attention  and  keeps  well.  The 
positive  pole  is  a  stout  rod  of  hard  gas- 
carbon  closely  packed  witt  manganese 
dioxide  and  contained  in  a  porous  pot. 
Outside  the  pot  is  a  saturated  solution 
of  ammonium  chloride,  in  which  dips 
a  zinc  rod  forming  the  negative  pole. 
When  a  current  passes  the  layer  of 
hydrogen  which  tends  to  form  on  the 
positive  pole  is  removed  by  the  oxidising 
action  of  the  manganese  dioxide,  but  as  Fig,  71 
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this  takes  place  slowly  there  is  considerable  polarisation  for  large 
currents.  The  e.m.f.  on  open  circuit  is  about  1-4  volts,  falling 
rapidly  on  the  passage  of  a  current  and  recovering  when  left  to 
itself. 

In  the  bichromate  cell,  which  also  has  zinc  and  carbon  poles, 
the  electrolyte  is  a  mixture  of  dilute  sulphuric  acid  and  potassium 
bichromate  solution.  The  latter  depolarises  rapidly  by  oxidation, 
but  the  zinc  pole  is  corroded  even  on  open  circuit.  The  e.m.f. 
is  about  2-1  volts. 

In  many  cases  the  effect  of  passing  a  current  through  a  volta- 
meter is  reversible ;  that  is,  the  chemical  changes  accompanying 
polarisation  are  reversed  when  the  voltameter  is  removed  from 
the  circuit  and  its  electrodes  joined  by  a  wire.  Such  a  voltameter 
acts  like  a  cell  which  has  to  be  made  (or  charged,  as  it  is  called), 
and  the  energy  expended  in  charging  is  stored  up  in  the  form  of 
chemical  energy  which  can  be  partially  recovered  on  discharge. 
Thus  the  voltameter  can  be  used  to  store  electrical  energy :  this 
is  the  principle  of  the  accumulator  or  storage  cell,  which  is  by  far 
the  most  useful  source  of  electricity  for  ordinary  laboratory  work. 

The  simplest  form  of  accumulator,  invented  by  Plants  about 
1879,  consists  of  two  lead  plates  immersed  in  dilute  sulphuric 
acid  and  charged  up  for  some  time.  The  normal  e.m.f.  of  the 
lead  accumulator  is  from  2  to  2-1  volts,  and  it  is  not  advisable 
to  use  it  when  the  e.m.f.  falls  much  below  2  volts.  The 
amount  of  current  obtainable  depends  very  much  on  the  size  of 
the  plates  and  the  treatment  they  have  received.  The  following 
simple  experiment  shows  the  behaviour  of  a  very  small  cell  whose 
plates  were  10  sq.  cm.  in  area.  It  was  charged  with  a  current 
of  2  amperes  flowing  for  5  minutes,  and  the  e.m.f.  was  2-2  volts 
at  first,  falling  rapidly  to  2-1  volts  and  then  remaining  steady. 
On  short-circuiting  for  one  minute  the  e.m.f.  fell  to  1  volt,  but 
recovered  to  1-5  volts  in  one  minute  more.  Further  short- 
circuiting  reduced  the  e.m.f.  still  more. 

Accumulators  are  made  up  in  various  forms  giving  e.m.f.'s 
from  2  volts  upwards  for  laboratory  purposes  (Art.  168).  A  battery 
of  small  accumulators  in  series  is  a  convenient  source  of  high 
potential  when  but  little  current  is  required.  Fig.  72  shows  a 
battery  of  10  cells  pelding  about  20  volts.     Batteries  of  small 
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Kg.  72 

Leclanche  cells  giving  about  50  volts  are  also  used  for  charging 
up  the  needles  of  electrometers. 

59.  Standard  cells.  It  is  very  desirable  to  have  a  concrete 
realisation  of  potential  difJerence  in  the  shape  of  cells  whose  e.m.f. 
can  be  relied  on  to  remain  constant  as  long  as  the  temperature 
remains  the  same.  The  Daniell  cell  satisfies  this  condition  fairly 
well ;  but  the  Weston  and  Clark  cells,  which  we  shall  now  describe, 
are  even  more  suitable,  and  the  former  is  now  almost  universally 
used  as  a  standard. 

The  Weston  normal  cell  (Fig.  73)  is  very  reliable  when  properly 
set  up.  The  e.m.f. 's  of  well  made  cells  differ  by  only  one  or  two 
parts  in  100,000,  and  remain  constant  for  years.     Cells  which  are 
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Fig.  73 
accurate  to  about  one  part  in  a  thousand  may  be  constructed 
as  follows. 
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(1)  The  vessel.  The  cell  is  prepared  in  an  H-shaped  glass 
vessel  in  which  are  fused  two  fine  platinum  wires.  Rinse  the 
vessel  with  dilute  nitric  acid  and  then  with  distilled  water. 

(2)  Preparation  of  the  saturated  solution  of  cadmium  sulphate. 
Take  about  10  c.c.  of  commercially  pure  cadmium  sulphate 
crystals  and  add  25  c.c.  of  distilled  water.  Prepare  a  saturated 
solution  of  cadmium  sulphate  by  rubbing  the  ingredients  together 
in  a  mortar  for  10  minutes. 

(3)  Preparation  of  the  mercurous  sulphate  paste.  Take  about 
5  c.c.  of  commercially  pure  mercurous  sulphate,  add  a  little 
mercury  and  rinse  it  in  a  beaker  with  a  little  dilute  sulphuric 
acid  (1  part  of  acid  to  6  parts  of  water  by  volume),  afterwards 
rinsing  twice  with  distilled  water  and  once  with  a  little  of  the 
cadmium  sulphate  solution  for  some  time.  Then  pour  off  the 
solution. 

Grind  1  c.c.  of  cadmium  sulphate  to  a  fine  powder  in  a  mortar 
together  with  2  c.c.  of  the  mercurous  sulphate  just  prepared  and 
^  c.c.  of  pure  mercury.  Add  calcium  sulphate  solution  if  necessary 
till  the  whole  forms  a  thin  paste. 

(4)  Preparation  of  the  amalgam.  Weigh  out  about  6  gm. 
of  commercially  pure  cadmium,  and  to  each  gram  take  |  c.c.  of 
pure  mercury.  Heat  the  mixture  to  about  60°  C.  in  a  beaker 
over  a  water  bath,  and  while  still  warm  rinse  with  dilute  sulphuric 
acid  and  then  with  distilled  water. 

(5)  Filling  the  cell.  Pour  enough  of  the  warm  amalgam  to 
cover  the  platinum  wire  into  one  limb  of  the  H-vessel  with  a  warmed 
pipette,  and  let  it  solidify.  Into  the  other  limb  pour  mercury 
to  cover  the  platinum  wire,  and  over  it  a  layer  of  the  mercurous 
sulphate  paste  about  1  cm.  deep,  using  a  pipette  so  that  none 
of  the  paste  adheres  to  the  sides  of  the  tube.  Add  the  saturated 
solution  of  cadmium  sulphate  up  to  the  level  of  the  cross  tube, 
and  afterwards  put  some  crystals  of  cadmium  sulphate  into  each 
arm.  The  corks,  previously  soaked  in  distilled  water,  can  now  be 
inserted  and  the  cell  sealed. 

The  Clark  cell  is  practically  the  same  as  the  Weston  cell,  but 
with  zinc  everywhere  substituted  for  cadmium.  It  has  been 
extensively  used  in  the  past,  but  is  now  almost  universally  replaced 
by  the  Weston  cell,  on  account  of  the  much  smaller  variation  of 
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the  E.M.F.  of  the  latter  with  temperature.  Both  cells  show  great 
recuperative  power  after  being  short-circuited.  Thus  a  Weston 
cell  short-circuited  for  one  minute  was  found  by  F.  E.  Smith 
to  have  recovered  its  e.m.f.  within  one  part  in  10,000  one 
minute  afterwards.  Short-circuiting  for  five  days  affects  the  cell 
seriously  for  some  days,  but  it  recovers  completely  in  six  weeks. 
As  actually  used,  standard  cells  are  not  called  on  to  yield  any 
but  very  small  currents  for  short  spaces  of  time. 


E.M.F.  of  Weston  and  Clark  cells  (volts). 

Temp. 

Weston 

Clark 

Temp. 

Weston 

Clark 

Temp. 

Weston 

aark 

10 

10186 

1-4386 

17 

1-0184 

1-4304 

24 

1-0181 

1-4215 

11 

1-0186 

1-4374 

18 

1-0184 

1-4291 

25 

10181 

1-4202 

12 

1-0186 

1-4363 

19 

10183 

1-4279 

26 

1-0180 

1-4188 

13 

1-0185 

1-4351 

20 

1-0183 

1-4267 

27 

1-0180 

1-4175 

14 

1-0185 

1-4340 

21 

1-0183 

1-4254 

28 

1-0180 

1-4161 

15 

10185 

1-4328 

22 

1-0182 

1-4241 

29 

1-0179 

1-4147 

16 

1-0184 

1-4316 

23 

1-0182 

1-4228 

30 

1-0179 

1-4134 

For  most  purposes  the  e.m.f.  of  the  Weston  cell  may  be  taken 
as  1-018  at  all  ordinary  temperatures.  The  measurement  of 
E.M.F.  in  absolute  measure  depends  on  principles  not  yet  developed, 
so  that  we  are  not  yet  in  a  position  to  explain  how  the  numbers 
in  the  table  have  been  arrived  at  (cf.  Art.  139). 

60.  Ohm's  law.  We  shall  now  consider  more  closely  the 
relation  between  the  current  and  the  e.m.f.  in  a  circuit.  The 
first  step  is  to  satisfy  ourselves  experimentally  that  the  deflexion 
of  a  quadrant  electrometer  as  ordinarily  used,  that  is  the  difference 
between  the  actual  reading  on  the  scale  and  the  reading  when  the 
quadrants  are  at  the  same  potential,  is  proportional  to  the  difference 
of  potential  between  the  quadrants.  This  can  be  done  by  making 
use  of  the  fact  that  batteries  keep  up  a  constant  difference  of 
potential  on  open  circuit.  Let  two  different  cells  when  applied 
separately  to  the  terminals  of  an  electrometer  give  deflexions 
^1  and  62 ;  then  if  the  two  in  series  give  a  deflexion.  9^  +  Q^.  the 
law  of  proportionality  will  hold.  Testing  an  ordinary  electrometer 
in  this  way  with  various  cells  we  find  that  the  readings  may  be 
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relied  on  to  about  one  part  in  200,  provided  that  we  take  the 
mean  of  the  deflexions  with  the  cells  joined  in  opposite  ways 
to  the  quadrants.  The  direct  (one-sided)  readings  are  not  so 
reliable,  giving  about  1  per  cent,  discrepancy. 

Having  now  means  for  measuring  current  strength  such  as  a 
tangent  galvanometer,  and  having  also  the  quadrant  electrometer 
to  give  the  difference  of  potential  between  any  two  points,  it  is 
possible  to  examine  the  way  in  which  the  current  set  up  in 
a  conducting  wire  depends  on  the  potential  dijBerence  between 
its  two  ends. 

The  principles  involved  in  the  passage  of  currents  through 
conductors  were  not  clearly  grasped  in  the  early  days  of  electrical 
science.  By  1827,  however,  6.  S.  Ohm  had  perceived  that  the 
ideas  of  current  and  electrical  pressure,  previously  confused, 
were  distinct  though  mutually  dependent,  and  enunciated  the 
law  bearing  his  name.  The  idea  of  potential  was  not  yet  com- 
pletely specified,  so  that  the  form  in  which  Ohm's  law  was  given 
differed  somewhat  from  the  form  in  which  it  can  now  be  stated, 
which  is  as  follows :  li  A,  B  are  two  points  on  a  wire  at  constant 
temperature,  the  difference  of  potential  between  A  and  B  is 
proportional  to  the  current,  other  things  being  equal. 

The  wire  AB  to  be  tested  is  prolonged,  and  connexion  made 
with  a  moveable  contact  to  a  cell  and  a  tangent  galvanometer. 
The  ends  of  the  wire  are  joined  to  the  quadrants  of  an  electrometer. 


Fig.  74 


it   being   understood   that   both  instruments  are  provided  with 
reversing  keys.     By  moving  this  contact  about  we  can  get  various . 
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currents  in  AB  and  observe  also  the  corresponding  differences 
of  potential  between  the  ends  of  the  wire.  The  following  is  the 
result  of  an  actual  experiment : 


Deflexion  S  of 

tangent 
galvanometer 

Deflexion  E  of 
electrometer  in 
arbitrary  imits 

E 
tan  9 

15°  30' 
23°  12' 
33° 
43° 
50°  6' 

24-0 
37-8 
56-6 
78-3 
1050 

86-8 
88-2 
87-4 
87-0 
87-8 

The  figures  in  the  last  column  show  no  systematic  variation, 
and  therefore  give  a  sufficient  verification  of  Ohm's  law. 

A  much  more  accurate  verification  can  be  made  by  indirect 
methods,  that  is  by  assuming  the  law  and  testing  the  deductions 
from  it.  Chrystal  showed  in  1876  that  a  deviation  from  Ohm's 
law  of  one  part  in  ten  million  could  have  been  easily  detected  if 
it  had  existed. 

If  the  above  experiment  is  repeated  with  a  wire  of  different 
material,  or  of  different  length  or  cross-section,  the  ratio  of  the 
difference  of  potential  to  the  current,  i.e.  V/i,  will  still  be  a  con- 
stant though  the  constants  will  be  different  in  each  case.  Thus 
the  final  result  is  reached  that  the  magnitude  z  of  a  current 
fiowing  between  two  points  differing  in  potential  by  7  is  given 
by  V/i  =  R,  where  i2  is  a  constant  depending  upon  the  nature, 
length,  and  cross-section  of  the  wire.  This  constant  R  is  called 
the  resistance  of  the  wire ;  it  also  depends  upon  the  temperature. 
But  it  is  independent  of  both  V  and  i  except  in  so  far  as  the 
current  may  cause  a  change  in  the  temperature  of  the  wire. 

The  derived  electromagnetic  unit  of  resistance  is  called  the 
ohm,  and  a  wire  is  said  to  have  a  resistance  of  1  ohm  if  a  current 
of  1  ampere  flows  when  the  difference  of  potential  between  its 
ends  is  1  volt.  The  ampere  being  -^  of  the  absolute  unit  and  the 
volt  10*  absolute  units,  it  follows  that  the  equation  i  =  VjR  can 
be  used  unaltered  in  the  absolute  system  if  we  take  as  the  absolute 
unit  of  resistance  10-'  ohms.  Large  resistances  are  conveniently 
measured  in  megohms,  a  megohm  being  a  million  ohms. 
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Instances  of  resistances  that  may  be  mentioned  are  that  of  a 
32  candle-power  metallic  filament  lamp  for  a  100  volt  circuit, 
which  gives  300  ohms  when  hot ;  the  resistance  of  a  small  electric 
bell  is  3  or  4  ohms.  Ordinary  flexible  copper  wire,  used  in  houses 
for  electric  light  connexions,  has  a  resistance  of  about  1  ohm  per 
40  metres,  and  that  of  solid  copper  wire  of  1  mm.  diameter  is 
much  the  same. 

It  will  appear  later  that  electrolytes  have  real  resistances, 
and  that  the  same  is  true  of  the  interior  of  a  voltaic  cell.  The 
internal  resistance  of  certain  cells,  for  example  accumulators,  is 
low  and  is  usually  negligible  in  laboratory  experiments  with 
several  hundred  ohms  in  circuit.  The  behaviour  of  electrolytes 
is  however  not  simple;  Ohm's  law  is  not  satisfied  in  the  sense 
of  the  current  being  proportional  to  the  applied  potential,  but  only 
when  the  disturbing  effects  of  polarisation  are  eliminated.  The 
conduction  of  electricity  through  gases  affords  a  striking  instance 
of  deviation  from  Ohm's  law  (cf.  Ch.  xii),  and  another  example 
is  given  by  certain  crystalline  substances  used  in  wireless  telegraphy 
(Art.  179). 

61.  Resistances  in  series  and  parallel.  Two  resistances 
AB,  BC  having  the  end  B  of  the  first  joined  to  the  end  B  of 
the  second  are  said  to  be  in  series,  and  if  A  and  C  are  joined  to 

R  R 

-Ma/ww-Maawv-^ 


Fig.  75 

a  battery  the  current  flows  first  through  AB  and  then  through 
BC.  Let  R^  and  R^  be  the  resistances  of  the  two  coils,  V-^,  V^ 
and  F3  the  potentials  of  A,  B,  C  respectively  when  a  current 
is  passing,  and  i  the  current.  Then  applying  Ohm's  law  to  the 
part  AB  we  have  V^-  ¥2  =  Rji.  Similarly  Fg  —  F3  =  R^i,  and  on 
addition  we  have  Fj  —  F3  =  (R^  +  R^  i.  But  now  if  the  whole 
coil  acts  Hke  one  of  resistance  R  we  shall  have  F^  —  F3  =  Ri  by 
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Ohm's  law.  Hence  R  =  Ri  +  iJj-  Thus  the  resistance  equivalent 
to  two  coils  in  series  is  obtained  by  adding  the  separate  resistances, 
and  so  for  any  number. 

Since  a  uniform  wire  of  length  I  centimetres  may  be  regarded 
as  I  pieces  1  cm.  long  in  series,  it  follows  that  its  resistance  is 
proportional,  caeteris  paribus,  to  its  length  I. 

Two  resistances  joined  up  as  in  Fig.  76  are  said  to  be  in 

W 


Fig.  76 

parallel.  The  current  i  flowing  from  the  battery  divides  at  A, 
part  t]  going  through  R-^  and  the  rest  i^  through  iJg.  Since 
there  is  no  accumulation  of  electricity  at  any  point  of  the  wire 
i  =  ii  +  12-  If  Fi,  F2  are  the  potentials  of  ^  and  B  respectively, 
Ohm's  law  applied  to  the  resistance  R^  gives  Fj  —  Fj  =  Ri  ii ,  and 


similarly    F^  —  Fj  =  R^ 


Hence 


(Vi 


1^ 
R.. 


But    i—  ( Fi  —  y^jR,  where  R  is   the   equivalent  resistance   of 
the  branched  circuit.     Thus 


or 


R 
R 


i?i      R2 
RiRz 


.(2). 


R-^  +  R2 

It  should  be  noticed  that  the  equivalent  resistance  is  less  than 

either  of  the  separate  resistances  R^,  Ri-     It  is  often  necessary  to 

calcidate  the  fraction  of  the  main  current  i  which  passes  through 

each  branch,  and  it  is  obvious  from  the  above  that  R^i^^  =  R^i^, 

i.e.  the  current  divides  in  the  inverse  ratio  of  the  resistances. 

R  i  R  i 

The  current  through  R^  is  „    ^  p  and  that  through  R^  is  „    ,^  „  . 
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If  there  are  any  number  of  resistances  in  parallel  we  easily 
find  instead  of  (2)  the  formula 

XI      Ri      R2      R3 

Although  we  cannot  go  inside  a  wire  to  see  how  the  current 
is  located  in  the  interior,  there  is  good  reason  to  believe  that  steady 
currents  are  uniformly  distributed  across  the  cross-section  ;  thus 
in  electrolysis  of  copper  sulphate  the  film  of  copper  deposited  on 
the  cathode  is  appreciably  uniform.  Now  suppose  that  a  certain 
length  of  a  wire,  the  area  of  whose  cross-section  is  a,  has  resistance 
jR.  Then  a  wire  of  the  same  length  and  of  cross-section  na  behaves 
like  n  of  the  preceding  wires  in  parallel,  and  from  (3)  has  a  resistance 
R/n,  so  that  the  resistance  varies  inversely  as  the  sectional  area. 
Hence,  to  sum  up,  the  resistance  of  a  uniform  wire  is  proportional 
to  its  length  and  inversely  proportional  to  its  sectional  area, 
provided  that  the  temperature  remains  constant.  Thus  the 
resistance  is  given  by  .R  =  kl/a,  where  I  is  the  length  and  a  the 
area  of  the  cross-section,  and  A  is  a  constant. 

The  constant  A;  at  a  given  temperature  is  a  characteristic  of 
the  metal ;  it  is  called  its  specific  resistance  and  is  the  resist- 
ance of  a  cube  of  metal  of  side  1  cm.  for  currents  normal  to 
one  face. 

The  best  conductors  are  those  whose  resistances  are  lowest 
when  drawn  into  a  wire  of  given  size,  that  is,  those  for  which  k 
is  least.  The  quantity  1/k,  which  is  a  measure  of  the  conducting 
power  of  the  material,  is  called  the  conductivity  and  denoted  by  a. 
In  speaking  of  the  specific  resistance  and  conductivity  of  substances 
we  are  dealing  with  their  intrinsic  properties  independent  of  the 
dimensions  of  the  wires  into  which  they  are  drawn,  and  these 
are  the  appropriate  quantities  in  terms  of  which  the  effect  of 
influences  such  as  temperature  should  be  expressed.  This  we 
proceed  to  do  in  the  next  article. 

62.  Variation  of  resistance  with  temperature.  Fig.  77 
shows  the  variation  of  the  specific  resistance  of  certain  metals 
with  temperature,  taken  from  the  results  of  the  best  modern 
experiments  (Dewar  and  Fleming,  Jaeger  and  Diesselhorst, 
Lees,  Kamerlingh  Onnes   and  Clay).      The    metals    were   in  all 


IV] 


ELECTRIC    CtTBRENTS 


127 


cases  carefully  purified,  but  discrepancies  always  arise  which  can- 
not be  explained  as  errors  of  experiment,  being  due  to  differences 
in  the  physical  state  of  the  metals  used.  Thus  the  resistance 
of  a  metal  is  increased  by  cold-drawing  and  diminished  by 
annealing.  Impurities  generally  cause  a  rise  in  the  resistance, 
gold  and  platinum  being  very  sensitive  in '  this  respect.  The 
case  of  gold  is  particularly  interesting  as  it  has  been  carefully 
I4r 
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Fig.  77 

studied  down  to  very  low  temperatures  (10°  abs.).  There  is  reason 
to  believe  that  pure  metals  have  very  low  resistances  near  the 
absolute  zero,  but  for  higher  temperatures  (100°  to  500°  abs.)  the 
resistance  in  many  cases  is  nearly  proportional  to  the  absolute 
temperature. 

The  temperature  coefficient,  or  fractional  rise  of  resistance  per 
degree  centigrade,  affords  a  means  of  judging  the  behaviour  of 
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a  metal  over  a  small  range  of  temperature.  In  the  following 
approximate  table  the  numbers  in  the  last  column  are  the  mean 
temperature  coefficients  between  0°  C.  and  100°  C. 


Metal 

Specific  resistance 
at  18° C. 

Conductivity 
at  18°  C. 

Temperature 
coefficient  of 

(ohms  per  cm.  cube) 

resistance 

Silver           

1-65  X  10-6 

6-06     X  105 

•00400 

Copper  (drawn)      ... 

1-78  X  10-« 

5-62     X  105 

•00428 

Gold             

2-4    X  10-8 

4-2      X  105 

•0038 

Aluminium 

30    X  10-« 

3-3      X  105 

•0038 

Zinc 

6-1    X  10-« 

1-6       X  105 

•0037 

Platinum 

M6  X  10-5 

8-62    X  10* 

•00367 

Nickel          

1-2    X  10-5 

8-3      X  10* 

•0062 

Iron 

1-4    X  10-° 

7-1      X  10* 

•0062 

Lead             

21    X  10-5 

4-8      X  10* 

■0043 

Mercury       

9-41  X  10-5 

1-062  X  10* 

•0009 

Bismuth      

1-2    X  10-* 

8-3      X  103 

■0042 

Specific  resistances  are  reduced  to  absolute  electromagnetic 
units  by  multiplying  by  10',  conductivities  by  dividing  by  10' 

The  curves  for  brass  and  manganin  (Fig.  77)  illustrate  the 
behaviour  of  alloys,  the  temperature  coefficient  of  which  is 
generally  smaller  than  for  pure  metals.  Manganin  (84  %  copper, 
12  %  manganese,  4  %  nickel)  has  a  very  small  temperature 
coefficient  (about  'OOOOl)  and  is  almost  universally  used  for 
laboratory  and  standard  resistances  as  the  correction  for  change 
of  temperature  is  usually  negligible.  German  silver  (temp, 
coeff.  about  -0004)  is  useful  if  great  constancy  is  not  essential. 

The  specific  resistances  of  indifierent  conductors  are  given  in 
the  following  table,  but  the  numbers  are  only  approximate, 
and  for  the  best  insulators  include  to  some  extent  the  effects  of 
surface-leakage. 

Substance  Specific  resistance 


Graphite 

10  %    solution    of    sodium 

•003 

chloride  ... 

8 

Tap  water 

1500 

Ordinary  distilled  water     ... 
Pure  water     ... 

1-5  X  105 
2-5  X  108 

Paraffin  wax,  quartz,  ebonite, 
sulphur 

Of  the  or 
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It  appears  from  these  numbers  that  the  criterion  of  good 
insulation  is  much  less  stringent  in  current  electricity  than  in 
electrostatic  work.  All  that  is  required  for  experiments  in  current 
electricity  is  that  practically  all  the  current  in  a  circuit  shall 
be  carried  by  the  metallic  wire  and  that  none  leaks  away  through 
the  insulating  sheath.  Now  if  we  have  a  copper  wire  and  a 
"wire"  of  ebonite  of  the  same  size  in  parallel,  the  current  divides 
in  the  ratio  of  the  specific  resistances  (Art.  61) ;  that  is,  in  the 
ratio  10^^  to  unity.  Even  if  the  available  cross-section  of  ebonite 
was  a  billion  times  that  of  the  copper  no  appreciable  part  of  the 
current  would  be  carried  by  the  insulator.  It  is  thus  not  surprising 
that  substances  like  wood  and  oil  can  safely  be  regarded  as  insu- 
lators for  these  purposes. 

The  resistance  of  selenium  is  very  much  reduced  when  light 
falls  on  it.  This  fact  has  been  applied  to  the  telegraphic  trans- 
mission of  pictures. 

63.  Rheostats  and  other  resistances.  The  sliding  rheo- 
stat (Fig.  78)  is  a  convenient  laboratory  instrument  for  adjusting 


Fig.  78 

the  current  in  a  circuit.  It  consists  of  a  long  coil  of  German 
silver  wire  wound  in  grooves  on  a  slate  cylinder,  with  its  ends 
connected  to  two  screw  terminals.  A  third  terminal  is  connected 
with  a  slider  by  means  of  which  more  or  less  of  the  coil  may  be 
inserted  between  it  and  either  of  the  other  terminals,  and  the 
adjustment  of  resistance  is  practically  continuous.  Fig.  79  shows 
a  form  of  rheostat  for  high  currents  of  the  order  of  10  amperes. 
Here  one  terminal  is  joined  to  one  end  of  a  continuous  coil  of  thick 
wire  interrupted  at  intervals  by  heavy  brass  studs,  and  the  other 
terminal  (not  visible)  is  joined  inside  to  the  moveable  handle, 
carrying  a  brass  .slider  which  moves  over  the  studs.  The 
adjustment  proceeds  in  a  number  of  stages.  For  some  purposes 
p.  E  ^ 
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Fig.  79 

a  tray  of  electric  glow-lamps  (Fig.  80)  is  xiseful  for  controlling 
the  current  in  a  circuit.  Here  one  or  more  lamps  can  be  joined 
in  parallel  between  two  fixed  terminals. 


Fig.  80 

An  arrangement  of  coUs  known  as  a  resistance  box  is  generally 
used  for  accurate  laboratory  work.  Fig.  81  shows  the  completed 
instrument,  Fig.  82  the  arrangement  of  the  coils.  Each  coil 
consists  of  a  manganin  wire  doubled  back  on  itself  and  wound 
on  an  insulating  spool,  and  its  ends  are  fastened  to  the  lower 
sides  of  the  heavy  brass  strips  which  form  the  top  of  the  box. 
When  a  brass  plug  is  placed  in  a  conical  hole  between  two  strips 
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the  resistance  of  the  corresponding  coil  is  cut  out  since  nearly  all 
the  current  passes  through  the  plug.     The  resistances  of  the  coils 


Fig.  81 


Fig.  82 


are  accurately  adjusted  to  their  marked  values,  and  by  combining 
them  properly  any  required  number  of  ohms  can  be  put  in  the 
circuit  (in  Fig.  81  from  1  to  100).  It  is  necessary  in  using  resistance 
boxes  to  press  the  plugs  in  firmly,  particularly  with  coils  of  high 
resistance,  otherwise  variations  wiU  occur  in  the  current.  Many 
troubles  in  electrical  measurements  can  be  traced  to  insufficient 
contact  between  parts  of  a  circuit,  and  care  should  be  taken  to 
screw  down  all  terminals  tightly  before  beginning  an  experiment. 
The  coils  of  a  well-made  resistance  box  should  be  correct  to  about 
one  part  in  2000. 

Standard  resistances  are  made  as  nearly  as  possible  an  exact 
number  of  ohms,  and  are  used  immersed  in  a  water  or  paraffin 
bath  at  a  known  temperature.  It  will  appear  shortly  that  all 
that  is  done  in  ordinary  laboratory  experiments  is  to  compare 
resistances :  thus  all  the  resistances  in  a  laboratory  may  be 
supposed  known  in  terms  of  a  single  coil,  which  we  may  call  the 
laboratory  standard.  The  relation  of  this  standard  to  the  true 
ohm  as  defined  in  Art.  60  is  a  matter  requiring  special  investigation 
(see  Art.  138). 

64.  Galvanometers,  ammeters  and  voltmeters.  Mention 
may  here  be  made  of  certain  laboratory  instruments  for  measuring 
current  and  potential,  but  it  is  convenient  to  defer  the  detailed 
description  until  the  principles  of  their  action  have  been  discussed 

9—2 
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(see  Arts.  80,  81).  Sensitive  galvanometers  are  generally  read  by 
the  reflexion  method  with  a  lamp  and  scale :  many  of  those 
in  current  use  will  give  a  deflexion  for  a  current  of  one- 
millionth  of  an  ampere.  A  modern  galvanometer  is  independent 
of  external  magnetic  fields  such  as  that  of  the  earth,  and  may 
therefore  be  fitted  with  a  pointer  moving  over  a  scale  graduated 
so  as  to  give  the  current  directly  in  absolute  measure.  Fixed- 
scale  instruments  of  this  kind  for  measuring  large  currents  are 
called  ammeters. 

The  accuracy  of  the  scale-readings  of  an  ammeter  may  be 
checked  by  the  electrolytic  deposition  of  copper  as  follows. 

The  electrolyte  is  a  25  %  solution  of  copper  sulphate  to  which 
1  %  of  sulphuric  acid  has  been  added.  The  electrodes  are  copper 
plates,  the  cathode  B  being  removeable  and  smoothed  off  at  the 
edges.  Set  up  a  circuit  containing  the  ammeter,  a  rheostat  R 
and  a  key  in  addition  to  the  cell  and  voltameter.  If  it  is  desired 
to  test  the  accuracy  of  (say)  the  reading  50  on  the  ammeter  scale, 
first  take  a  trial  observation  to  adjust  the  current  roughly  to  its 
right  value.  Cut  ofl  the  current  and  clean  the  cathode  thoroughly 
with  sand-paper,  then  dip  it  in  dilute  sulphuric  acid  and  after- 
wards in  distilled  water  and  alcohol,  drying  it  very  gently  over  a 
Bunsen  flame.  The  cathode  is  then  weighed  accurately  and  put 
in  its  place,  and  the  current  turned  on.  During  the  experiment 
the  rheostat  is  used  to  keep  the  deflexion  of  the  ammeter  as  near 
to  50  as  possible,  and  the  time  the  current  is  flowing  is  measured. 
On  cutting  off  the  current  dip  the  cathode  successively  in 
dilute  sulphuric  acid,  distilled  water  and  alcohol,  then  dry  gently 
and  weigh  as  before.  If  m  is  the  mass  of  copper  deposited  and  t 
the  time  of  the  experiment  in  seconds,  the  true  current  i  in  amperes 
is  given  by 

m  =  3-294  X  10-*  it. 

The  reading  of  the  ammeter  is  compared  with  this. 

The  voltmeter  is  an  instrument  which  indicates  directly  the 
difference  of  potential  between  its  terminals.  A  common  type  of 
voltmeter  consists  of  a  sensitive  fixed-scale  galvanometer  in  series 
with  a  high  resistance.  At  present,  however,  we  may  confine 
our  attention  to  the  electrostatic  voltmeter,  which  in  principle  is 
the  same  as  an  electrometer  in  which  the  needle  is  joined  to  one 
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pair  of  quadrants.  An  electrometer  so  used  is  said  to  be  connected 
up  idiostatically,  as  it  works  without  extraneous  charging  of  the 
needle.  Referring  to  the  theory  of  the  quadrant  electrometer 
(Art.  43)  we  have  in  general 

(V,-V,){2V-V,-V,)^Xe (4), 

where  6  is  the  deflexion  and  A  some  constant.  When  F  =  7i 
this  becomes 

(V,-V,f  =  X9    (5). 

Thus  the  deflexion  of  a  quadrant  electrometer  used  idiostatically 
is  proportional  to  the  square  of  the  difierence  of  potential  between 
the  quadrants,  so  that  it  increases  very  rapidly  with  increase  of 
potential.  This  is  a  common  characteristic  of  electrostatic 
voltmeters. 

It  is  interesting  to  compare  the  sensitiveness  of  an  electrometer 
when  used  heterostatically  and  idiostatically.  In  the  first  case, 
taking  V  as  large  compared  with  Fj  and  V^,  we  have 

2V(V,-V^)  =  X9 (6). 

When  F  =  50  volts,  Fj  =  1  volt  and  Fj  =  0,  a  fair  deflexion 
is  ^  =  100  (mm.  on  scale  1  metre  away).  This  gives  A  =  1.  But 
now  in  order  to  produce  the  same  deflexion  idiostatically  we  must 
have,  from  equation  (5), 


V, 


10  volts. 


A  difierence  of  potential  of  1  volt 
between  the  quadrants,  in  fact, 
only  produces  a  deflexion  of  1 
scale  division  instead  of  100. 

Commercial  electrostatic  volt- 
meters usually  consist  only  of 
the  "needle"  and  one  set  of 
quadrants,  the  other  set  being 
suppressed.  Fig.  83  shows  a  pat- 
tern designed  by  Lord  Kelvin  for 
voltages  up  to  10,000  or  so,  in 
which  the  motion  of  the  needle 
is  controlled  by  gravity. 


Fig.  83 
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65.  Heat  produced  by  currents.  Let  F  be  the  difference 
of  potential  between  two  points  A,  B  oi  sl  circuit,  and  in  time  dt 
let  a  charge  rfe^  of  positive  electricity  pass  from  A  to  B  and  a 
charge  —  de2  of  negative  electricity  from  B  to  A.  The  work  done 
on  the  positive  electricity  is  Vde-^  and  on  the  negative  —  F  (—  de^) ; 
in  all  V  {de^+  de^)  =  Vidt  by  Art.  51.  The  work  done  in  driving 
the  current  is  therefore  Vi  ergs  per  second  as  far  as  the  part  AB 
of  the  circuit  is  concerned,  and  this  work  must  reappear  as  heat 
developed  in  AB.  For  steady  currents  the  heat  developed  in 
time  t  is  therefore  Vit  measured  in  work  units ;  but  in  case  the 
current  is  not  steady  it  is  expressed  by  ^Vidt.  True  ekctro- 
magnetic  units  must  here  be  used. 

For  steady  currents  we  have  in  addition  V  =  Ri  by  Ohm's 
law,  and  the  heat  developed  is  Ri^/J  calories  per  second,  where 
J  =  4-18  X  10'  is  the  mechanical  equivalent  of  heat.  Thus  the  rate 
of  heat-development  is  proportional  to  the  square  of  the  current. 

A  simple  laboratory  experiment  is  to  find  the  mechanical 
equivalent  of  heat  by  electrical  methods.  To  do  this  we  require 
a  coil  of  fine  wire  immersed  in  water  in  a  calorimeter,  with  thick 
leads  which  do  not  become  appreciably  heated.  First  weigh  the 
calorimeter  and  coil  when  dry,  and  also  when  containing  enough 
water  to  cover  the  fine  part  of  the  wire.  Take  the  air-temperature 
a  and  the  initial  temperature  6^  of  the  water.  Set  up  a  circuit 
containing  the  calorimeter,  an  ammeter  and  a  key,  together  with 
a  cell  of  E.M.F.  sufficient  to  cause  a  rise  in  the  temperature  of  the 
calorimeter  of  at  least  half  a  degree  per  minute.  Pass  a  current 
through  the  coU  for  about  20  minutes,  reading  the  ammeter  each 
minute  and  stirring  the  water  in  the  calorimeter  constantly. 
Note  the  final  temperature  dj  and  the  time  t  of  the  experiment 
in  seconds.  After  stopping  the  current  observe  the  falUng 
temperature  each  minute  for  10  minutes,  stirring  as  before.  In 
this  way  we  find  the  average  fall  of  temperature  a>  per  minute 
on  account  of  radiation  at  the  temperature  O-^.  The  mean  tem- 
perature during  the  rise  is  ^  {d^  +  dj),  so  that  we  may  expect 
radiation  to  go  on  during  the  rise  at  an  average  rate 

<^  {*  (^0  +  ^i)  -  a}l{e,  -  a) 
per  minute,  assuming  that  the  rate  of  radiation  is  proportional 
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to  the  difference  of  temperature  between  the  calorimeter  and  tlie 
air.  The  radiation  correction  to  be  applied  to  G^  is  therefore 
approximately 

■^60         01 -a 

If  i  is  the  mean  current  in  amperes  and  R  the  (known)  resistance 
of  the  coil  in  ohms,  the  heat  developed  in  the  coil  is  WRi^/J 
calories  per  second.  Hence  if  W  is  the  water  value  of  the  calori- 
meter and  m  the  mass  of  the  contained  water,  the  mechanical 
equivalent  J  is  given  by 

10'7??2 

The  values  of  J  obtained  electrically  agree  with  those  derived 
from  mechanical  experiments,  thus  justifying  the  application  of 
the  principle  of  energy  to  these  phenomena.  Further,  the 
experiments  afford  a  fresh  test  of  Ohm's  law  which  is  in  some 
ways  more  satisfactory  than  the  one  already  described.  For 
since  the  same  value  of  J  can  be  obtained  with  widely  different 
currents,  it  follows  that  the  rate  of  development  of  heat  is  propor- 
tional to  the  square  of  the  current,  and  the  proof  of  this  result 
involves  Ohm's  law. 

The  development  of  heat  by  electric  currents  is  utilised  in 
many  ways,  the  electric  glow-lamp  being  a  familiar  example. 
Another  is  afforded  by  the  use  of  fuses,  or  short  wires  of  fusible 
metal  inserted  in  a  circuit,  which  become  heated  and  melt  when 
more  than  a  certain  current  passes  through  them,  thus  protecting 
the  ammeters  or  other  electrical  apparatus  in  the  circuit  from 
excessive  current.  That  the  action  of  fuses  is  due  entirely  to  heat 
can  be  shown  by  immersing  a  fuse  wire  in  water  to  keep  it  cool, 
when  it  will  carry  many  times  its  normal  current  without  yielding. 

The  unit  of  work  in  the  derived  system  of  electromagnetic 
units  is  the  joule,  named  in  honour  of  J.  P.  Joule,  who  first  showed 
that  the  heating  effect  of  currents  was  in  accordance  with  the 
conservation  of  energy*.  Its  value  is  10'  ergs,  and  it  is  the  work 
done  on  one  coulomb  moving  through  a  difference  of  potential 
of  one  volt.     The  watt  is  the  derived  unit  of  power,  and  denotes 

*  The  Bi^/J  law  is  often  called  Joule's  law 
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the  performance  of  work  at  the  rate  of  one  joule  or  W  ergs  per 
second.  It  follows  that  if  a  current  of  i  amperes  is  flowing  in  a 
•circuit,  the  rate  at  which  energy  is  being  converted  into  heat 
in  a  part  AB  of  the  circuit  is  measured  by  Vi  watts,  where  F  is 
i;he  difierence  of  potential  between  A  and  B  in  volts. 

Since  the  mechanical   equivalent  of  heat,   in  terms  of  the 
calorie  at  15°  C,  is  4-18  x  10',  we  have 

1  calorie  =  4-18  joules. 
The  joule  is  however  a  small  unit  of  energy,  and  a  more  usual 
unit  of  energy  is  the  Board  of  Trade  unit,  or  kilowatt-hour.     This 
is  the  energy  consumed  when  1000  watts  are  used  for  one  hour, 

so  that 

1  kilowatt-hour  =  3"6  x  10*  joules. 

It  may  be  mentioned  that  the  cost  of  electrical  energy  for  lighting 
purposes  is  generally  from  4d.  to  6d.  per  kilowatt-hour.  This 
amount  of  energy  wiU  keep  a  16  candle-power  metal  filament 
lamp  alight  at  normal  brilliancy  for  about  60  hours. 

66.     The  Wheatstone's  bridge.     The  arrangement  of  four 
resistances  R^,  E^,  R3,  R^  shown  in  Fig.  84  is  due  to  Wheatstone 


Fig.  84 
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(1843)  and  known  by  his  name.     A  and  C  are  joined  to  the  poles 
of  a  battery,  B  and  D  to  a  galvanometer  G. 
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The  special  advantage  of  the  Wheatstone's  bridge  is  that 
the  current  in  BD  is  made  zero,  and  therefore  it  is  possible  to 
compare  resistances  accurately  without  depending  on  the  unifor- 
mity of  the  scale-readings  of  galvanometers.  We  shall  show  that, 
if  the  resistances  R^,  R^,  R3,  R^  in  the  arms  of  the  bridge  are 
adjusted  so  that  no  current  flows  in  the  galvanometer  whether 
the  battery  in  AG  is  on  or  off,  they  satisfy  the  condition 

R1IR2  =  RsjRi (7)- 

For  if  there  is  no  current  in  BD  the  current  in  AB  has  the 
same  value  i  as  that  in  BC.  Similarly  the  currents  in  AD  and 
DC  have  the  same  value  j.  Then  applying  Ohm's  law  to  the 
four  arms  in  succession  we  have  A  —  B  =  Rji,  B  —  C  =  R^i, 
A  —  D  =  Rsj,  D  —  C  =  Rij,  where  the  letters  A,  B,  C,  D  are  used 
for  the  potentials  at  the  corners  of  the  bridge.  But  B=  D  since 
no  current  passes  in  BD.  Hence  Rji  =  R^j  and  R2i  =  R^j,  from 
which  the  above  result  follows.  Thus  if  we  have  three  known 
resistances  R^^,  R^,  R3,  equation  (7)  enables  us  to  measure  any 
other  resistance  R^  in  terms  of  them,  and  great  accuracy  is  obtain- 
able by  the  use  of  a  sensitive  galvanometer.  A  resistance  box 
should  be  inserted  in  the  galvanometer  circuit  and  a  key  in  both 
this  and  the  battery  circuit. 

The  so-called  Post  Office  box  (Fig.  86)  is  a  Wheatstone's 
bridge  ready  for  the  measurement  of  unknown  resistances.     The 


Fig.  86 

method  of  using  the  box  to  measure  a  resistance  Ri  will  be  evident 
from  the  diagram  (Fig.  85)  which  shows  its  relation  to  the 
theoretical  form  of  bridge. 
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The  following  example  shows  how  the  variation  of  the 
resistance  of  a  coil  of  wire  with  temperature  may  be  determined 
in  the  laboratory.  The  coil  employed  was  of  copper,  wound 
on  a  hollow  spool  inside  a  thin-walled  glass  tube  so  that  it  could 
be  placed  in  a  water  bath,  and  a  thermometer  was  passed  down 
the  spool  to  indicate  the  temperature  of  the  coil.  A  Post  Office 
box  was  used  in  which  R^  =  100,  ^2=1'  ^^^  balance  was  obtained 
when  the  coil  was  cold  with  R^  =  108.  Thus  the  resistance  of 
the  coil  when  cold  was  1-08  ohms.  When  R^  was  altered  to  113 
the  balance  of  the  bridge  was  destroyed  and  the  galvanometer 
deflected,  but  the  balance  could  be  recovered  by  heating  up  the 
coil  slowly  until  the  galvanometer  returned  to  zero.  The  thermo- 
meter was  read  when  this  occurred,  and  thus  the  temperature 
at  which  the  resistance  of  the  coil  is  1-13  ohms  was  known. 
Proceeding  similarly  with  R^^  118  and  so  on,  we  can  find  the 
variation  up  to  the  temperature  of  boiling  water. 

The  principle  of  the  Wheatstone's  bridge  is  very  important 
and  is  very  extensively  used.  One  application  is  to  compare, 
with  great  accuracy,  the  resistances  of  two  coils  A,  B  known  to 
be  nearly  equal,  for  example  two  one-ohm  coils  from  a  resistance 
box.  Let  C,  D  be  two  other  resistances,  also  nearly  equal.  Then 
a  Wheatstone's  bridge  made  up  with  the  four  coils  is  very  nearly 
balanced,  and  exact  balance  can  be  obtained  by  shunting  A  with 
a  comparatively  large  resistance  a  and  B  with  a  resistance  b. 
Then 


A^  a      D 

1       I      C 
B^b 

Next  interchange  A  and  B  and  balance  again  with  shunt  a'  and 

b'  respectively.     Then 

1  +  1 
A^  a'      C 

1        1       D' 
B^  V 

from  which  we  have 

/I       IWI 
\A      a) \A 

^  a'j       \B  ^  bJ\B^  b'J  • 
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With  well-made  coils  A  and  B  will  not  differ  by  more  than  one 
part  in  1000,  and  Aja,  Bjh,  etc.  are  of  the  same  order  of  magnitude. 
Hence  neglecting  terms  of  the  order  10"^  we  have 

52      A^      J  U      a')      B  U      67  ■ 
If  A  and  B  are  both  nearly  equal  to  A^^,  this  gives  approximately 

so  that  the  difference  of  the  resistances  of  ^,  5  is  known.  In 
order  to  obtain  the  ratio  of  the  resistances  correct  to  the  order 
10~®  it  is  only  necessary  that  A^  and  the  shunting  resistances 
should  be  known  to  one  part  in  1000  of  their  value,  for  we  have 


B 


A. 


2  U      a'       h      b'J 


and  the  terms  on  the  right  are  already  small  of  the  order  10~'. 

67.  Comparison  of  electromotive  forces.  The  poten- 
tiometer. A  cell  such  as  the  accumulator  will  deliver  a  current 
for  a  considerable  time  without  suffering  any  appreciable  change 
in  its  electromotive  force,  but  standard  cells  are  not  constructed 
to  give  more  than  the  minutest  current.  It  is  thus  advantageous 
to  compare  the  electromotive  forces  of  two  cells  without  reqmring 
both  of  them  to  deliver  steady  currents.     This  can  be  done  by 


the   compensation   method  due  in  principle  to  Poggendorf  and 
du  Bois-Reymond. 
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Let  Ri,  E^  (Fig.  87)  represent  two  resistance  boxes  connected 
in  series  with  an  accumulator  of  electromotive  force  V.  A  "shunt 
circuit  containing  another  cell  v,  a  resistance  box  and  sensitive 
galvanometer,  is  connected  to  the  ends  of  the  resistance  R^  and 
can  be  put  into  operation  by  means  of  a  key.  If  the  adjustment  of 
the  resistances  R^,  R^  is  such  that  no  current  passes  in  the  galvano- 
meter circuit,  we  have  v/V  =  Ril{Ri  +  R^)-  To  prove  this  let  i  be 
the  current  flowing  in  the  main  circuit,  and  let  A,  B,  C  stand 
for  the  potentials  of  the  corresponding  points  in  the  diagram. 
Then  A  —  B  =  R^i  and  V  =  A  -  C  =  {Ri+  R^  i,  and  since  no 
current  flows  in  the  shunt  circuit  v  =  R^i.     Hence 

-  =      ^1  (p,\ 

V      R^  +  R^    ^  '' 

The  E.M.F.  of  the  cell  V  in  the  main  circuit  must  exceed  that  in 
the  shunt  circuit  if  balance  is  to  be  obtained.  In  practice  it  is 
convenient  to  keep  R^  +  iJj  at  a  fixed  value  by  using  two  resistance 
boxes  of  the  same  pattern  with  only  half  the  full  number  of  plugs, 
and  arranging  so  that  the  plugs  in  one  box  correspond  to  gaps 
in  the  other,  and  vice  versa. 

If  V  is  a  standard  cell,  the  e.m.f.  V  of  the  accumulator  is 
accurately  known  from  (8),  and  then  the  e.m.f.  of  any  other 
cell  can  be  found  by  substituting  it  for  the  standard  cell  in  the 
shunt  circuit.  Moreover,  a  voltmeter  can  be  attached  to  the 
poles  of  V  during  the  experiment,  and  its  reading  can  be  compared 
with  the  true  e.m.f.  given  by  (8).  We  can  thus  calibrate  a  volt- 
meter at  the  points  on  its  scale  corresponding  to  2,  4,  6,  . . .  volts 
approximately. 

The  arrangement  of  the  two  resistances  R^,  R^  is  also  useful 
as  a  potential-divider  or  potentiometer.  Thus  the  difierence  of 
potential  between  A  and  B  is  the  fraction  RJ(Ri  +  R^  of  the  e.m.f. 
of  the  cell  F  applied  to  the  extremities  of  the  compound  coil, 
and  AB  can  be  applied  to  keep  any  two  parts  of  an  apparatus 
at  an  adjustable  difierence  of  potential.  A  sliding  potentiometer 
giving  adjustment  in  small  stages  is  found  useful  in  experiments 
in  electrostatics  and  in  the  conduction  of  electricity  through  gases. 
A  number  of  equal  coils  of  wire  are  prepared  and  soldered  to  brass 
strips  arranged  alongside  one  another  as  shown  in  Pig.  88,  the 
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two  end  strips  A,  B  acting  as  terminals.     A  sliding  brass  piece  P 
moves  over  the  segments  and  also  slides  on  a  brass  rod  from  which 


>1 


r< 


k 


Kg.  88 


connexion  is  taken  off  at  C.  If  there  are  50  coils  of  (say)  20  ohms 
each,  and  a  2  volt  accumulator  is  applied  to  AB,  the  difference  of 
potential  between  A  and  C  may  be  quickly  adjusted  to  1/50  volt, 
2/50  volt,  etc.,  at  will. 

68.     Other  applications  of  Ohm's  law. 

(1)  Standardisation  of  a  sensitive  galvanometer  by  shunting. 
It  is  often  necessary  to  determine  the  current  in  a  sensitive 
galvanometer  which  corresponds  to  a  given  deflexion  in  absolute 
measure  ;  or  the  current  per  scale  divi- 
sion if  this  is  the  same  all  over  the  scale. 

An  accumulator  V  is  used,  and 
a  circuit  set  up  as  shown.  Here  R 
and  S  should  be  considerable  (at  least 
100  ohms)  and  X  is  either  1  ohm  or 
y\f  ohm.  ii:  or  ;S  is  then  adjusted 
until  the  right  deflexion  is  obtained. 
Neglecting  the  internal  resistance  of 
the  accumulator,  it  is  not  difficult  to 
show  that  the  current  i  through  the 
galvanometer  is  given  by 

V  =  ilR  +  S+G  +  ^{S  +  G)\ 


rAAMA/V-{^ 


■MAr 

X 


B 


/ 


where  G  is  the  resistance  of  the  gal- 
vanometer. 


k 


Fig.  89 
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In  practice  X  is  small  compared  with  R  and  S,  and  we  have 

'  =  R(S  +  G) ^^^- 

This  approximate  formula  is  more  easily  arrived  at  as  follows. 
Since  S  +  Gis  merely  a  large  shunt  to  X,  the  equivalent  resistance 
of  the  parallel  circuits  is  nearly  equal  to  X,  so  that  the  difference 
of  potential  between  A  and  B  is  approximately  VX/R.  Applying 
Ohm's  law  to  the  galvanometer  circuit  then  gives  the  formula  (9). 
The  B.M.F.  of  the  accumulator  may  be  read  on  a  voltmeter  if 
necessary,  but  it  often  happens  that  the  same  cell  is  used  in  another 
part  of  the  experiment  and  that  V  cancels  out. 

(2)  Measurement  of  a  small  resistance.  Let  12  be  the  terminals 
of  the  small  resistance  X  which  it  is  desired  to  measure,  34  those 
of  a  standard  small  resistance  Y,  for  example  the  -j^j^th  ohm  coil 
of  a  resistance  box.     Set  up  a  circuit  as  shown  with  an  additional 


Fig.  90 


resistance  R  sufficient  to  prevent  the  passage  of  an  excessive 
current,  leaving  the  galvanometer  circuit  free  to  connect  to  any 
points  in  the  main  circuit.  First  join  the  galvanometer  circuit 
to  12  and  adjust  S  for  a  certain  deflexion  9  of  the  galvanometer. 
Since  S  +  G  is  large  in  comparison  with  X  the  current  in  the 
galvanometer  may  be  taken  as  Xil(S  +  G),  where  i  is  the  current 
in  the  main  circuit.  Now  disconnect  the  galvanometer  circuit 
from  12  and  connect  it  to  34,  changing  the  resistance  S  to  the 
value  S'  necessary  to  make  the  deflexion  6  once  more.     Then 
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since  the  galvanometer  currents  are  the  same  in  the  two  cases 
we  have  v  v 


EARTH 


S+G      S'  +  G' 
giving  X. 

69.     Laboratory  experiments  with  the  quadrant  elec- 
trometer. 

(1)  Comparison  of  capacities.  With  the  key  up  insulate  the 
electrometer.  Then  adjust  the  ratio 
of  the  resistances  R^,  R^  till  there  is 
no  deflexion  on  pressing  down  the  key. 
On  pressing  down  the  key  the  outside 
plates  of  the  condensers,  previously  at 
zero  potential,  take  up  the  potentials 
RiV/iRi+R^)  and  -R^V/{Ri  +  R^) 
respectively.  Since  the  electrometer 
is  not  deflected  the  inner  plates  are 
both  at  zero  potential,  and  therefore 
the  charges  on  the  inner  plates  are 

R,c,v     ^^^        R,C,V 

Rj  +  R2  Ri  +  R2 

But  there  is  no  charge  on  the  electro- 
meter, and  initially  no  charge  on  either 
of  the  plates.  Hence  the  actual  charges 
on  the  plates  must  be  equal  and  oppo- 
site, i.e. 

R,C, 


/ijGa. 


.(10). 


If  a  condenser  of  known  capacity  is  taken  as  C^  (cf. 
Art.  39),  the  capacity  of  another  condenser  Cj  is  found  from  the 
last  equation.  It  wiU  sometimes  happen  that  one  of  the  con- 
densers leaks  slightly,  so  that  on  pressing  down  the  key  the 
electrometer  moves  ofi  continuously.  In  this  case  what  should 
be  looked  for  on  making  the  circuit  is  a  sudden  jump  of  the  needle, 
and  the  adjustment  made  until  this  vanishes  as  nearly  as  can 
be  judged. 

(2)  Measurement  of  the  charge  required  to  produce  a  given 
deflexion  of  the  quadrant  electrometer. 

For  this  we  require  a  condenser  of  known  capacity  C.     First 
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insulate  the  electrometer  with  the  battery  circuit  open,  and  then 
close  the  circuit,  obtaining  a  steady  deflexion  of  6  scale  divisions. 
If  V,  V  are  the  potentials  of  the  outside  and  inside  plates  of  the 


EARTH  -^ 


-AVWV- 


^m^/-^ 


r\^\ 


Fig.  92 


condenser,  the  charge  on  the  electrometer,  being  equal  and 
opposite  to  the  charge  on  the  inner  plate  of  the  condenser,  is 
e  =  C(V-v).  Here  F  =  RiVoKRi  +  R^).  To  find  v  connect  the 
electrometer  directly  to  the  point  M  and  reproduce  the  deflexion 
6  with  resistances  (S^  and  S^,  instead  of  R^  and  R^.     Then 

It  is  convenient  to  make  R^+  R^  =  8-^^+  S2  as  suggested  in  Art.  67, 
in  which  case  the  charge  on  the  electrometer  corresponding  to  the 
deflexion  6  is 

^_C{R,-S,)Vo ^^^^_ 

R^  +  R2 

Vq  is  read  on  a  voltmeter  and  reduced  to  electrostatic  units 
by  dividing  by  300,  and  then  e  is  obtained  in  electrostatic  units. 
Or,  if  preferred,  C  is  reduced  to  farads  by  dividing  by  9  x  10^, 
and  e  is  then  in  coulombs,  Vq  remaining  in  volts. 

It  is  usually  found  that  the  charge  is  proportional  to  the 
deflexion  if  the  latter  is  not  too  large,  and  then  the  charge  per 
scale-division  is  C  (R-^  —  S^)  Vf,l(R^  +  R^)  6.  Again  if  c  is  the 
capacity  of  the  electrometer  at  the  given  deflexion,  we  have 
e  =  cv. 

C(V-v)      C(R^-S^) 


Hence 


c  = 


-S, 


.(12). 


The  capacity  of  a  quadrant  electrometer  is  of  the  order  of 
50  electrostatic  units. 
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(3)  Measurement  of  large  resistance  with  a  condenser  and  an 
electrometer  or  electrostatic  voltmeter.  We  shall  describe  a  suitable 
arrangement  for  resistances  of  the  order  of  1  megohm.  For 
larger  resistances  a  smaller  condenser  is  used. 


TO  INFLUENCE 
MACHINE 


R 

-AAAAMr 


/        EARTH 
-^     >- 


V 

EARTH 


t EARTH 

Mg.  93 


Charge  up  the  condenser  C  (about  10  microfarads)  to  (say) 
150  volts  by  bringing  a  wire  from  an  influence  machine  near  to  a 
wire  extended  from  the  condenser  circuit,  the  other  terminal  of 
the  influence  machine  being  earthed.  The  potential  of  the  inner 
plate  of  the  condenser  is  read  on  an  electrostatic  voltmeter. 
Having  observed  this,  press  down  the  key  for  about  10  seconds 
and  then  insulate  and  wait  for  the  deflexion  to  become  steady 
again.  If  the  potential  drops  from  Fq  to  V  m.  t  seconds,  the 
resistance  R  is  given  by  t  =  RG  log^  {Vq/V),  or 


.(13). 


f  =  2-302  iJOlogioTT 

For  if  V  is  the  potential  at  time  t,  the  current  is  —  C  dVjdt,  and 
Ohm's  law  gives  F  =  —  RCdVjdt,  from  which  the  above  result 
follows  on  integration.  The  insulation  in  the  experiment  must 
be  carefully  looked  after. 

(4)  Measurement  of  contact  potential.  The  plates  whose  contact 
difference  of  potential  it  is  required  to  measure  are  placed  in  a  metal 
case  so  that  they  can  slide  in  and  out  while  remaining  parallel  to 
one  another  (Fig.  94),  and  the  case  is  put  to  earth  to  protect 
the  inner  plate  from  electrostatic  disturbances.  It  is  possible 
to  adjust  the  ratio  Ri/R^  so  that  the  electrometer  is  not  afiected 

p.  E.  10 
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by  pulling  the  right-hand  plate  away  from  a  short  distance  in 
front  of  the  other  (cf.  Art.  44).  The  natural  contact  potential 
of  the  right-hand  above  the  left-hand  plate  is  then  equal  to 


o3> 


EARTH 


EARTH' 
EARTH*-!         Rl 


-AAAAAr-i 


X' 


Fig.  94 


The  magnitude  of  the  contact  potential  depends  very  much 
on  the  state  of  the  opposing  surfaces.  The  following  table,  due 
to  Anderson  and  Bowen,  gives  the  values  for  freshly-cleaned 
surfaces. 

Contact  Potential  Differences  (volts). 


Aluminium  —  copper    ... 

-^•83 

Zinc  —  copper 

+  •76 

Lead  —  copper  ... 

+  ■55 

Brass  —  copper 

-^•15 

Gold  —  copper 

-•11 

Silver  —  copper 

-•13 

The  additive  law  is  always  found  to  hold  within  the  limits  of 

experimental   error. 

70.  Measurement  of  dielectric  constants.  Dielectric 
constants  of  well-insulating  solids  may  be  measured  by  using  two 
parallel-plate  condensers  of  identical  dimensions  and  comparing 
their  capacities  as  in  the  last  article.  The  two  condensers  may 
be  combined  into  a  single  composite  condenser  with  a  common 
middle  plate  (with  guard-ring),  having  air  on  one  side  and  the 
solid  dielectric  on  the  other.  As  the  induced  charges  will  leak  on 
to  the  dielectric  in  time,  it  is  advisable  to  close  the  battery  circuit 
only  momentarily. 
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The  use  of  the  electrometer  is  not  advisable  with  badly-insu- 
lating solids  or  with  liquids,  but  the  capacities  can  be  compared 
in  all  cases  by  the  following  method,  which  does  not  differ  in 
principle  from  the  preceding  one.  The  two  condensers  C^,  C^ 
form  a  Wheatstone's  bridge  with  two  resistances  R^,  R^.     The 


Fig.  95 


battery  is  replaced  by  a  small  induction  coil  I  (see  Art.  135) 
which  gives  intermittent  currents  alternating  in  direction,  and 
the  galvanometer  by  a  telephone  receiver  T,  which  is  a  very 
sensitive  detector  for  these  currents.  The  resistances  Ri,  R2 
are  of  the  order  of  10,000  ohms,  and  are  preferably  liquid 
resistances  (for  example  electrolytic  cells  with  platinised  platinum 
electrodes,  fiUed  with  distilled  water).  It  is  not  very  convenient 
to  vary  the  resistances,  so  that  one  of  the  condensers  must  be 
adjustable.  The  adjustment  is  made  till  there  is  no  sound  in 
the  telephone,  i.e.  till  there  is  no  current  in  the  arm  BD  whatever 
changes  occur  in  the  arm  AC.  Then  if  i  is  the  current  in  the  arms 
AB,  BO  and  j  that  in  the  arms  AD,  DC,  we  have 


A-B  =  ^  jidt, 
A-D  =  RJ, 


B-C 


^kh' 


D-C  =  R. 


iJ' 


where  A,  B,  C,  D  stand  for  the  potentials  at  the  corresponding 
points.     Since  B  =  D,  this  gives 

RyC^  =  R^C^ (14). 


10—2 
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Suppose  that  the  condensers  have  plates  of  the  same  area  A, 
and  that  one  or  both  of  the  distances  d^,  d^  are  adjustable  with 
micrometer  screws.     Then  if  C^  is  the  air-condenser, 

Ci  =  Alind^,     C^  =  KAjind^. 
Hence  (14)  gives  Rijdi=  KR^/d^,  so  that  K  is  known. 

This  method  is  not  applicable  to  gases,  for  which  K  differs 
by  very  little  from  unity.  The  dielectric  constants  of  gases 
may  be  measiired  by  the  following  method,  due  to  Boltzmann. 

A  parallel-plate  condenser  is  placed  under  a  bell- jar  connected 
to  a  mercury  manometer  and  an  air-pump,  and  the  bell-jar  is 
then  exhausted.  One  plate  of  the  condenser  is  joined  to  an 
electrometer  by  a  wire  leading  out  through  the  bell- jar,  and  the 
other  to  a  source  of  high  potential  consisting  of  a  battery  of 
cells  one  pole  of  which  is  earthed.  Suppose  that  the  electrometer 
is  initially  earthed  and  the  outside  plate  at  potential  Fq.  On 
insulating  there  is  then  a  charge  CFq  on  the  inner  plate,  where 
C  is  the  capacity  of  the  condenser.  Air  is  now  admitted  to  the 
bell-jar,  and  the  electrometer  shows  a  slight  deflexion  6.  The 
potential  of  the  electrometer  is  X9  where  A  is  some  constant. 
There  is  thus  a  charge  KC  (  Fq  —  A^)  on  the  inner  plate  of  the 
condenser  and  cX9  on  the  electrometer,  where  c  is  the  capacity 
of  the  electrometer,  making  KC  ( Fg  —  Xd)  +  cXd  altogether  on 
the  insulated  system.  A  second  experiment,  with  exhausted 
bell-jar,  consists  in  first  insulating  the  electrometer  and  then 
changing  the  potential  of  the  outside  plate  of  the  condenser  froni 
Fq  to  Vq  +  F,  producing  a  deflexion  cf).  Since  the  charge  on  the 
insulated  system  is  the  same  in  all  three  cases,  we  have 

CVo  =  KC  (Fo  -  A^)  +  cX9  =  C(Vo+V-  A<^)  +  cX<f,. 

It  follows  from  these  equations  that 

{K  -  1)  CFo  =  {KC  -  c)  Xe,  and  CV  =  {C  -  c)  A^. 

Hence  {K-l)V,      KC  -  c     d 

Since  K  differs  by  very  little  from  unity,  the  last  equation  is 
practically  equivalent  to 

K-l=  F6l/Fo^. 

Boltzmann  satisfied  himself  that  the  deflexions  observed  were 
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really  due  to  the  difference  of  the  dielectric  constants  of  air  and 
vacuum,  and  not  to  charges  produced  by  friction  during  the 
letting  in  (or  out)  of  the  air.  In  his  experiments  Vg  was  of  the 
order  of  300  volts,  V  1  volt,  and  e/<p  of  the  order  1/10. 

71.  Platinum  resistance  thermometry.  The  variation 
of  the  resistance  of  metals  affords  a  ready  means  of  ascertaining 
their  temperature  or  that  of  any  vessels  in  which  they  may  be 
immersed.  Platinum  has  been  found  most  reliable,  and  platinum 
thermometers  can  be  used  between  temperatures  of  —  200°  C. 
and  1000°  C.  Suppose  we  have  a  coil  of  platinum  immersed  in 
a  vessel,  and  that  its  resistance  is  R.  If  R„  is  the  resistance 
when  immersed  in  melting  ice  and  R^g^  in  boiling  water,  the 
"platinum  temperature"  t  is  given  by  the  equation 

^    ^    R  —  Kg  ,,g, 

100       i^ioo  —  ^0 
Callendar  has  found  that  the  relation  of  t  to  the  corresponding 
true  temperature  6   (thermodynamic  temperature  with  0°   and 
100°  fixed  points)  is  accurately  given  by 

^-^  =  Wo^(^-i«o) (1^)' 

where  8  is  a  constant  for  a  particular  specimen  of  wire,  and  always 
nearly  equal  to  1-5.  To  determine  8  it  is  only  necessary  to  take 
an  observation  of  the  boiling-point  of  sulphur,  which  has  been 
shown  by  Callendar  and  Griffiths  to  be  at  0  =  444-53°  C.  For 
low-temperature  work  the  boiling-point  of  oxygen  (—  182-5°  C.) 
may  be  used ;  but  platinum  thermometers  cannot  be  advantage- 
ously used  at  very  low  temperatures. 

The  resistance  of  the  platinum  coil  is  measured  by  a  Wheat- 
stone's  bridge  method,  Fig.  96  showing  the  connexions.  The 
thermometer  itself,  shown  diagrammatically  in  the  figure,  consists 
of  a  platinum  coil  wound  on  mica  in  a  glass  or  porcelain  tube. 
In  order  to  avoid  the  uncertainty  as  to  the  temperature  of  the 
leads  in  the  upper  part  of  the  tube  a  pair  of  dummy  leads  is  also 
used,  identical  with  the  true  leads  except  that  they  are  not 
attached  to  a  coil.  The  leads  are  of  copper  or  platinum  and  are 
kept  apart  by  discs  of  mica  inserted  in  the  tube,  which  also  serve 
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to  prevent  convection  currents  from  circulating  too  freely.     The 

difference  of  the  resistances  of  the  coil  and  dummy  leads  is  measured 

by   an   arrangement  known   as   the 

Carey   Foster  bridge,   in  which   the 

two   fixed   arms   of   the   bridge   are 

kept  equal.     The  point  of  contact  C 

of  the  galvanometer  can  be  moved 

along  a  stretched  wire  ZY  by  means 

of  a  sliding  contact,  and  adjustment 

is  made  till  the  galvanometer  shows 

no  deflexion  when  the  battery  is  on. 

The  resistances  in  the  arms  AD,  DB 

are  equal,  so  that  if  x  and  y  are  the 

resistances  of  the  two  segments  of 

the  wire,  the  condition  of  balance  is 

p  +  Ri  +  x  =  p  +  R  +  R2  +  y, 

where  p  is  the  resistance  of  the 
dummy  leads  and  p  +  R  of  the 
thermometer  coil  with  its  leads. 
Hence 

R={R,-R,)  +  ix-y)..(n), 

which  gives  R,  and  then  6  is  known 
from  equations  (15)  and  (16).  Several 
values  can  be  given  to  R^  —  R2  on 
the  same  bridge  by  means  of  plug 

contacts,  so  that  the  range  of  variation  of  R  may  greatly  exceed 
that  obtainable  from  the  bridge-wire  alone.  As  it  is  di£B.cidt  to 
obtain  a  wire  of  any  prescribed  resistance,  the  bridge- wire  is  often 
shunted  so  that  the  range  afforded  by  the  wire  corresponds  to 
some  particular  rise  of  temperature,  for  example  a  rise  of  10 
platinum  degrees.  For  very  accurate  work  it  may  be  necessary 
to  take  account  of  the  heating  of  the  platinum  coil  by  the 
battery  current. 

Langley's  bolometer  is  an  instrument  for  the  measurement  of 
radiant  heat  depending  on  the  variation  of  resistance  of  a  blackened 
platinum  strip. 


Fig.  96 
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72.  Currents  in  solid  conductors.  We  have  now  to 
inquire  how  currents  are  specified  when  they  flow  in  solid  con- 
ductors which  cannot  be  even  approximately  regarded  as  wires. 
Consider  a  solid  metallic  cylinder  in  which  the  flow  is  uniform  over 
the  cross-section  and  parallel  to  the  axis  of  the  cylinder.  Then 
the  most  important  quantity  with  which  we  are  concerned  is  the 
current  per  unit  area  of  the  cross-section ;  this  is  called  the  current- 
density.     We  may  define  current-density  more  generally  as  follows. 

To  fix  ideas,  suppose  that  only  the  negative  electrons  move, 
that  each  carries  a  charge  of  e  electrostatic  units,  and  that  their 
average  velocity  near  a  point  {x,  y,  z)  of  a  solid  conductor  is 
^  (^xj  ^i/»  '"z)-  The  stream  of  electrons  is  practically  equivalent 
to  a  moving  electric  fluid  of  electric  volume-density  p  =  >ie,  where 
')i  is  the  number  of  electrons  per  c.c.  near  (x,  y,  z).  Then  it 
follows  from  Art.  5  that  the  current  through  any  surface-element 
dS  described  in  the  conductor  is  (Ipv^  +  mpVy  +  npv^)  dS  electro- 
static  units   per  second,   or    (l—  +  m—+n—]dS    electro- 

\    c  c  c  / 

magnetic  units  of  current.     The  vector  j  with  components 

P^  .        ^pVy  p%  . 

Jx        p  '    Jy        g  >    Jz        g \^°l 

is  called  the  current-density  at  the  point  {x,  y,  z),  and  now  the 
current  through  the  element  dS  is 

jndS  (19). 

If  positive  charges  are  supposed  to ,  move  as  well  as  electrons, 
equations  (18)  become 

jx  =  -  {pVa,  +  P'O,     jv  =  -  {P%  +  p'Vy),     j,  =  -  (pv,  +  p'vj), 

O  Li  Li 

where  p  and  v'  refer  to  the  positive  charges.    The  expression  (19) 
remains  unaltered. 

There  is  an  important  relation  connecting  current-density  with 
electric  force  in  a  solid  conductor.  Firstly,  the  direction  of  flow 
at  every  point  of  an  isotropic  conductor  is  clearly  that  of  the  im- 
pressed electric  force.  Imagine  a  small  cylinder  PQ  of  cross-section 
a  and  length  I  described  with  its  axis  parallel  to  the  electric  force  E 
(Fig.  97).  Then  the  cylinder  may  be  regarded  as  a  short  piece  of 
wire  carrying  a  current  ja,  the  difference  of  potential  between 
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Fig.  97 


its  ends  being  IE.     The  resistance  is  l/aa  where  a  is  the  con- 
ductivity, so  that  Ohm's  law  gives 

lE  =  ^ja,    or  j  =  (tE..(20). 

This  form  of  enimciation  of 
Ohm's  law  corresponds  more  closely 
than  the  former  one  to  Ohm's 
original  id«as  on  conduction,  which 
proceeded  on  an  analogy  between 
electric  and  thermal  conduction. 
The  electric  force  in  this  formula  must  be  measured  in  electro- 
magnetic units,  true  or  derived. 

The  conditions  that  hold  good  while,  crossing  the  boundary 
separating  two  different  conductors  in  contact  are 

(1)  the  tangential  component  of  electric  force  is  continuous, 

(2)  the  normal  component  of  current-density  is  continuous. 
To  prove  (1),  let  AB  represent  the  surface  of  separation,  and 

draw  a  rectangle  PQRS  whose  sides  PQ,  RS  parallel  to  the  surface 

First  medium 

P jF Q 

A- 


■B 


S  F'  R 

Second  medium 

Fig.  98 

are  of  the  first  order  of  smaU  quantities,  PS  and  RQ  being  of  the 
second  order.  Let  F,  F'  be  the  tangential  components  of  electric 
force  at  P,  S  respectively.  By  the  principle  of  energy,  no  work 
must  be  done  by  the  forces  of  the  field  when  a  unit  charge  is  taken 
round  PQRS.  Hence  F  .  PQ  -  F' .  PQ  =  0,  or  F=F'.  To 
prove  (2),  imagine  a  surface-element  dS  drawn  on  the  interface, 
and  let  j„,  j„'  be  the  normal  components  of  current- density  in 
the  first  and  second  media  respectively.  The  charge  entering 
(or  leaving)  the  first  medium  through  dS  is  j„dS,  and  that  leaving 
(or  entering)  the  second  medium  j„'dS,  per  second.  Hence  j„  =  j„', 
since  there  can  be  no  accumulation  of  charge  on  the  boundary. 

The  theory  of  conduction  in  solid  conductors  has  important 
applications  to  the  question  of  electric  wiring.     The  current  in  a 
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wire  must  not  be  so  great  as  to  cause  a  dangerous  rise  of  tempera- 
ture in  it.  Now  it  is  easy  to  prove  that  the  rate  of  development 
of  heat  is  ^aE^  per  c.c.  per  second,  measured  in  ergs  if  a  and  E 
are  measured  in  true  electromagnetic  units.    In  derived  units  this 

becomes  ^aE^  watts,  or  -^^  calories  per  c.c.  per  second,  which 

may  be  written  y^/8-36tT,  where  j  is  the  current-density  in  amperes 
per  sq.  cm.  Obviously  j  must  not  exceed  a  certain  amount  unless 
there  is  some  special  arrangement,  such  as  a  water  bath,  for 
removing  the  heat  supplied  and  keeping  down  the  temperature. 
A  current-density  of  200  amperes  to  the  square  centimetre  is  a 
safe  limit  with  large  copper  cables,  but  larger  current-densities 
can  be  used  with  small  wires,  in  which  the  radiating  surface  is 
greater  in  proportion  to  the  volume. 

The  size  of  wires  in  the  United  Kingdom  is  usually  specified 
in  terms  of  the  standard  wire  gauge  (s.w.a.)  numbers,  and  cables 
are  made  up  of  separate  wires  by  stranding.  Thus  a  7/22  cable 
means  one  composed  of  7  strands  of  wire  of  No.  22  s.w.G.  The 
following  table  gives  the  metric  dimensions  of  the  s.w.G.  wires,  and 
the  resistances  per  metre  in  copper,  manganin  and  German  silver. 


S.W.G. 

Diameter 
in  mm. 

Copper 

Manganin 

German 
silver 

Safe 

current 

(amperes) 

Ohms 

per 
metre 

Ohms 

per 
metre 

Ohms 

per 
metre 

12 
14 
16 
18 
20 
22 
24 
26 
28 
30 
32 
34 
36 
38 
40 
42 
•   44 
46 

2-64 
203 
1-63 
122 
■914 
■711 
■559 
•457 
■376 
■315 
■274 
■234 
■193 
■152 
■122 
■102 
■081 
■061 

150 
9^8 
6^8 
4^2 
2-6 
b7 
1^1 
■7 
■5 
■4 
■3 
■2 
■15 
■1 
■06 
■05 
■03 
■02 

■0032 

■0054 

■0083 

■0148 

■0260 

■0435 

■070 

•105 

•155 

•222 

•293 

•404 

•590 

•950 

1-48 

210 

3-30 

590 

■077 
■131 
■204 
■361 
■645 
1^07 
1^73 
2-58 
3-82 
5^45 
7^18 
9^90 
14^5 
23^2 
36-3 
53-4 
8r7 
145^5 

■041 

•070 
•109 
•193 
•345 
•57 
•92 
1^38 
2^02 
2^90 
383 
5^27 
7^74 
12^4 
194 
27^8 
43^5 
77-4 
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MAGNETIC  EFFECT  OP  CURRENTS 


73.  Rectilinear  currents.  In  this  chapter  we  shall  study 
closely  the  laws  of  the  action  of  currents  on  magnets  and 
of  magnets  on  currents,  beginning  with  the  simplest  case  of  a 
thin  straight  wire  carrying  a  current.  Iron  filings  strewn  on  a 
flat  surface  encircling  the  wire  tend  to  set  along  circles  with  the 
wire  as  centre.  This  suggests  that  the 
lines  of  magnetic  force  due  to  the  current 
are  circles  round  the  wire,  the  direction 
of  magnetic  force  being  related  to  that 
of  current  by  the  right-handed  screw  rule. 

Quantitative  results  are  easily  obtained 
by  using  a  compass-box  with  a  graduated 
circular  scale,  such  as  those  used  in  mag- 
netometers. If  the  wire  is  set  in  a  vertical 
position  magnetically  east  or  west  of  the  needle,  either  no  de- 
flexion is  observed  or  else  the  needle  turns  through  two  right 
angles.  Thus  the  magnetic  force  at  any  point  due  to  the  current  is 
accurately  at  right  angles  to  the  radius  vector  from  the  wire  to 
the  point.  A  horizontal  wire  in  the  plane  of  the  needle  may  tend 
to  lift  it  somewhat  at  one  end,  but  does  not  cause  any  scale 
deflexion  in  any  position,  so  that  there  is  no  component  of 
magnetic  force  parallel  to  the  wire.  Now  suppose  that  the  wire  is 
placed  in  a  vertical  position  either  magnetically  north  or  south 
of  the  needle.  Just  as  in  the  case  of  the  tangent  galvanometer, 
a  deflexion  9  of  the  needle  will  result,  which  is  connected  with 
the  magnetic  force  F  due  to  the  current  by  the  relation  F  —  H  tan  d. 


Fig.  99 
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Using  this  method  of  determining  F  we  find  that  F  is  inversely 
proportional  at  any  point  to  the  perpendicrdar  distance  r  of  the 
point  from  the  straight  wire.  The  following  table  gives  the  result 
of  a  series  of  observations  : 


F  in 

r 

e 

arbitrary 
units 

rF 

8-05 

61°  30' 

1-842 

148 

10-4 

55°  20' 

1-446 

150 

12-9 

49°  5' 

1-154 

148 

15-4 

44° 

■966 

149 

20-4 

35°  45' 

-720 

147 

22-9 

32°  30' 

-637 

145 

This  experiment  is  however  not  very  easy  in  practice,  on 
account  of  the  considerable  length  of  wire  required.  A  more  con- 
venient way  of  verifying  the  law,  which  is  called  the  law  of  Biot  and 
Savart,  is  the  following.  Let  the  wire  be  set  vertically  (Fig.  100), 
and  a  plate  pierced  with  a  hole 
arranged  horizontally  round  it, 
being  suspended  by  three  equal 
strings  attached  to  the  wire.  A 
magnet  laid  on  the  plate  will 
take  up  a  certain  position  of 
equilibrium  under  the  action  of 
the  earth's  field,  but  this  position 
will  be  unaltered  when  a  current 
is  sent  through  the  wire.  For  if 
we  have  an  elementary  pole  of 
the  magnet  distant  r  from  the 
wire,  it  is  acted  on  by  a  force 
mF  perpendicular  to  r,  resulting 
in  a  couple  mrF  round  the  wire. 
Since  rF  is   constant  the  total 

couple  tending  to  turn  the  whole  magnet  round  the  wire  is 
rFI,m,  and  this  vanishes  because  the  total  strength  of  all  the 
poles  of  a  magnet  is  zero. 


Fig.  100 
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Since  F  varies  directly  as  the  current  and  inversely  as  r,  we 
may  write 

i^  =  ?^' (1), 

r 

where  A  is  a  constant,  as  yet  undetermined,  depending  on  the 
unit  chosen  for  the  measurement  of  current. 

To  find  the  magnetic  potential  of  a  straight  current,  take 
cylindrical  co-ordinates  (r,  9,  z)  in  space,  and  let  the  infinitely 
long  wire  coincide  with  the  axis  of  z,  the  positive  direction  of 
current  being  the  positive  direction  of  the  axis.  If  P  is  the 
point  (r,  6,  z)  and  Q  a  near  point  (r  +  dr,  9  +  d9,  z  +  dz),  the 
work  done  by  the  magnetic  force  of  the  current  when  a  unit 
pole  is  moved  from  P  to  Q  is 

0.dr  +  ^.rd9  +  0.dz=  2Xid9. 
r 

This  is  the  perfect  differential  of  2Xi9 :    hence  there  exists  at  P 
a  magnetic  potential 

O  =  const.  -2M9 (2) 

due  to  the  current. 

The  magnetic  potential  differs  in  one  essential  respect  from 
that  due  to  a  distribution  of  magnets — it  is  not  single-valued. 
Quite  apart  from  the  arbitrary  constant,  Q,  is  indeterminate  since 
6  might  equally  well  be  written 
9±2Tr,  9±  477,  etc.  In  fact,  the 
magnetic  potential  decreases  by 
AttXi  whenever  the  point  considered 
describes  a  curve  like  that  shown 
in  the  figure,  where  the  current  i 
is  supposed  to  flow  vertically  up- 
wards from  the  paper.  This  process 
of  going  once  round  the  current  in 
a  right-handed  screw  direction  we 
shall  describe  as  interlacing  the  cur- 
rent positively,  so  that  the  work  done  by  the  current  on  a  unit 
magnetic  pole  in  one  positive  interlace  is  inXi.  When  the  pole 
describes  a  curve  which  does  not  interlace  the  current,  9  resumes 
its  original  value  without  increase  of  27r,  and  no  work  is  done. 

We  can  obtain  another  representation  of  the  magnetic  potential 
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in  terms  of  the  area  which  the  current  appears  to  subtend  when 
seen  from  P  Although  we  speak  of  an  infinite  straight  current, 
the  circuit  must  in  reality  be  closed,  and  we  can  imagine  the 
ends  of  the  long  straight  wire  to  be  joined  to  the  battery  by  wires 
which  are  always  at  a  great  distance  away.  For  instance,  if  the 
current  flows  along  the  axis  of  z  in  Fig.  102,  the  circuit  may  be 
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supposed  to  be  completed  by  an  infinitely  distant  line  described 
in  the  negative  part  of  the  xz  plane.  That  is,  the  circuit  may 
be  regarded  as  a  plane  one  enclosing  the  region  given  by  ?/  =  0, 
a;  <  0.  The  distant  return  wires  will  have  no  magnetic  effect. 
Now  describe  a  sphere  of  radius  1  cm.  with  the  point  P  as  centre, 
and  let  APB  be  a  diameter  parallel  to  the  axis  of  z.  Let  ACB 
be  a  plane  parallel  to  the  plane  y  =  0,  and  ADB  a  plane  through 
the  axis  of  z.  In  this  case  an  observer  at  P  would  regard  the 
shaded  area  ACBD  as  the  projection  of  the  circuit,  supposed 
completed  as  above,  on  the  unit  sphere.  Such  an  area  of  pro- 
jection is  called  the  solid  angle  subtended  at  the  point  P.  If 
now  P  is  the  point  (r,  d,  z),  the  angle  CAD  =  d,  and  therefore  the 
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shaded  area  has  the  value  (f)  =  29.     Thus  the  magnetic  potential 

at  P  is 

a  =  -Xi4> (3), 

where  cj)  is  the  solid  angle  subtended  by  the  circuit  at  P- 

74.  Circuits  of  any  form.  The  magnetic  effects  of  cur- 
rents in  wires  of  general  shape  are  very  complicated  from  the 
quantitative  point  of  view.  The  general  effect  can  however 
be  illustrated  by  means  of  iron  filings,  the  figure  showing  the 
lines  of  magnetic  force  due  to  a  circular  current  at  points  in  a 
plane  through  its  axis. 


Fig.  103 


The  most  remarkable  phenomenon  is  the  tendency  of  lines  of 
force  to  interlace  the  circuit,  which  acts,  so  to  speak,  like  a  girdle 
binding  the  tubes  of  force  together  in  a  sheaf.  This  may  readily 
be  explained  by  the  remark  that  although  the  current  is  no  longer 
straight,  yet  the  tendency  to  twist  the  lines  of  force  round  the 
wire  persists  in  the  bent  state.     It  is  easy  to  show,  by  means  of  a 
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small  compass-needle,  that  the  lines  of  force  pass  through  the 
circuit  in  the  direction  shown  in  Fig.  104,  that  is,  they  interlace 


lines    I  of  force 


current 


Fig.  104 

the  circuit  positively  in  the  sense  in  which  the  term  is  used  in 
the  last  article. 

The  great  difficulty  in  constructing  a  theory  of  electromagnetism 
from  experimental  data  lies  in  the  fact  that  we  must  deal  with 
the  whole  circuit,  as  there  is  no  way  of  examining  the  action  of 
any  part  separately.  We  shall  therefore  proceed  at  once  to  a 
generalised  hypothesis  about  the  magnetic  potential,  which  will 
of  course  have  to  be  tested  by  experiment  subsequently.  The 
current  of  any  shape  is  so  far  analogous  to  the  rectilinear  current 
in  that  lines  of  force  interlace  it,  so  that  it  is  possible  to  have  a 
closed  line  interlacing  the  current  and  such  that  at  every  point 
of  it  the  magnetic  face  tends  to  urge  a  unit  pole  round  the  line. 
If  the  line  does  not  interlace  the  current  a  unit  pole  taken  round 
the  line  will  be  assisted  in  part  of  its  path  and  resisted  in  the 
other.  It  is  thus  possible  that  the  law  already  foimd  for  the 
straight  current  holds  for  any  current,  namely  that  work  inXi 
is  done  on  a  unit  magnetic  pole  in  one  positive  interlace  of  the 
current,  while  no  work  is  done  in  a  closed  path  not  interlacing  it. 
We  shall  go  further  and  suppose  that  the  magnetic  potential  at 
a  point  P  due  to  any  circuit  is 

a=-Xi<f, (4), 

where  <f>  is  the  solid  angle  subtended  by  the  circuit  at  P.     The 
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solid  angle  ^  is  shown  in  Fig.  105,  which  will  be  seen  to  correspond 
exactly  with  Fig.  102  drawn  for  the  rectilinear  current. 


Fig.  105 


The  direction  of  the  current  with  reference  to  P  should  be 
noticed,  as  it  is  regulated  by  the  right-handed  screw  law.  An 
observer  at  P  reckons  a  solid  angle  as  positive  when  the  current 
circulates  round  in  a  right-handed  screw  direction  with  reference 
to  the  direction  in  which  he  looks.  If  the  positive  direction  had 
been  taken  otherwise  we  should  have  had  to  write  +  Xi(f>  for  the 
magnetic  potential. 

When  the  point  P  is  at  infinity,  0  =  0  since  the  circuit,  if 
finite,  subtends  no  angle  at  P.  Thus  no  arbitrary  constant  is  to 
be  added  to  Q,  if  we  suppose  one  of  its  values  to  vanish  at  infinity. 
As  P  moves  in  towards  the  current  from  its  position  in  Fig.  105, 
the  solid  angle  increases.  The  reader  can  convince  himself  that 
when  P  describes  a  closed  curve  interlacing  the  current  positively, 
the  shaded  area  can  increase  continuously  until  it  has  covered 
the  whole  unit  sphere  and  its  original  area  as  well.  Thus  the 
magnetic  potential  has  decreased  by  47rAt,  as  we  should  expect. 
If  P  describes  a  curve  which  does  not  interlace  the  current,  the 
increase  of  the  shaded  area  is  followed  by  a  decrease  which  leaves 
it  at  its  original  value. 

If  the  current-carrying  wire  consists  of  n  turns  close  together, 
the  magnetic  potential  is  —  nXi<f}.  The  theory  also  explains  the 
absence  of  magnetic  effect  of  a  wire  wound  back  on  itself,  as  the 
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complete  circuit  subtends  practically  no  solid  angle  at  any  point, 
so  that  Q  =  0  everywhere. 

75.     Experimental  veriiBcations  of  the  theory. 

(1)  The  magnetic  force  due  to  a  flane  circuit  of  any  form  at 
a  point  in  its  plane  is  at  right  angles  to  the  plane.  This  is  easily 
verified  by  laying  the  circuit  vertically  with  its  plane  magnetically 
east  and  west  and  observing  a  compass-needle  whose  centre  is 
in  the  plane.  If  P  is  any  point  in  the  plane  of  the  circuit  and  inside 
it,  the  solid  angle  at  P  has  the  constant  value  2tt.  Hence  no 
work  is  done  on  a  unit  pole  in  moving  it  about  inside  the  circuit, 
i.e.  there  is  no  tangential  component  of  magnetic  force.  Similarly 
for  points  in  the  plane  and  outside  the  circuit. 

(2)  Magnetic  force  at  points  on  the  axis  of  a  circular  wire 
carrying  a  current. 

If  0  is  the  centre  and  P  a  point  on  the  axis  distant  x  from  0, 
the  solid  angle  subtended  by  the  circular  wire  at  P  is  277  (1  —  cos  9), 


Fig.  106 

where  tan  6  =  rjx,  r  being  the  radius  of  the  circle.     Hence 
Q  =  -  27rAt  {l-x  (r^  +  a;2)  "*}. 
The  magnetic  force  is  —  dD,jdx,  that  is  a  force 

F  =  2-nXi  r^  (r^  +  a;2)  "* (5) 

directed  along  PO. 

To  verify  this  set  up  a  circular  coil  in  the  magnetic  meridian 
and  find  the  deflexions  §  for  various  distances  x  of  the  centre  of 
a  compass-needle  from  the  centre  of  the  coil,  with  the  compass- 
box  magnetically  east  or  west.  The  following  numbers  derived 
from  an  experiment  show  that  F,  or  tan  8,  varies  as  (r^  +  a;^)  " -. 
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5 

(r"  +  a;2)*  tan  5 

0 

53°  12' 

2800 

8-15 

39°  24' 
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11-5 
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2830 

14-1 

22°  15' 

2820 

17-1 

16° 

2800 

20-1 

11°  39' 

2850 

23-1 

8°  48' 

2850 

Fig.  107  shows  the  lines  of  force  at  points  in  a  plane 
through  the  axis.  It  may  be  compared  with  the  filings  diagram  in 
Eig.  103. 


Fig.  107 

Putting  a;  =  0  in  equation  (5)  we  find  that  a  circular  coil  of 
radius  r  produces  at  its  centre  a  magnetic  force  2nXi/r.  Com- 
paring this  with  the  discussion  of  Art.  54,  on  which  the  definition 
of  the  electromagnetic  unit  of  current  was  based,  we  see  that 
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we  have  merely  to  put  A  =  1  to  make  the  formulae  applicable 
to  currents  measured  in  true  electromagnetic  units.  With  this 
understanding  we  may  recapitulate  and  say  that  the  magnetic 
potential  of  a  current  at  any  point  is 

£1=  -i(j> (6), 

while  the  work  done  by  the  field  on  a  unit  pole  when  the  latter 
interlaces  the  circuit  once  positively  is  47t  times  the  current. 

76.     Magnetic  force  due  to  a  current  in  a  long;  cylin- 
drical wire.     Let  0  be  the  centre  of  a  cross-section  of  the  wire, 
OA  =  a  its  radius,  the  current  being  supposed  to  flow  vertically 
upwards  in  the  figure.    The  mag- 
netic force  at  a  point  P  distant 
r  from  0  will  always  be  perpen- 
dicular to  OP  ;  for  since  the  cur- 
rent is  distributed  symmetrically 
round    0,    similar    filaments    on 
opposite  sides  of  OP  will   neu- 
tralise  one   another   as   regards 
the  radial  component  of  magnetic 
force.     If  H  is  the  magnitude  of 
the  force  at  an  external  point  P, 
2TTrH  is  the  work  done  in  taking  pj     ^Qg 

a  unit  magnetic  pole  once  round 

the  current  in  a  positive  direction.  This  is  equal  to  ini  where 
i  is  the  total  current  in  the  whole  wire.  Thus  H  =  2i/r,  which 
is  the  same  as  if  the  current  i  was  concentrated  along  the  axis 
of  the  wire.  Since  Biot  and  Savart's  law  still  holds  for  a  finite 
circular  wire,  we  need  not  trouble  to  choose  thin  wires  in  verifying 
the  law  experimentally. 

The  force  at  an  internal  point  P  can  be  found  on  the  assumption 
that  the  current  is  distributed  uniformly  over  the  cross-section. 
In  this  case  a  circle  of  radius  r  interlaces  a  current  of  only  rH/a^ 
instead  of  i :  hence  we  have  now  H  =  2ri/a^,  showing  that  the 
magnetic  force  is  proportional  to  the  distance  of  P  from  the 
central  line  of  the  wire.  This  theory  shows  that  the  difficulty 
as  to  the  magnetic  force  due  to  a  thin  wire  becoming  apparently 
infinite  as  the  wire  is  approached  does  not  occur  with  the  finite 
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wires  used  in  practice.  The  magnetic  force  has  its  maximum 
value  2ila  at  the  surface  of  the  wire,  after  which  it  decreases 
uniformly  towards  the  centre. 

77.  Solenoids.  The  magnetic  action  of  currents  affords 
the  most  convenient  means  of  producing  a  magnetic  field  of 
known  strength.  For  example,  let  us  have  a  ring  of  non-magnetic 
material,  and  wind  insulated  wire  closely  over  it,  covering  the 
ring  uniformly  with  n  turns  and  leaving  free  ends  by  means  of 
which  a  current  i  can  be  passed  through  it.  Such  an  arrangement 
is  called  an  endless  solenoid :  for  theoretical  purposes  it  may  be 
replaced  by  n  similar  coils  each  carrying  a  current  i  and  spaced 
uniformly  round  a  ring-shaped  region.  Some  of  the  coils  are 
shown  in  Fig.   109. 


Fig.  109 

To  find  the  magnetic  force  at  any  point  P,  drop  a  perpendicular 
PO  on  the  axis  of  symmetry  of  the  ring.  A  little  consideration 
will  show  that  two  coils  symmetrically  placed  with  respect  to  the 
plane  through  OP  and  the  axis  give  a  resultant  magnetic  force 
perpendicular  to  that  plane :  and  since  we  may  suppose  all  the 
coils  arranged  in  pairs  in  this  way,  the  magnetic  force  ff  at  P  is 
in  this  direction,  as  shown  in  the  figure. 

Imagine  that  a  unit  pole  is  carried  round  a  circle,  perpendicular 
to  the  axis,  with  0  as  centre  and  radius  OP  =  r.  UP  is  within 
the  ring  all  the  n  turns  are  interlaced  in  one  revolution,  so  that 
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the  work  done  by  the  magnetic  force  is  irrni.  Thus  2TrrH  =  inm, 
that  is 

H=  2ni/r (7). 

The  lines  of  magnetic  force  inside  the  ring  are  circles  round  the 
axis,  and  the  magnetic  force  varies  inversely  as  the  distance  from 
the  axis.  If  the  cross-section  of  the  ring  is  small  compared  with 
its  radius,  the  magnetic  force  is  therefore  appreciably  constant. 

If  P  is  in  the  space  outside  the  ring  no  work  is  done  in  taking 
the  unit  pole  round  the  circle,  since  no  currents  are  interlaced. 
Hence  the  theoretical  solenoid  gives  no  magnetic  force  outside. 

The  magnetic  force  inside  a  long  straight  solenoid,  which  is 
practically  realised  by  winding  insulated  wire  closely  round  a 
long  straight  core,  may  be  deduced  from  the  preceding  results. 
Consider  a  solenoid  in  the  form  of  a  ring  of  radius  r,  large  compared 
with  the  cross-section.  The  number  of  turns  of  wire  is  n  along 
the  whole  length  27rr  of  the  circumference,  i.e.  the  number  of 
turns  per  unit  length  is  given  by  m  =  nj^irr.  If  we  make  this 
substitution  in  the  expression  for  H  and  then  make  r  infinite, 
we  find  that  the  magnetic  force  inside  an  infinite  straight  solenoid 
is  477m*,  where  m  is  the  number  of  turns  per  unit  length.  The 
force  is  constant  and  parallel  to  the  solenoid,  whatever  the  shape 
of  the  cross-section  of  the  latter. 

If  we  wish  to  measure  current  in  amperes,  the  formula  becomes 

4:Trmi 

^  =  ^r (^)- 

Then  H  is  in  true  magnetic  units  and  m  is  the  number  of  turns 
per  centimetre. 

The  formulae  will  hold  approximately  for  a  finite  solenoid 
provided  that  its  length  is  great  in  comparison  with  the  dimensions 
of  the  cross-section.  We  can  moreover  easily  find  an  exact 
expression  for  the  magnetic  force  at  points  on  the  axis  of  a  finite 
solenoid  of  circular  cross-section,  which  is  of  course  the  most 
usual  type. 

Let  21  be  the  length  of  the  solenoid,  a  its  radius  and  0  its 
centre  (Fig.  110).  Taking  the  axis  of  the  solenoid  as  axis  of  x,  let 
us  find  the  magnetic  force  at  P,  where  OP  =  x.  Consider  the  action 
of  the  group  of  windings  between  the  abscissae  ^  and  |  -|-  d^. 
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Supposing  the  coils  very  close  together,  the  number  of  turns  of 
wire  is  md^.   Now  from  Art.  75  each  turn  produces  at  P  a  magnetic 


Fig.  no 

force  2Tria^  {a^  +  (^  —  ^Y)    '  '■  hence  the  total  magnetic  force  of 
the  whole  solenoid  at  P  is 


H  =  27Tmia^  j     {a'  +  (^  -  xf}  '^d^ 
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Length  20  cm.,  radius  1cm.,  10  turns  per  cm.,  current  1  ampere. 

Fig.   Ill 

Fig.  Ill  shows  the  variation  of  magnetic  force  along  the  axis 
of  a  solenoid  of  ordinary  dimensions,  calculated  from  the  last 
formula.  Thus  the  magnetic  field  inside  a  solenoid  whose  length 
is  ten  times  its  diameter  remains  constant  to  about  10  %  over 
four-fifths  of  the  length. 
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78.  Action  of  magnets  on  currents.  The  meclianical 
force  exerted  by  currents  on  magnets  requires  corresponding 
reactions  of  the  magnets  on  the  wires  carrying  the  current. 
Some  striking  experiments  can  be  arranged  to  show  these 
effects. 

Fig.  112  represents  an  arrangement  for  producing  a  continuous 
rotation  of  a  wire  round  a  magnet.  A  metal  cylinder  is  partly 
filled  with  paraffin  wax,  by  which  a  magnet 
is  supported  vertically  inside  it,  and  the 
cylinder  is  then  filled  with  mercury  until 
it  nearly  covers  the  magnet.  A  straight 
piece  of  copper  wire  is  suspended  by  a  short 
piece  of  thinner  wire  from  a  clamp,  and  dips 
in  the  mercury  as  shown  in  the  figure.  When 
a  current  passes  through  the  apparatus  in 
the  direction  shown,  the  straight  wire  moves 
continually  round  in  the  counter-clockwise 
direction,  while  on  reversing  the  current  it 
moves  with  equal  speed  in  the  opposite 
direction. 

A  second  experiment  can  be  made  with 
a  light  battery  and  a  small  coil  of  several 
turns.  Connect  the  coil  to  the  battery  and 
fix  the  coil  vertically,  and  then  float  both  of  them  on  a  small 
board  lying  on  water.  Under  the  influence  of  the  earth's  magnetic 
field  the  plane  of  the  coil  will  tend  to  set  magnetically  east  and 
west.  This  arrangement  is  practically  the  same  as  that  called 
de  la  Rive's  floating  battery. 

A  very  interesting  phenomenon  is  that  known  as  the  electro- 
magnetic rotation  of  a  conducting  liquid.  Take  a  shallow  cylin- 
drical metal  vessel  and  pour  a  layer  of  mercury  in  it.  Contact 
can  be  made  by  a  central  electrode  and  a  wire  attached  to  the 
vessel,  or  better  a  number  of  wires  soldered  to  equidistant  points 
on  the  circumference  and  joined  together.  By  this  means  a 
radial  current  can  be  sent,  through  the  mercury  layer.  When 
a  bar-magnet  is  held  vertically  over  the  central  electrode  and 
near  the  mercury,  the  latter  will  rotate  quickly  in  the  vicinity 
of  the  electrode,  and  more  slowly  in  the  outer  parts.     Its  motion 
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can  be  easily  followed  by  observing  the  movement  of  dust- 
particles  on  the  surface.  If  the  north  pole  of  the  magnet  is  nearer 
the  liquid,  and  the  current  flows  radially  outwards,  the  rotation 
as  seen  from  above  is  in  the  counter-clockwise  direction. 

"Whatever  the  forces  are  which  act  on  the  parts  of  a  wire 
carrying  a  current  in  a  magnetic  field,  they  can  be  shown  to  be 
at  all  points  perpendicular  to  the  wire.  To  prove  this  it  is  only 
necessary  to  make  part  of  the  circuit  moveable  in  the  direction 
of  its  length,  for  example  a  straight  piece  of  copper  rod  sliding 
through  two  very  slightly  larger  holes,  or  lying  in  two  V-shaped 
grooves.  Such  a  rod  will  not  move  in  the  direction  of  its  length, 
no  matter  what  magnetic  field  it  is  placed  in. 

79.  Potential  energy  of  a  current  and  a  system  of 
magnetic  poles.  The  potential  energy  of  a  unit  pole  at  any 
point  being  —  icf>,  that  of  a  pole  of  strength  ?w  is  —  mi(f>,  where  <p 
is  the  solid  angle  under  which  the  current  is  seen  from  the  point. 
Now  consider  the  flux  of  magnetic  force  through  the  circuit 
(Art.  5).  The  pole  sends  out  lines  of  force  equally  in  all  direc- 
tions, the  total  flux  for  a  solid  angle  hr  being  inm  by  Gauss' 
theorem.  That  is,  if  we  write  N  =  m<f>  for  the  flux  of  magnetic 
force  through  the  current-carrying  circuit  due  to  the  pole,  the 
potential  energy  is  —  iN.  In  this  expression  the  strength  of  the 
pole  has  disappeared,  explicitly  at  any  rate.  For  any  number 
of  poles  the  flux  of  force  through  the  circuit  is  got  by  adding  the 
fluxes  due  to  the  separate  poles :  hence  we  have  the  result  that 
the  potential  energy  of  a  system  consisting  of  a  current  and 
any  distribution  of  poles  is  —  iN,  where  N  is  the  flux  of  magnetic 
force  through  the  current  due  to  the  poles,  N  being  reckoned  as 
positive  when  lines  of  force  thread  the  current  in  the  positive 
direction  (Art.  74). 

This  theorem  enables  us  to  find  the  forces  exerted  by  a  magnetic 
field  on  a  current.  This  action  will  of  course  be  statically  equi- 
valent to  the  reversed  resultant  of  the  forces  exerted  by  the 
current  on  the  poles  in  the  field.  Further,  without  mentioning 
poles  at  all,  we  may  speak  of  the  potential  energy  of  a  current 
in  a  magnetic  field,  and  find  the  forces  experienced  by  such 
currents. 
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The  motion  of  a  rigid  circuit,  such  as  the  floating  battery, 
is  covered  by  the  rule  that  the  current  tries  to  embrace  as  many 
lines  of  force  as  possible.  For  since  it  moves  so  as  to  make  its 
potential  energy  a  minimum,  its  motion  must  be  such  as  to  make 
N  a  maximum. 

As  an  example  of  the  formula  we  may  find  the  couple  on  a 
plane  circuit  carrying  a  current  in  a  uniform  magnetic  field. 
Suppose  that  the  circuit  consists  of  a  single  turn  of  area  A,  and 
that  it  is  moveable  about  a  vertical  axis  and  carries  a  current  i. 
Let  H  be  the  uniform  magnetic  field,  supposed  in  a  horizontal 


:i^ ^ 


Fig.  113 

direction,  and  let  the  direction  of  H  make  an  angle  6  with  the  plane 
of  the  circuit,  as  shown. 

The  flux  of  force  through  the  circuit  being  HA  sin  6,  the 
potential  energy  of  the  current  in  the  position  disW  =  —  iHA  sin  6. 
Thus  the  couple  tending  to  increase  6  is 


-^rpr  =  iHA  cos  6  . 


.(9). 


If  the  current  is  left  to  itself  it  will  take  up  the  position  6  =  ^ 

normal  to  H.  If,, on  the  other  hand,  it  only  moves  through  a 
slight  angle,  so  that  d  is  small,  the  couple  is  approximately  iHA. 
The  couple  is  n  times  as  large  when  there  are  n  windings  close 
together,  each  of  area  A  and  carrying  a  current  i. 
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The  principle  of  the  coil  moving  in  a  magnetic  field  is  used  in 
many  electrical  measuring  instruments,  as  will  be  seen  immediately. 

80.  The  moving-coil  galvanometer.  Although  the  defini- 
tion of  current  in  electromagnetic  units  has  been  based  on  the 
tangent  galvanometer,  yet  the  disadvantages  of  that  instrument 
are  such  as  practically  to  prevent  its  regular  use  in  laboratories. 
In  order  to  get  an  absolute  measurement  of  current  it  is  necessary 
to  measure  the  horizontal  component  of  the  earth's  magnetic 
field  in  the  place  in  which  the  galvanometer  is  to  be  used,  as  the 
presence  of  iron  in  modern  buildings  makes  it  quite  impossible 
to  take  the  value  of  H  from  the  standard  observation  of  a  magnetic 
survey.  Moreover  the  galvanometer  constant  is  seriously  affected 
by  external  magnetic  fields  of  the  order  of  -01  absolute  units, 
and  such  disturbances  are  unavoidable,  now  that  strong  electric 
currents  are  so  constantly  used.  For  example,  a  long  vertical 
wire  carrying  a  current  of  100  amperes  at  a  distance  of  20  metres  , 
from  a  tangent  galvanometer  would  produce  a  5  per  cent,  error , 
in  its  readings.  For  these  reasons,  and  also  to  increase  the 
sensitiveness  of  the  instrument,  galvanometers  are  now  very 
largely  constructed  on  the  principle  of  the  last  article,  namely 
by  the  movement  of  a  coil  carry- 
ing a  current  in  a  strong  magnetic 
field.  The  so-called  Deprez- 
d'Arsonval  galvanometer  (Fig. 
114),  which  is  really  due  to  Lord 
Kelvin,  is  on  this  plan.  A  rect- 
angiilar  coil,  of  many  turns  of 
fine  wire,  is  suspended  from  a 
fixed  pillar  by  a  fine  metalhc 
suspension,  and  hangs  between 
the  poles  of  a  permanent  steel 
magnet.  There  is  very  often  a 
solid  core  of  soft  iron  fixed 
inside  the  coil.  The  action  of 
this  will  be   better   understood 


Fig.  114 


after    we    have    considered    the   theory    of    induced    magnetism 
(Art.  115),  but  for  the  present  we  may  say  that  the  core  serves  to 
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concentrate  the  lines  of  force,  so  that  they  pass  almost  radially 
in  the  air-gap.  Fig.  115  gives  a  vertical  view  of  the  instrument 
and  shows  roughly  how  the  lines  of  magnetic  force  pass. 


Kg.  115 

The  connexions  to  the  coil  are  made  through  the  suspension 
and  through  a  fine  wire  leading  to  the  lower  end  of  the  coil :  the 
suspension  is  usually  a  fine  strip  of  phosphor-bronze  chosen  so  as 
to  be  as  true  as  possible  in  its  elastic  properties.  The  considerable 
strength  of  field  near  the  coil  serves  to  increase  the  sensitiveness, 
and  also  renders  the  instrument  practically  independent  of  external 
magnetic  fields.  The  coil  is  set  so  that  its  plane  is  approximately 
parallel  to  the  magnetic  field  when  no  current  is  flowing.  An 
ordinary  galvanometer  of  this  type  will  measure  currents  of  the 
order  of  one-millionth  of  an  ampere,  while  very  sensitive  instru- 
ments will  give  a  deflexion  for  about  10~^^  amperes. 

It  is  hardly  necessary  to  say  that  the  couple  on  the  coil  of 
an  actual  galvanometer  cannot,  strictly  speaking,  be  calculated  by 
the  formula  of  Art.  79,  as  the  conditions  do  not  coincide  with  the 
ideal  state  of  aflairs  there  contemplated.  The  effect  of  the  radial 
field  is  to  give  a  couple  which  is  almost  accurately  proportional 
to  i,  say  A^'.  (This  would  also  hold  for  small  deflexions  in  a 
uniform  field,  cos  6  being  put  equal  to  unity.)  The  restraining 
couple  due  to  the  twisting  of  the  suspension  is  equal  to  fj,d,  where 
fi  is  a,  constant,  and  the  coil  takes  up  a  position  for  which  these 
couples  balance.  Hence  Xi  =  ^id,  or  t  =  kd,  where  h  is  written  for 
/a/A.  The  quantity  h  is  called  the  galvanometer  constant,  and 
it  is  usually  understood  to  be  expressed  so  that  the  formula  gives 
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i  in  amperes.  The  determination  of  k  when  required  is  made  by 
a  separate  experiment  called  standardising,  explained  in  Art.  68. 

The  sensitiveness  of  the  galvanometer  can  be  increased  by 
making  the  moving  coil  long  and  narrow,  and  by  bringing  the 
poles  of  the  magnet  close  together.  Galvanometers  with  a  large 
number  of  turns  are  sensitive  to  current  (and  are  therefore  valuable 
for  work  on  the  discharge  of  small  condensers),  but  on  account 
of  their  greater  resistance  they  are  not  necessarily  most  sensitive 
to  potential  (e.g.  when  used  in  conjunction  with  thermocouples). 

For  some  purposes  moving-coil  galvanometers  are  made 
dead-beat,  that  is,  so  as  to  come  to  rest  in  their  proper  position 
as  soon  as  possible.  Galvanometers  with  the  opposite  property 
of  swinging  as  long  as  possible  without  coming  to  rest  are  said 
to  be  ballistic. 

In  using  the  lamp  and  scale  method  with  galvanometers  we 
really  measure  the  tangent  of  twice  the  angle  turned  through 
by  the  coil,  provided  the  spot  of  light  is  originally  in  the  centre 
of  the  scale.  Now  in  ordinary  use  the  scale  is  about  1  metre 
off  the  galvanometer,  and  the  greatest  deflexion  is  about  25  cm. 
from  the  centre  of  the  scale.  This  gives  tan  2d  =  I,  ot  9  =  about 
7°.  The  reduction  to  angle,  that  is  from  tan  29  to  29,  amounts 
at  most  to  about  2  per  cent.  It  is  not  however  desirable  to  make 
this  reduction,  as  the  uncertainty  in  the  distribution  of  the  lines 
of  force  near  the  moving  coil  produces  in  practice  the  same  or 
even  larger  errors.  Thus  a  moving-coil  galvanometer  when  tested 
with  a  tangent  galvanometer  will  sometimes  show  about  5  per  cent, 
deviation  from  proportionality  of  scale-deflexion  to  current.  It 
is  therefore  advisable,  after  having^  obtained  a  deflexion  in  any 
experiment,  to  standardise  the  galvanometer  at  the  same  de- 
flexion. 

81.  Ammeters  and  voltmeters.  The  fundamental  instru- 
ment required  for  measuring  both  current  and  potential  in 
most  cases  is  a  sensitive  moving-coil  galvanometer,  with  a  pointer 
moving  over  a  fixed  scale.  This  scale  is  graduated  so  as  to 
read  directly  in  convenient  small  units.  A  common  type  is  the 
so-called  nullivoltmeter  shown  in  the  figure.  The  wire  suspension 
is  done  away  with,  and  the  coil  is  mounted  between  agate  bearings, 
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SO   that  it  can  be  carried   about  without  injury.     The  torsion 
couple  is  produced^  by  two  light  spiral  springs  above  and  below 


Fig.  116 


the  coil,  which  also  serve  as  the  wires  leading  the  current  in  and 
out  of  the  instrument.  The  millivoltmeter  is  so  called  because 
each  division  of  the  scale  corresponds  usually  to  a  difference  of 
potential  of  one-thousandth  of  a  volt  between  the  terminals. 

If  now  such  a  sensitive  galvanometer  is  shunted  by  a  low 
resistance  it  becomes  an  ammeter,  and  if  placed  in  series  with 
a  high  resistance  it  becomes  a  voltmeter  for  measuring  higher 
voltages.  In  the  former  case  let  R  be  the  resistance  of  the  shunt, 
G  that  of  the  galvanometer.  Then  an  incoming  current  i  divides 
in  the  ratio  R  to  G,  Ri/{R  +  G)  going  through  the  galvanometer 
and  the  rest  through  the  shunt.  If  R  is  small  most  of  the  current 
goes  through  the  shunt,  and  the  main  current  may  be  very  high 
without  there  being  much  deflexion  of  the  galvanometer.  At 
the  same  time  all  the  currents  are  cut  down  in  the  same  ratio, 
and  the  same  fixed-scale  instrument  may  be  used  with  various 
shunts  in  order  to  give  different  ranges  of  measurement. 

If  a  galvanometer   is   placed  in  series  with  a  resistance  S, 
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only  the  fraction  GjiG  +  S)  of  the  total  drop  of  potential  occurs 
between  the  terminals  of  the  instrument.  Thus  a  "millivolt- 
meter"  of  1  ohm  resistance  and  of  100  scale-divisions,  reading  up 
to  -^  volt,  may  be  made  to  read  up  to  10  volts  by  placing  a  coil 
of  99  ohms  in  series  with  it. 

Combined  ammeters  and  voltmeters  are  on  the  market,  and 
are  very  convenient.  Fig.  117  shows  the  terminals  and  internal 
connexions  of  one  of  these.  The 
reader  will  find  it  an  interesting 
exercise  to  calculate  the  resistances 
R  and  T  required,  say,  to  make  the 
instrument  read  as  an  ammeter  up 
to  1  ampere' (terminals +,  —  ^) 
and  as  a  voltmeter  up  to  10  volts 
(terminals  +,  —  7),  given  that  the 
fidl  deflexion  with  the  terminals 
-t-  and  —  G  corresponds  to  a  cur- 
rent of  1/100  ampere  and  that 
both  S  and  G  are  1  ohm. 

The  use  and  value  of  fixed-scale  instruments  dates  from  the 
discovery  of  methods  of  producing  really  permanent  steel  magnets, 
and  they  are  now  extensively  used.  There  is  practically  no  limit 
to  the  current  that  can  be  measured  in  this  way.  All  that  is 
necessary  is  to  have  a  shunt  of 
sufficiently  low  resistance  that 
will  carry  the  current  without 
undue  rise  of  temperature. 
Fig.  118  shows  a  simple  form 
of  shunt,  consisting  of  a  strip 
of  manganin  giving  a  large  cooling  surface. 


Fig.  117 


Fig.  118 


82.  The  string  galvanometer.  For  many  purposes,  for 
example  for  following  the  changes  of  current  and  voltage  occurring 
with  electrical  machinery,  we  require  a  galvanometer  which  shall 
be  at  once  very  sensitive  and  very  quick  to  take  up  its  proper 
deflexion.  This  is  attained  in  the  string  galvanometer  invented 
by  Einthoven.  The  principle  of  its  action  is  shown  in  Fig.  119. 
CC  is  a  fine  quartz  fibre,  silvered  to  make  it  conduct,  and  carrying 
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the  current  to  be  measured.     It  lies  between  the  poles  NS  of  a 
strong  electro-magnet,  the  poles  being  brought  very  near  to  the 


c  s  I  c 


fibre  and  perforated  to  allow  the  movement  of  the  latter  to  be 
observed  with  a  powerful  microscope  ED.  When  a  current 
passes  down  the  fibre  from  above  to  below  a  mechanical  force 
is  exerted  on  it  in  the  direction  of  the  arrow  a,  causing  a  deflexion 
of  the  fibre. 

The  instrument  shares  with  the  moving-coil  galvanometer  the 
advantage  of  being  independent  of  external  magnetic  fields.  The 
tension  of  the  fibre  makes  the  zero  very  steady,  and  also  renders 
the  readings  practically  independent  of  levelling.  The  quickness 
of  the  reading  depends  on  the  lightness  of  the  fibre,  which  gives 
low  inertia  and  also  allows  the  air  to  damp  it  so  much  as  to  make 
it  nearly  dead-beat.  As  regards  its  sensitiveness,  currents  of 
10~^  ampere  can  be  detected  with  low  tension  on  the  fibre  and 
high  magnification  (750).  Increasing  the  tension  of  the  fibre, 
of  course,  increases  the  quickness  of  response  with  a  corresponding 
loss  of  sensitiveness. 
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83.  The  ballistic  galvanometer.  Whereas  the  dead- 
beat  galvanometer  is  suitable  for  measuring  constant  currents, 
transient  currents  such  as  those  produced  by  the  discharge  of 
condensers  can  be  measured  with  the  ballistic  galvanometer. 
When  a  charge  of  e  coulombs  is  sent  suddenly  through  the  galvano- 
meter, the  spot  of  light  will  begin  to  swing  and  move  to  and  fro 
through  a  gradually  decreasing  arc  with  the  original  position  as 
centre.  The  gradual  decay  of  the  swing,  or  damping,  should  be 
as  small  as  possible.  In  the  absence  of  damping  the  spot  of  light 
would  swing  through  a  distance  t  on  either  side  of  the  zero  position  ; 
T  is  called  the  throw  of  the  galvanometer.  The  fundamental 
formula  of  the  ballistic  galvanometer  is 

e  =  fkr (10), 

where  h  is  the  galvanometer  constant  and  T  the  time  of  swing  of 
the  coil. 

To  prove  this,  we  have  to  complete  the  theory  of  Art.  80  by 
taking  into  account  the  angular  inertia  of  the  moving  coil.  Let 
I  be  its  moment  of  inertia  about  a  line  coinciding  with  the 
suspending  wire.  Then  the  total  couple  tending  to  increase  the 
deflexion  6  is  A*  —  ^lO,  and  therefore  the  equation  of  motion  of  the 
coil  in  general  is 

d^6 
^^  =  A*-M^ ■ (11)' 

damping  being  neglected. 

Equation  (11)  may  be  integrated  with  respect  to  t.  Thus 
if  the  coil  starts  from  rest  in  the  position  ^  =  0  we  have 

The  integral  I    idt  is  the  total  charge  e  that  has  passed  through  the 
galvanometer  from  time  <  =  0.     If  this  charge  has  passed  through 


quickly  the  coil  has  had  no  time  to  move,  so  that  I    ddt  is  negligible. 

J  0 
)ws  that  a  sudden  angular  velocity 
iven  by 

Iio  =  Xe (12). 


In  this  case  the  equation  shows  that  a  sudden  angular  velocity  w 
of  the  needle  is  produced,  given  by 
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After  the  charge  has  once  passed,  the  coil  swings  without  any- 
current  flowing  in  it.  Hence  putting  i  =  0  in  equation  (11), 
the  motion  of  the  coil  is  regulated  by  the  equation 

with  the  condition  that  ^  =  0  and  dd/dt  =  cj  when  t  =  0.  The 
equation  of  energy  is 

/de\^ 


'(S)-^^ 


constant. 


Applying  this  to  the  instants   (1)  when  t  =  0,   (2)  at  the  first 
stopping  place,  for  which  6  =  t  and  ddjdt  =  0,  we  have 

7co2  =  ^t2 (13). 

Further,  the  time  of  the  simple  harmonic  oscillation  of  the  coil 
is  given  by 

T  =  2n{Il^f (14). 

Combining  the  equations  (12),  (13)  and  (14)  we  have 


?©'^f(-D'=£*^ <-). 


e 

since  k  =  ju./A.     This  equation  is  very  important  as  it  gives  e  when 
the  galvanometer  constant  and  time  of  swing  are  known. 

To  allow  for  small  damping  assume  a  frictional  couple  propor- 
tional to  the  angular  velocity.  Then  the  equation  of  motion  of 
the  coil  swinging  freely  is 

^  +  2.^  +  .^^  =  0, 

where  k  is  a  small  constant  specifying  the  amount  of  damping. 
If  we  neglect  k^  the  solution  is 

9  =  6'"*  (A  cos  nt  +  B  sin  nt). 

In  the  case  considered  ^  =  0  when  t  =  0,so  that  .4  =  0.  Since 
the  damping  in  a  few  swings  is  small,  the  early  stages  of  the  motion 
are  represented  by  6  =  B  (1  —  kI)  sin  nt ;  and  if  the  damping  is 
zero  we  should  have  a  swing  of  amplitude  B,  so  that  B  is  the 
throw  corrected  for  damping.     In  the  actual  case  let  6^,  be  the 

p.  E.  12 
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first  throw,  6^  the  next  on  the  same  side.     These  correspond  to 
times  nt  =  J77  and  f tt  approximately,  so  that 

and  61 


SkttN 


Thus  B-e,  =  i{9,-  e,), 

i.e.  the  correction  to  true  throw  is  got  by  adding  one-quarter  of 
the  difEerence  between  the  actual  throws.  Hence  the  true  throw  t 
in  equation  (10)  is  given  by 

r  =  e,  +  i{d,-e^) (16). 

Thus  in  a  laboratory  experiment  in  which  the  zero  reading  on  the 
scale  is  (say)  24-2,  if  the  galvanometer  swings  to  the  right  and 
first  comes  to  rest  in  the  position  48-3,  the  next  reading  on  the 
right  being  47-4,  we  should  have  t  =  48-5  -  24-2  =  24-3.  If 
Jc  =  10-^  and  T  =  4  seconds,  the  total  charge  passing  through 
the  galvanometer  is  1-55  x  10"^  coulombs. 

84.  Measurement  of  a  large  capacity.  The  ballistic 
throw  produced  by  the  discharge  is  observable  with  a  sensitive 
galvanometer  if  the  condenser  is  of  the  order  of  a  microfarad. 
We  require  a  two-way  key  ABC  such  that  B  can  be  joined  to  A 


Fig.  120 
or  C  at  wUl.     Start  with  AB  joined,  thus  charging  the  condenser 
to  potential  F  (Fig.  120).     When  the  key  is  pressed  down  so  as  to 


V] 


MAGNETIC    EFFECT    OF   CUERENTS 


179 


disconnect  AB  and  join  BC,  a  ckarge  of  OF  coulombs  is  sent 
suddenly  through  the  galvanometer,  C  being  supposed  expressed 
in  farads  and  F  in  volts.  Let  t  be  the  ballistic  throw,  corrected 
for  damping.     Then 

T 

CV=^  JCT. 

The  time  of  swing  T  can  be  observed  with  a  stop-watch.  It  is 
safest  to  have  a  resistance  of  several  thousand  ohms  in  the  gal- 
vanometer circuit :  this  does  not  affect  the  ballistic  throw  since 
the  charge  sent  through  is  the  same  in  all  cases. 

With  the  connexions  as  in  the  second  part  of  the  figure,  shunt 
through  a  small  resistance  X  (about  1  ohm),  obtaining  the  same 
steady  deflexion  t  as  the  original  throw,  by  adjusting  the  resistance 
R.  li  S  +  G  is  considerably  greater  than  unity  (at  least  100 
ohms),  we  have  very  approximately 

VX 

!^  =  {S  +  G)  hr. 

Dividing  these  equations,  F  and  hr  go  out,  leaving 

XT 


C  = 


.(17). 


/  ^  axis 


2-aR  (S  +  G)' 

A  knowledge  of  the  absolute  magnitude  of  the  potential   F  is 
unnecessary  in  this  case. 

85.  Magnetic  force  of  a 
plane  current  at  large  dis- 
tances. Let  6  be  the  angle  be- 
tween the  normal  to  the  plane 
and  the  radius  vector  OP  drawn 
from  a  point  0  near  the  circuit  to 
a  distant  point  P  If  ^  is  the 
area  of  the  circuit  and  r  the  dis- 
tance P,  the  solid  angle  subtended 
at  P  is  <^  =  —  ^  cos  d/r^.  Hence 
the  magnetic  potential  at  P  is 
D  =  iA  cos  9/r^,  which  is  the  same 
as  that  of  a  magnet  of  moment  iA 
whose  axis  is  perpendicular  to  the 
plane  of  the  circuit.     The  relation  Fig.  121 

12—2 
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between  the  two  is  easily  seen  to  be  that  of  the  right-handed 
screw  law,  as  shown  in  Fig.   121. 

Consider  now  a  solenoid  of  length  I  wound  on  a  core  of  cross- 
section  A,  with  n  turns  in  all.  The  positive  and  negative  poles 
of  the  magnets  equivalent  to  the  separate  turns  destroy  each 
other  in  the  interior  just  like  the  elementary  magnets  of  a  uniformly 
magnetised  rod,  leaving  poles  only  at  the  ends.  Let  ±  m  be  the 
pole-strengths  when  a  current  i  is  flowing.  The  total  magnetic 
moment  is  equal  to  ml,  where  I  is  the  length  of  the  solenoid  :  it  is 
also  equal  to  the  sum  of  the  moments  of  the  n  separate  turns, 
namely  m4.  Hence  m  =  niA/l.  Thus  a  solenoid  acts  on  a  distant 
point  just  like  a  magnet  with  poles  at  the  ends  of  the  solenoid, 
and  this  law  only  fails  when  the  point  comes  within  a  distance  of 
the  solenoid  comparable  with  the  diameter  of  the  core.  This 
result  is  easily  seen  to  be  true  for  solenoids  which  are  not  straight. 
Further,  two  solenoids  act  on  one  another  like  bar-magnets. 

Historically,  the  actions  of  currents  on  currents  were  the  first 
to  be  considered  in  detail,  the  exact  laws  having  been  unravelled 
by  Ampere  very  soon  after  Oersted's  fundamental  discovery. 
From  the  present  point  of  view  a  current  is  supposed  to  produce 
a  magnetic  field  in  its  vicinity,  which  acts  on  any  second  circuit 
which  may  be  present.  We  proceed  to  obtain  a  general  expression 
for  the  potential  energy  of  the  forces  between  two  circuits  carrying 
currents. 

86.  Mechanical  forces  between  currents.  Mutual 
inductance.  Consider  the  case  of  two  circuits  of  any  form, 
carrying  currents  i,  i'  respectively,  and  let  the  flux  of  magnetic 
force  through  the  second  circuit  due  to  unit  current  in  the  first 
be  M.  Then  the  flux  through  the  second  circuit  in  the  actual 
case  is  N  =  iM.  It  follows  from  Art.  79  that  the  potential  energy 
of  the  second  circuit  in  the  magnetic  field  of  the  first,  that  is  the 
potential  energy  of  the  system,  is  —  ii'M. 

The  symmetry  of  this  result  shows  that  M  is  also  the  flux  of 
magnetic  force  through  the  first  circuit  due  to  a  unit  current 
in  the  second.  M  is  called  the  mutual  inductance  of  the  two 
circuits :  it  evidently  depends  only  on  their  form  and  relative 
position. 
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Let  us  calculate  the  force  between  a  current  i  in  a  circular 
wire  of  centre  0  and  radius  a  and  a  current  i'  in  a  parallel  circular 
wire  of  small  radius  b  whose  centre  P  is  on  the  axis  of  the 
first  circle.     Let  OP  =  x,  and  let  the  currents  circulate  in  the 


Fig.  122 

directions  shown.     The  magnetic  force  at  P  due  to  the  large 

circuit  has  been  found  to  be  ^Tria^  (a^  +  x^)~^  directed  along  PO. 
The  lines  of  force  thread  the  second  circuit  positively,  so  that 
the  potential  energy  is  obtained  by  multiplying  by  —  *'.  -rrb^.     Thus 

the  potential  energy  of  the  system  is  W  =  —  2TT^n'a^b^  {a^+  x^)  ~^. 
The  force  tending  to  increase  x  is  therefore 

_  ^  ^  _  GnHi'w'bH  (a2  +  x^)  "^. 

The  circuits  therefore  attract  one  another  when  the  currents  are 
in  the  same  direction,  and  repel  one  another  when  in  opposite 
directions.  It  is  easy  to  show  that  the  force  of  attraction  is 
greatest  when  x  =  \a. 

The  first  really  accurate  observations  on  the  mechanical 
forces  between  currents  were  those  of  W.  Weber  (1846).  Two 
circular  coils  of  many  turns  of  wire  were  placed  with  their  planes 
at  right  angles  to  one  another,  and  one  of  the  coils  was  supported 
by  a  bifilar  suspension.  By  observing  the  small  defiexions  caused 
by  a  current  passing  through  both  coils  in  series,  Weber  was  able 
to  verify  that  the  couple  on  the  moveable  coil  was  proportional 
to  the  square  of  the  current.  In  a  second  experiment  Weber 
placed  the  fixed  coil  in  various  positions  with  respect  to  the  other, 
and  showed  that  the  observed  couples  agreed  accurately  with 
those  to  be  expected  on  theoretical  grounds. 


182  MAGNETIC    EFFECT    OF   CTJEEENTS  [CH. 

87.  Self-inductance  of  a  circuit.  By  analogy  with  the 
mutual  inductance  of  two  circuits  we  may  define  the  self-induct- 
ance i  of  a  single  wire  G  as  the  flux  of  magnetic  force  through 
it  due  to  a  unit  current  in  G  itself.  Care  is  however  necessary 
in  defining  and  calculating  self-inductances,  because  if  G  is  taken 
as  a  geometrical  line  L  is  really  infinite,  in  contrast  with  mutual 
inductances  where  the  circuits  can  safely  be  taken  as  lines.  Actual 
wires,  however,  are  necessarily  of  finite  cross-section,  and  L  is 
defined  as  a  mean  magnetic  flux  as  follows. 

If  dS  is  an  element  of  cross-section  of  the  wire,  the  electricity 
passing  through  dS  traces  out  a  tubular  region  of  space  which 
we  may  call  a  current-filament.  Now  when  unit  current  is 
flowing  in  the  whole  wire,  imagine  the  wire  cut  up  into  a  large 
number  n  of  filaments  carrying  equal  currents.  Then  L  is  the 
mean  of  the  magnetic  fluxes  through  the  filaments,  i.e.  if  N  is 
the  flux  through  one  of  the  filaments  due  to  the  current  in  the 
whole  wire, 

n 

where  the  summation  extends  over  all  the  filaments.     Writing 
di  =  \jn  for  the  current  in  a  filament,  this  becomes 

L  =  ^N  di  where  ^di  =  1. 

It  is  not  assumed  in  this  definition  that  the  current  is  uniformly 
distributed  over  the  cross-section. 

We  can  find  an  expression  for  the  potential  energy  of  the 
mutual  electromagnetic  actions  between  the  various  current- 
filaments  of  a  wire  in  terms  of  L.  Suppose  in  the  first  place  that 
unit  current  is  flowing  in  the  wire.  Then  the  potential  energy 
of  the  filament  di  is  —  Ndi,  and  on  integration  the  potential 
energy  would  appear  to  be  —  L.  But  in  this  way  the  force 
between  each  pair  of  filaments  is  counted  in  twice,  so  that  the 
potential  energy  is  only  —  ^L.  When  a  current  i  is  flowing 
the  force  between  each  pair  of  filaments  is  i^  times  as  great  as 
before,  and  the  potential  energy  in  general  is  therefore  -  ^Lfl. 
This  quantity  is  essentially  negative,  as  we  should  expect  since 
the  major  part  of  the  action  between  two  filaments  is  the  force 
of  attraction  between  neighbouring  portions. 


V]  MAGNETIC   EFFECT   OF   CURRENTS  183 

As  an  example  of  self-inductance  we  may  consider  the  case 
of  a  solenoid  whose  length  I  is  great  in  comparison  with  its  diameter. 
If  A  is  the  area  of  cross-section  of  the  core  and  n  the  number  of 
turns,  the  magnetic  force  inside  the  solenoid  for  unit  current  is 
iwnll  except  in  the  immediate  neighbourhood  of  a  winding. 
Here  slight  disturbances  of  the  field  occur,  but  the  field  always 
remains  of  the  same  order  of  magnitude.  For  if  the  wires  are 
closely  packed  the  radius  of  the  cross-section  of  each  is  l/2n, 
and  the  magnetic  force  just  outside  one  of  the  wires  due  to  the 
unit  current  in  the  wire  itself  is  2  ^  {lj2n)  =  in/l.  Now  the 
disturbance  of  the  field  only  occurs  in  a  very  narrow  belt  near 
the  windings,  so  that  N  can  safely  be  calculated  on  the  assumption 
of  an  absolutely  uniform  interior  field.  Hence  the  flux  through 
a  single  turn  is  i-TrnA/l,  and  the  total  flux  4:Trn^A/l,  since  the  effect 
of  the  ends  is  negligible.     Thus 

L  =  iTrrfiA/l (18) 

absolute  electromagnetic  units.  For  the  solenoid  of  Fig.  Ill 
this  formula  gives  L  =  79000  e.m.u. 

The  solenoid  is  easier  to  treat  than  the  simple  circuit  or  loop 
of  wire,  because  in  the  latter  case  the  magnetic  force  near  the 
wire  is  generally  much  greater  than  that  elsewhere.  We  shall 
resume  the  calculation  of  self-inductances  in  Ch.  viii,  when  the 
reader  will  appreciate  their  importance  better. 

88.     Blectrodynamometers.       Current    balances.       An 

electrodynamometer  is  a  convenient  instrument  for  measuring  the 
forces  between  two  circuits  carrying  currents.  A  simple  form 
consists  of  a  fixed  coil  placed  vertically,  and  within  it  a  moveable 
coil  suspended  like  the  coil  of  a  moving-coil  galvanometer  from 
a  torsion  fibre.  Initially  the  two  coils  are  at  right  angles.  If 
currents  flow  in  the  coils  there  is  a  couple  on  the  moveable  coil 
due  to  the  magnetic  field  of  the  fixed  coil,  and  the  instrument 
shows  a  deflexion.  By  turning  the  torsion  head  round  we  can 
however  bring  the  moveable  coil  back  to  its  original  position. 
The  couple  required  to  do  this  can  be  found,  since  it  is  proportional 
to  the  angle  which  the  torsion  head  has  turned  through :  it  is 
also  equal  to  the  couple  exerted  by  the  fixed  coil  on  the  moveable 
coil  in  its  original  position,  and  this  is  proportional  to  the  product 
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i^i^  of  the  currents  in  the  fixed  and  moveable  coils.  If  the  two 
coils  are  joined  in  series  and  the  same  current  i  passes  through 
them,  the  couple  is  proportional  to  i^-  Blectrodynamometers 
can  therefore  be  used  to  measure  a  current  irrespective  of  external 
magnetic  fields,  and  are  then  known  as  current-balances. 

Lord  Kelvin  designed  an  accurate  form  of  current-balance 
known  by  his  name,  the  principle  being  shown  in  Fig.  123. 
A,  B,  C,  D  represent  four  fixed  horizontal  coils  wound  so  that 
the  current  circulates  in  them  in  the  directions  shown.  The 
moveable  coils  X,  Y  are  joined  in  series  with  the  fixed  coils,  but 


o  o- 


Fig.  123 

arranged  so  that  the  current  in  Y  is  in  the  opposite  direction  to 
that  in  X.  A  horizontal  beam  connects  X  to  Y  and  is  supported 
somewhat  after  the  manner  of  the  beam  of  a  balance.  It  has 
a  graduated  scale  in  front  on  which  a  rider  of  known  weight  can 
slide.  When  a  current  flows  through  the  balance,  X  is  repelled 
by  A  and  attracted  by  C,  while  Y  is  attracted  by  B  and  repelled 
by  D,  all  four  forces  combining  to  give  a  couple  in  the  counter- 
clockwise direction  in  the  figure,  which  can  be  balanced  by  known 
weights. 

Fig.  124  shows  an  actual  instrument,  though  the  central  coils 
are  not  visible.  When  no  current  is  flowing  a  known  weight  is 
placed  in  the  triangular  trough  on  the  right,  and  the  rider,  which 
is  of  the  same  weight,  is  placed  at  zero  on  the  left  of  the  scale. 
An  auxiliary  lever  is  then  adjusted  till  the  beam  is  in  its  correct 
position,  as  shown  by  the  marks  on  the  projections  at  its  ends. 
On  applying  the  current  the  rider  is  moved  to  the  right  till  the 
beam  is  again  in  its  normal  position,  and  the  current  is  then 
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read  off  on  a  scale  opposite  the  pointer.  Connexion  with  the 
moveable  coils  is  made  through  the  suspension  of  the  beam,  so 
that  the  latter  may  swing  as  freely  as  possible. 


Fig.  124 

The  greatest  sensitiveness  and  freedom  from  error  is  obtained 
by  arranging  the  distances  of  the  coils  so  that  the  couple  exerted 
shall  be  a  maximum.  If  the  coils  X,  Y  were  small  in  comparison 
with  the  fixed  coils,  and  if  the  latter  consisted  of  a  single  turn 
each,  we  have  seen  in  Art.  86  that  the  most  favourable  position 
is  for  X  to  be  at  a  distance  from  A  and  C  equal  to  half  the  radius 
of  either  coil.  In  the  present  case,  however,  the  best  distance 
is  rather  different. 

If  the  dimensions  of  an  electrodynamometer  are  accurately 
measured,  the  mutual  forces  can  be  calculated  theoretically  for 
given  currents,  so  that  the  electrodynamometer  will  give  a  measure- 
ment of  current  in  absolute  electromagnetic  units.  One  of  the 
most  perfect  types  of  instrument  for  this  purpose  is  that  designed 
by  W.  E.  Ayrton  and  J.  V.  Jones,  the  principle  of  which  is  illus- 
trated by  Fig.  125. 

Two  coils  A,  B,  wound  on  insulating  bobbins,  are  suspended 
from  the  beam  of  a  sensitive  balance.  C,  D  represent  hollow 
bobbins  also  wound  with  wire,  which  can  be  raised  so  as  to  enclose 
the  coils  A,  B.  The  windings  are  arranged  so  that  A  repels  G 
and  B  attracts  D  when  a  current  passes  in  series  through  all 
the  coils.     The  couple  is  then  exactly  compensated  by  adding 
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weights  on  a  scale  pan  hanging  from  the  left  of  the  beam.     This 
current-balance  was  used  in  finding  the  electro-chemical  equivalent 


C 


D 


Fig.  125 

of  silver,  and  was  considered  to  be  accurate  to  1  part  in  50,000. 
In  fact,  the  greatest  source  of  error  was  thought  to  be  the  un- 
certainty in  the  value  of  g. 

89.  Action  of  a  magnetic  field  on  an  element  of 
current.  We  shall  now  show  that  the  force  exerted  by  a  magnetic 
field  on  a  closed  circuit  can  be  analysed  into  forces  acting  on  its 
elements  of  length  according  to  a  definite  law ;  and  although  we 
cannot  really  deal  with  the  separate  parts  of  a  closed  circuit,  this 
representation  of  the  forces  will  sometimes  be  found  useful  in 
calculations.  The  force  that  may  be  considered  as  acting  on  an 
element  ds  is  a  force  of  magnitude  idsH  sin  0  perpendicular  to 
ds  and  H,  where  d  is  the  angle  between  ds  and  H :  that  is,  the 
vector  product  of  ids  and  H  (Art.  2).  In  other  words,  we  have 
to  prove  that  a  possible  force  on  the  element  has  components 

i  (H^dy  —  Hydz,  H^dz  —  H^dx,  Hydx  —  H^dy).  .(19). 

If  the  circuit  is  given  a  small  displacement  (^,  tj,  ^)  as  a  whole  the 
above  force  would  do  work 

dx,      dy,     dz 

I        I1X>  Hy,  H^ 
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The  work  is  therefore  represented  by  i  times  the  volume  of  the 
parallelepiped  in  the  figure.     Now  the  original  element  of  arc 


displacement  B 

Fig.    126 


AD  is  moved  to  BC  by  the  displacement :  hence  the  flux  of 
magnetic  force  through  the  circuit  has  increased  (as  far  as  ds 
is  concerned)  by 

area  ABCD  x  H  co&cf>, 

the  latter  being  the  normal  component  of  magnetic  force  for  the 
new  area  added  to  the  circuit.  This  latter  expression  is  equal 
to  the  volume  of  the  parallelepiped.  Hence  the  decrease  of  the 
potential  energy  by  the  displacement  (as  far  as  ds  is  concerned) 
is  i  times  the  parallelepiped.  The  displacement  (|,  r),  IQj  need 
not  be  the  same  for  all  the  elements  of  current,  but  the  preceding 
theory  applies  when  the  current  is  moved  about  in  any  way  as 
a  rigid  body.  In  this  case  the  mutual  actions  of  the  various  parts 
of  the  current  do  no  work  on  the  whole,  and  the  work  done  by 
the  assumed  system  of  elementary  forces  is  equal  to  the  decrease 
of  potential  energy.  In  other  words,  the  assumed  forces  are 
equivalent  over  the  whole  circuit  to  the  actual  forces  on  the 
circuit,  as  regards  the  components  of  both  force  and  couple. 

This  rule  enables  us  to  give  an  easy  explanation  of  the  actions 
of  magnets  on  currents  described  in  Art.  78.  Thus  in  the  case  of 
electromagnetic  rotation  of  liquids,  a  current  radially  outwards 
calls  forth  at  every  point  a  mechanical  force  tending  to  turn  the 
carriers  of  electricity  round  the  axis. 


188  MAGNETIC    EFFECT    OF   CURRENTS  [CH. 

90.     Equations   of  the    electromagnetic   field.      If    we 

have  currents  of  a  quite  general  kind  in  space,  the  law  of  work, 
namely  that  the  work  done  in  taking  a  unit  magnetic  pole  round 
any  circuit  is  4^  times  the  current  enclosed,  gives  us  an  important 
set  of  equations  connecting  current-density  with  magnetic  field. 
At  the  point  (x,  y,  z)  let  H  be  the  magnetic  force  andj  the  current- 
density.     The  work  done  in  taking  a  unit  pole  round  a  circuit 

G  is   I    H^dx  +  Hydy  +  H^dz.     Also  from  Art.    72   the   current 

J  c 

flowing  through  the  circuit  is  I  {Ij^  +  mjy  +  nj^)  dS,  integrated 
over  any  surface  S  with  0  as  rim.     Hence 

477- 1   {Ijx  +  mjy  +  nj^)  dS  =  I    H^dx  +  Hydy  +  H^dz 

=LHt-l')+"'b-f)-(t-t)l- 

by  Stokes'  theorem.  Since  this  equation  holds  for  all  possible 
surfaces  S  in  the  field,  we  must  have 

•^^       dy        dz 

•'"        dz        dx 
.    .       dHy      dH^ 

It  follows  that  djjdx  +  djy/dy  +  djjdz  =  0,  as  we  should  expect, 
since  the  current-density  in  steady  flow  should  be  solenoidal. 

Since  work  is  now  done  in  general  whenever  a  pole  is  taken 
round  a  closed  circuit,  there  will  not  be  a  magnetic  potential. 
On  the  other  hand  the  lines  of  magnetic  force  due  to  a  current- 
filament  are  re-entrant  curves,  and  it  is  natural  to  suppose  that 
the  magnetic  force  is  solenoidal.  Let  us  try  to  solve  the  last 
equations  so  as  to  give  the  magnetic  force  H  in  terms  of  j,  with 
the  condition 

dH^/dx  +  dHyjdy  +  dHJdz  =  0 (21). 

Suppose  that  H  is  the  curl  of  a  vector  A,  that  is, 

'"''      dy        dz'     '""       dz        dx'     ^'-^--d^--^^^^- 


.(20). 
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The  equation  (21)  is  then  satisfied  identically.     Hence  we  have 

(dj,    dj,\    d^y    dm,    dm, ,  dm. 


\dy      dzj      dxdy       dy^ 


dz^       dxdz 


_^(^Jh^^Hv^dH^\_dm,_d^H,_dm, 

dx  \  dx        dy        dz  )       dx''        dy^        di?  ' 

dm,    dm,    dm^  =  _  4^  i^h  _  ^k\ 

dx''        dy^        dz^  \dy      dz) ' 

Thus  all  the  equations  are  satisfied  if  we  put 

dx^  "^  s«^2  1-  3^2        '^^:)^' 

and  two  similar  equations.  This  equation  for  A,  is  exactly  of 
the  same  form  as  Poisson's  equation  for  V  in  terms  of  p.  Now 
in  the  latter  case  we  know  that  one  solution,  at  any  rate,  is  given 

by  taking  for  the  potential  at  a  point  P  the  value  F  =  I  - — 

integrated  over  the  whole  of  space,  where  p  is  the  density  at  a 
volume- element  dr  distant  r  from  P.  Hence  all  the  conditions 
are  satisfied  if  we  take  for  the  components  of  A  at  the  point 
P  {x,  y,  z)  the  quantities 


._jMl^     ^,  =  /i^^     ^,=/4^ (23), 


where  j  is  the  current-density  at  the  point  Q  (^,  rj,  Q  at  which 
dr  is  taken,  and  r  =  PQ.  The  vector  A  is  called  the  vector  potential 
of  magnetic  force. 

Since  the  magnetic  field  is  given  by  equation  (22),  it  is  thus 
completely  determined.  The  solution  thus  obtained  is  not  unique, 
since  we  can  clearly  superpose  the  magnetic  field  of  any  permanent 
magnetic  distribution  that  may  be  present.  The  above  solution, 
which  gives  H  =  0  when  j  =  0  everywhere,  may  however  fairly 
be  described  as  giving  the  magnetic  field  due  to  the  currents,  and 
we  shall  neglect  the  subsidiary  terms. 

Thus  the  work  law  in  its  general  form,  with  the  aid  of  certain 
assumptions,  determines  the  magnetic  force  of  any  distribution 
of  currents  in  space.  Applying  the  formulae  to  the  linear  circuit 
we  shall  obtain  results  equivalent  to  those  already  used. 
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91.     Magnetic  field  of  a  linear  current.     Let  Q  (^,  17,  0 

be  a  point  on  a  closed  circuit  G,  and  let  a  thin  wire,  whose  cross- 
section  near  Q  is  A,  coincide  with  C  and  carry  a  current  i.  If 
ds  is  the  element  of  arc  of  C,  the  distribution  of  current  is  equi- 
valent to  putting  j  =  0  except  in  the  neighbourhood  of  C,  where 

we  write  J  =  -^  and  dr  =  Ads,  so  that  ids  =jdr.    Writing  id^,  idr], 

idt,  for  j^dr,  jydr,  j^dr  respectively,  the  equations  for  the  vector- 
potential  at  the  point  P  {x,  y,  z)  reduce  to 


the  line  integrals  being  taken  round  C. 
3- 1-1  =  ,  etc.,  we  have 


Since 


dx 


© 


H,j 


{r,  -  y)  dl  -  il  -  Z)  dr,\ 


J  c 


■  a- 

-z)d^- 

-d- 

-x)dC 

0 
•  (1- 

-x)drj-{ri- 

-y)di 

.(24). 


The  solid  angle  which  the  circuit  subtends  at  P  is  given  by 

4>=\  dS  cos  djr\ 

where  S  is  any  surface  with  C  as  its  boundary  and  9  the  angle 
between  the  radius  vector  from  P  and  the  normal  to  dS.  Thus 
if  (l>  V'  0  is  any  point  on  S, 


*-W' 


jS 


X  TJ  —  W  C 

-+  m  '"  +  n  — 


^ 


') 


dS 


dx 


-]\dS. 
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Again  writing  H^  in  the  form 

and  applying  Stokes'  theorem,  we  have 

Hence  H^  =  id<f)/dx,  with  similar  expressions  for  Hy  and  H^ ;  that 
is,  there  is  a  magnetic  potential  Q  =  —  i<l>,  in  agreement  with 
the  previous  result. 

The  present  investigation  shows  that  the  formula  0.  =  —  i<j) 
is  the  only  one  consistent  with  the  work  law  in  its  widest  sense, 
and  also  shows  the  conditions  under  which  a  magnetic  potential 
exists.  In  general,  i.e.  with  currents  distributed  through  space, 
the  magnetic  force  is  not  derivable  from  a  potential ;  but  when 
the  currents  are  located  in  limited  tubular  regions  of  space  there 
exists  a  magnetic  potential  for  points  not  in  these  regions.  The 
peculiarity  of  this  potential  is  that  it  is  multiple- valued,  permitting 
different  work  to  be  done  on  a  unit  pole  when  the  latter  is  moved 
round  a  circuit  which  does  or  does  not  interlace  the  tubular  regions. 

92.  Ampere's  law  of  action  of  an  element  of  current. 
We  shall  now  show  that  the  whole  efiect  of  a  linear  current  is 
correctly  accounted  for  by  supposing  that  each  element  ds  of  the 
circuit  produces  a  magnetic  force  at  a  point  P  of  magnitude 
ids  sin  djr^  perpendicular  both  to  ds  and  to  the  radius  vector  r  from 
P,  d  being  the  angle  between  ds  and 
r  (Fig.  127).  As  regards  the  sign 
of  the  force,  the  element  is  sup- 
posed to  tend  to  twist  a  positive  pole  ^^■^(f  n  t\ 
round  it  in  the  right-handed  screw  ^^ 
manner.  The  rule  stated  above  is 
equivalent  to  saying  that  the  mag-  ^ 
netic  force  at  a  point  P  due  to  the     ^  r '  !'■  */ 

element  ds  is  -5  times  the  vector  '^" 

product  of  r  and  ds.  The  corresponding  ai-component  of  the 
elementary  force  is  therefore 

'^{{:^-y)dl-{i-z)d^). 
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which  is  the  element  of  the  integral  in  equation  (24)  of  the  last 
article,  so  that  the  rule  holds  good. 

Without  attaching  too  much  importance  to  the  idea  of  element 
of  current,  we  can  use  the  law  as  a  convenient  one  for  certain 
calculations,  particularly  with  straight  or  jointed  circuits. 

As  an  example  let  HK,  KL  be  two  long  straight  wires  meeting 
at  an  angle  2A,  and  let  P  be  a  point  on  the  external  bisector 
distant  r  from  K.  It  is  re- 
quired to  find  the  magnetic 
force  at  P,  which  is  clearly  per- 
pendicular to  the  plane  of  the 
paper,  when  a  current  i  passes 
along  the  wires.  We  have  in 
the  figure 

KQ 

sin  {A  -  61) 

so  that    PQ 


PQ    _ 
sin  A 

r  sin  A 
sin  6 


r 
sin^' 


If  QR  is  an  element  of  the  top 
half  of  the  wire, 

Hence  the  magnetic  force  at  P 
due  to  QR  is 

i  .  QR  sin  9  i  sin  0  dd 


PQ^ 


I  sm 
r  sin  A 


Fig.  128 


Integrating  from  9  =  A  to  9  =  0  and  doubling  the  result  we  have 
for  the  total  magnetic  force 


3t  (1  —  cos  A)     2t  ^      T    . 
-    — ^-  -  .  -  -'  =  —  tan  iA. 
r  sm  A  r 


Biot 


Putting  A  =  \tt  gives  the  infinitely  long  straight  circuit, 
verified  the  formula  in  its  more  general  form. 

The  accuracy  of  the  electromagnetic  laws,  and  of  Ampere's 
elementary  law,  can  be  tested  by  setting  up  a  circuit  of  known 
form  and  measuring  the  magnetic  force  at  various  points.  We 
shall  describe  one  final  verification  of  this  kind.     It  can  be  proved 
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that  if  we  have  a  square  circuit  of  side  2a  and  take  a  point  distant 
X  from  the  centre  on  a  line  through  the  centre  parallel  to  one 
pair  of  sides,  then  the  magnetic  force  is 

2i       ,,  .„        „a  2t 


{(a  -  xf  +  cP^  + 


•  {{a  +  xf  +  a^f. 


a  (a  ~  x)  "~        '    '   "  ■■     '   a  {a  +  x) 
The  following  table  gives  the  comparison  between  theory  and 
experiment. 

a  =  44-6. 


Eatio  of  magnetic  force 

X 

to  force  at  the  centre 

Obs. 

Calo. 

8-3 

1-04 

102 

U-2 

107 

1-07 

19-7 

115 

1-15 

22-5 

1-22 

1-22 

25-4 

1-30 

1-31 

28-6 

1-43 

1-46 

31-7 

1-66 

1-68 

93.  Neumann's  formula  for  the  mutual  inductance  of 
two  circuits.  When  a  unit  current  flows  in  a  circuit  C  the 
magnetic  force  at  the  point  P  {x,  y,  z)  is  given  by 

dA^     dA,.      „       dA„     dA, 


where 


dz        dx  '        '        dx 


_  dA,     dAy 
"^  dy        dz  ' 

The  flux  of  magnetic  force  through  a  closed  curve  C"  due  to  the 

mMy  +  nU^  dS,  where  S'  is  any 


.(25). 


unit  current  in  C  is        (IH^ 

J  S' 

surface  having  C  as  boundary.     Hence  if  M  is  the  mutual  induct- 
ance of  C  and  C, 


+  Aydy  - 
J  cJ  c 


L 


=       A^dx  +  Aydy  +  A^dz  by  Stokes'  theorem. 


Thus 


dxdj  +  dydrj  +  dzdt, 
r 


(26). 
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If  ds  is  an  element  of  C  and  ds'  of  C,  the  two  making  an  angle  € 
with  each  other,  this  gives  Neumann's  formula,  namely 

""dsds'  cos  e 


M: 

the  integral  extending  round  both  circuits 

94.  Mutual  inductance  of 
two  parallel  circles  on  the 
same  axis.  We  shall  consider 
the  case  in  which  the  circles  are 
in  the  same  plane,  and  therefore 
concentric.  Let  a,  h  be  the 
radii,  and  take  an  element  ds 
at  P  on  the  circle  of  radius  a 
and  one  of  length  ds'  =  bdtfi  on 
the  circle  of  radius  i.  Then  e  =  >p 
and  r^  =  a?+b^  —  2ab  cos  ip.  The 
total  contribution  of  ds  to  M  is 
therefore 

cos  e  ds' 


.(27) 


Fig.  129 


ds 


=  ds 


h  cos  ip  dip 


0  (a2  +  62  -  2ab  cos  ipy- 
Evidently  the  mutual  inductance  is  obtained  by  merely  writing  the 
whole  circumference  2-7Ta  of  the  outer  circle  instead  oi  ds,  so  that 

M  =  i„ab  r ^^-"^-^-^ , . 

J  0  (a2  +  62  _  2ab  cos  i/-)* 

Writing    ip  =  tt—2<P  we  have 


M  =  -  8nab 


cos  2(p  d<p 


0  (a2  +  62  +  2ab  cos  2cpy- 
This  may  be  reduced  to  elliptic  integrals  by  writing 

4a6 


A;2 


{a+bf  •■•• 
Thus  we  find  after  a  little  reduction  that 


.(28). 


^  ^  8Trab  p  {2  sin2  cf,  -  \)  dcP 
a  +  6'  0   (1  -  A;2sin2^)i 


or 


M=  47rV'a6 


l-*)'^-!^' 


,(29), 
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where  K  and  E  are  complete  elliptic  integrals  of  the  first  and 
second  kind  to  modulus  k. 

If  the  circles  are  no  longer  concentric  but  lie  in  parallel  planes 
distant  x  apart,  with  the  line  joining  their  centres  perpendicular 
to  both  planes,  it  is  easy  to  show  that  equation  (29)  still  holds, 
but  (28)  is  replaced  by 

^'  =  r^w3r-2 (30). 

The  elliptic  integrals  have  all  been  tabulated,   and    hence   the 
quantity  in  square  brackets  is  known  in  terms  of  Ic.     Writing 

A  =  sin  y (31), 

MjVab  can  be  tabulated  for  various  values  of  y,  as  was  done 
by  Maxwell.     A  table  is  given  at  the  end  of.  the  chapter  (p.  197). 
In  the  case  of  concentric  circles  the  calculation  is  simplified 
by  observing  that 

cosy=  ^^ (32), 

which  readily  follows  from  (28)  and  (31).     The  following  are  two 
examples : 

(1)  a  =  16-025  cm.,  b  =  10-550  cm.,  y  =  78°  6',  M  =  168-61 
absolute  e.m.  units. 

(2)  a  =  16-025  cm.,  b  =  1-750  cm.,  y  =  36°  35',  M  =  3-79 
absolute  e.m.  units. 

The  exact  calculation  of  a  mutual  inductance  is  of  great  import- 
ance in  connexion  with  the  determination  of  resistance  in  absolute 
measure  (Art.  138).  Similarly  the  calculation  of  the  forces  between 
two  circuits  is  of  importance  for  the  absolute  measurement  of 
current.     For  the  case  of  two  circles  we  proceed  as  follows. 

The  potential  energy  of  these  forces  is 

r2E      /2 


W  =  iwii'  Vab 


.    il-^y 


^2  *«^ 

where  k'  ^ 


(a  +  6)2  +  x^  ■ 
Thus  the  attraction  between  the  two  circuits  is 

dW     dWdk  k^xdW 

'.  ^~^dx~      iab  dk' 

'  13—2 
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The  integrals  dE/dk  and  dKjdk  have  to  be  calculated.     We  have 


dE      f^   -ksin^edd       E-. 
dk     i  0  (1  _  jfc2  sin2  6)^          k 

and  also 

dK      ^.  1  2       sin2  Odd 

dk         Jo(i-k^sm^ef' 

Let  P  s  sin  (9  cos  61  (1  -  P  sin^  6) '  *.     Then 
dP      1-2  sin^  d  +  k^  sin^  9 
dd~         (1  -  F  sin2  6*)* 

=  _(l_m ^J^ .     i::l'(i_  Psin2e)-*+  i  (l-Psin^e)*. 

(l-Jfc^sin^S)^-        k^  ¥ 

On  integration,  since  P  vanishes  both  for  0  =  0  and  for  0  =  \tt, 

we  have 

_  1-fe^  dK     E-{l-k^)K  ^  dK^  E-{l-¥)K 

k       dk^  B  ~    '    ^"^     SA;  ifc(l-F)      ■ 

Making  these  substitutions  we  find  for  the  pull  between  the  circuits 
the  expression 

-       ^ff'       [(/fc^  -  2)  ^  +  2  (1  -  F)  Z]. 
(1  -  k^)Vab 

95.    Action  of  a  magnetic  field  on  a  moving  charge. 

If  we  regard  an  electric  current  as  a  flow  of  electrons,  and  also 
regard  Ampere's  elementary  law  as  actually  true  for  the  separate 
parts  of  a  circuit,  we  have  an  extremely  useful  rule  for  the  action 
of  a  magnetic  field  on  a  moving  charge ;  namely  that  a  charge 
e  moving  with  velocity  «  in  a  magnetic  field  H  experiences  a  force 
e/c  times  the  vector  product  of  v  and  H. 

To  prove  this,  let  P,  Q  represent  two  sections  of  a  wire  distant 
ds  from  each  other.     Let  w  be  the 
number  of  free  electrons  per  cubic    /j  f^ 

centimetre,   A   the  cross-section  of    \_l \J 

the  wire  and  v  the  velocity  of  drift.  p,;     ^^q 

The  amount  of  electricity  passing 

P  per  second  is  neAv  electrostatic  units,  so  that  the  current  i 

measured  electromagnetically  is  equal  to  neAvjc.    The  total  force 
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exerted  by  the  magnetic  field  H  on  the  electrons  between  P  and 
Q  is  ids  H  sin  9  =  neAvdsH  sin  Ojc,  where  6  is  the  angle  between 
H  and  ds  or  v.  .  The  juimber  of  electrons  concerned  is  nA  ds. 
Hence  the  force  on  each  is  the  vector  product  of  evjc  and  H ; 
i.e.  the  components  of  mechanical  force  are  » 


or 


(%H, 


My,    vM^,  -  vM, 


H,, 


«. 
H. 


VxHy    - 


U  "  V. 


.(33). 


Tables  of  Mutual  Inductance  {see  Art.  94). 


M 

M 

M 

7 

Vab 

7 

Vai> 

7 

Vab 

5°  0' 

•00166 

8°  18' 

•00753 

11°  36' 

•02068 

6 

•00175 

24 

■00780 

42 

•02124 

12 

•00185 

30 

•00809 

48 

•02179 

18 

•00196 

36 

•00839 

54 

■02234 

24 

■00207 

42 

•00871 

12  0 

•02291 

30 

•00219 

48 

■00900 

6 

•02350 

36 

•00231 

54 

■00929 

12 

•02409 

42 

•00244 

9  0 

■00961 

18 

•02469 

48 

•00256 

6 

•00994 

24 

•02531 

54 

•00270 

12 

■01028 

30 

•02594 

6  0 

■00284 

18 

■01063 

36 

•02657 

6 

00299 

24 

•01097 

42 

■02721 

12 

•00314 

30 

■01132 

48 

•02785 

18 

•00329 

36 

■01169 

54 

•02851 

24 

•00346 

42 

■01205 

13  0 

•02919 

30 

•00362 

48 

■01243 

6 

•02988 

36 

•00378 

54 

■01282 

12 

•03057 

42 

•00396 

10  0 

■01322 

18 

•03128 

48 

•00413 

6 

■01362 

24 

■03199 

54 

•00432 

12 

■01402 

30 

■03273 

7  0 

•00450 

18 

■01444 

36 

■03348 

6 

•00470 

24 

■01488 

42 

■03422 

12 

•00491 

30 

■01532 

48 

■03498 

18 

•00511 

36 

■01576 

54 

•03575 

24 

■00533 

42 

■01620 

14  0 

•03653 

30 

■00554 

48 

■01666 

6 

•03732 

36 

■00578 

54 

■01714 

12 

•03814 

42 

■00603 

11  0 

•01762 

18 

•03897 

48 

•00627 

6 

■01811 

24 

■03980 

54 

•00651 

12 

■01861 

30 

•04065 

8   0 

■00676 

18 

■01913 

36 

■04151 

6 

■00701 

24 

•01964 

42 

•04237 

12 

■00726 

30 

•02014 

48 

•04325 
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Tables  of  Mutual  Inductance  {continued). 


M 

M 

M 

7 

7 

7 

•  Va> 

Viib 

V^ 

14°  54' 

■04415 

19°  54' 

■106606 

24°  54' 

■212613 

15  0 

•04504 

20  0 

■108254 

25  0 

■215272 

6 

■04596 

6 

■109923 

6 

■217955 

12 

•04690 

12 

■111607 

12 

•220661 

18 

•04784 

18 

■113306 

18 

•223390 

24 

■04880 

24 

■115028 

24 

•226141 

30 

■04976 

30 

■116766 

30 

•228915 

36 

■05074 

36 

•118524 

36 

•231718 

42 

•05174 

42 

■120295 

42 

•234540 

48 

•05274 

48 

■122086 

48 

•237388 

54 

•05377 

54 

■123894 

54 

■240260 

16  0 

•05480 

21   0 

■125724 

26  0 

■243154 

6 

•05585 

6 

■127575 

6 

■246076 

12 

•05690 

12 

•129440 

12 

■249024 

18 

■05798 

18 

■131324 

18 

■251995 

24 

■05907 

24 

133226 

24 

■254984 

30 

■06017 

30 

135149 

30 

■258005 

36 

■06129 

36 

137092 

36 

■261053 

42 

■06242 

42 

139051 

42 

■264121 

48 

■06356 

48 

141031 

48 

■267219 

54 

■06472 

54 

143033 

54 

■270340 

17   0 

■06590 

22   0 

145049 

27  0 

■273486 

6 

■06709 

6 

147086 

6 

■276657 

12 

•06830 

12 

149145 

12 

■279856 

18 

•06952 

18 

151226 

18 

■283081 

24 

•07075 

24 

153324 

24 

■286327 

30 

•07199 

30 

155442 

30 

■289603 

36 

•07325 

36 

157581 

36 

■292907 

42 

•07452 

42 

159739 

42 

■296237 

48 

•07581 

48 

161919 

48 

•299594 

54 

■07712 

54 

164119 

54 

•302980 

18  0 

■07845 

23  0 

166340 

28  0 

■306390 

6 

■07978 

6 

168582 

6 

•309829 

12 

■08114 

12 

170842 

12 

■313293 

18 

■08250 

18 

173128 

18 

■316782 

24 

•08388 

24 

175432 

24 

■320303 

30 

•08529 

30 

177758 

30 

■323849 

36 

•08671 

36 

180104 

36 

•327424 

42 

•08814 

42 

182474 

42 

•331027 

48 

•08959 

48 

184866 

48 

•334660 

54 

•09105 

54 

187278 

54 

•338323 

19  0 

■09253 

24  0 

189711 

29  0 

•342006 

6 

■09403 

6 

192165 

6 

•345720 

12 

■09554 

12 

194643 

12 

•349470 

18 

■09707 

18 

197143 

18 

•353243 

24 

■09862 

24 

199666 

24 

•357046 

30 

•100175 

30 

202211 

30 

•360876 

36 

■101761 

36 

204780 

36 

•364738 

42 

■103358 

42 

207363 

42 

•368631 

48 

■104972 

48 

209978 

48 

•372550 
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Tables  of  MiMual  Inductance  {continued). 


M 

M 

M 

7 

'■Vab 

7 

V^ 

7 

V^ 

29°  54' 

•376499 

34°  54' 

■615354 

39°  54' 

■950244 

30  0 

•380477 

35  0 

■621033 

40  0 

■958093 

6 

•384488 

6 

■626747 

6 

■965991 

12 

•388530 

12 

■632503 

12 

■973940 

18 

•392599 

18 

■638296 

18 

■981936 

24 

•396697 

24 

■644128 

24 

■989984 

30 

•400830 

30 

■650002 

30 

■998081 

36 

•404990 

36 

■655913 

36 

1^006230 

42 

•409184 

42 

■661863 

42 

r014428 

48 

•413410 

48 

■667858 

48 

1^022678 

54 

•417663 

54 

■673886 

54 

1^030978 

31   0 

•421950 

36  0 

■679958 

41   0 

1039329 

6 

•426268 

6 

■686070 

6 

1^047731 

12 

•430617 

12 

■692224 

12 

1^056187 

18 

•434999 

18 

■698418 

18 

1  ■064696 

24 

•439413 

24 

■704650 

24 

1^073255 

30 

•443861 

30 

■710924 

30 

1081865 

36 

•448338 

36 

■717240 

36 

1^090529 

42 

•452849 

42 

■723597 

42 

b099249 

48 

•457392 

48 

■729997 

48 

1^108021 

54 

•461968 

54 

■736438 

54 

1^116846 

32  0 

•466577 

37  0 

■742921 

42   0 

1^125726 

6 

•471220 

6 

■749446 

6 

1^134657 

12 

■475894 

12 

■756014 

12 

1^  143646 

18 

•480604 

18 

■762626 

18 

!■  152688 

24 

•485347 

24 

■769279 

24 

M61785 

30 

•490123 

30 

■775979 

30 

M70937 

36 

•494934 

36 

■782719 

36 

1^180150 

42 

•499780 

42 

■789501 

42 

1^189416 

48 

•504661 

48 

■796330 

48 

1^198735 

54 

•509574 

54 

■803204 

54 

1^208113 

33  0 

•514520 

38   0  ■ 

■810120 

43  0 

1^217547 

6 

•519504 

6 

■817080 

6 

1-227036 

12 

•524520 

12 

■824086 

12 

1-236685 

18 

•529576 

18 

■831137 

18 

1^246192 

24 

•534663 

24 

■838232 

24 

1  ■255856 

30 

•539786 

30 

■845373 

30 

1^265578 

36 

•544948 

36 

■852562 

36 

1^275360 

42 

•550143 

42 

■859794 

42 

1^285198 

48 

•555375 

48 

■867072 

48 

1  ■295098 

54 

•560642 

54 

■874397 

54 

1  ■305054 

34  0 

•565949 

39  0 

■881769 

44  0 

1^315071 

6 

■571290  , 

6 

■889186 

6 

1^325151 

12 

•576665 

12 

■896653 

12 

1^335288 

18 

•582079 

18 

■904165 

18 

1  ■345488 

24 

•587529 

24 

■911726 

24 

1-355747 

30 

■593020 

30 

■919329 

30 

1-366068 

36 

■598545 

36 

■926984 

36 

1-376450 

42 

■604110 

42 

■934688 

42 

1-386893 

48 

■609712 

48 

■942444 

48 

1-397398 
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M 

M 

7 
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y 
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7 

V^ 

44°  54' 

1-407968 

49°  54' 

2-023803 

54°  54' 

2-846006 

45  0 

1-418598 

50  0 

2038034 

55  0 

2-864981 

6 

1-429291 

6 

2-052351 

6 

2-884069 

12 

1-440051 

12 

2-066748 

12 

2-903266 

18 

1-450874 

18 

2-081230 

18 

2-922574 

24 

1-461762 

24 

2-095797 

24 

2-941994 

30 

1-472712 

30 

2-110445 

30 

2-961525 

36 

1-483725 

36 

2-125177 

36 

2-981170 

42 

1-494806 

42 

2-139995 

42 

3-000929 

48 

•  1-505954 

48 

2-154900 

48 

3-020802 

54 

1-517167 

54 

2-169889 

54 

3-040792 

46   0 

1-528443 

51  0 

2-184968 

56  0 

3-060898 

6 

1-539789 

6 

2-200130 

6 

3-081119 

12 

1-551202 

12 

2-215380 

12 

3-101456 

18 

1-562680 

18 

2-230719 

18 

3-121913 

24 

1-574225 

24 

2-246148 

24 

3-142488 

30 

1-585840 

30 

2-261665 

30 

3-163183 

36 

1-597524 

36 

2-277274 

36 

3-183998 

42 

1-609271 

42 

2-292970 

42 

3-204937 

48 

1-621077 

48 

2-308754 

48 

3-225992 

54 

1-632980 

54 

2-324631 

54 

3-247170 

47  0 

1-644941 

52  0 

2-340602 

57  0 

3-268474 

6 

1-656968 

6 

2-356664 

6 

3-289905 

12 

1-669069 

12 

2-372817 

12 

3-311460 

18 

1-681238 

18 

2-389063 

18 

3-333137 

24 

1-693479 

24 

2-405403 

24 

3-354941 

30 

1-705793 

30 

2-421839 

30 

3-376876 

36 

1-718177 

36 

2-438370 

36 

3-398936 

42 

1-730637 

42 

2-454995 

42 

3-421124 

48 

1-743166 

48 

2-471716 

48 

3-443444 

54 

1-755769 

54 

2-488532 

54 

3-465894 

48  0 

1-768440 

53  0 

2-505444 

58  0 

3-488473 

6 

1-781195 

6 

2-522459 

6 

3-511186 

12 

1-794021 

12 

2-539568 

12 

3-534033 

18 

1-806920 

18 

2-556777 

18 

3-557014 

24 

1-819895 

24 

2-574083 

24 

3-580129 

30 

1-832946 

30 

2-591490 

30 

3-603380 

36 

1-846071 

36 

2-608996 

36 

3-626768 

42 

1-859274 

42 

2-626608 

42 

3-650294 

48 

1-872554 

48 

2-644319 

48 

3-673957 

54 

]  -885907 

54 

2-662131 

54 

3-697759 

49  0 

1-899338 

54  0 

2-680046 

59  0 

3-721703 

6 

1-912852 

6 

2-698064 

6 

3-745787 

12 

1-926444 

12 

2-716186 

12 

3-770017 

18 

1-940111 

18 

2-734412 

18 

3-794386 

24 

1-953859 

24 

2-752743 

24 

3-818899 

30 

1-967687 

30 

2-771182 

30 

3-843559 

36 

1-981595 

36 

2-789727 

36 

3-868363 

42 

1-995584 

42 

2-808378 

42 

3-893315 

48 

2-009653 

48 

2-827138 

48 

3-918417 
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M 
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M 

7 

M 

Vab 
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3-943666 

64°  54' 

5-421532 

69°  54' 

7-451115 

60  0 

3-969066 

65  0 

5-455983 

70  0 

7-499113 

6 

3-994618 

6 

5-490649 

6 

7-547449 

12 

4-020317 

12 

5-525536 

12 

7-596130 

18 

4-046174 

18 

5-560646 

18 

7-645153 

24 

4-072183 

24 

5-595977 

24 

7-694527 

30 

4-098348 

30 

5-631535 

30 

7-744254 

36 

4-124669 

36 

5-667322 

36 

7-794338 

42 

4-151148 

42 

5-703333 

42 

7-844780 

48 

4-177783 

48 

5-739578 

48 

7-895588 

54 

4-204583 

54 

5-776057 

54 

7-946760 

61  0 

4-231539 

66  0 

5-812771 

71   0 

7-998308 

6 

4-258658 

6 

5-849716 

6 

8-050230 

12 

4-285939 

12 

5-886906 

12 

8-102533 

18 

4-313386 

18 

5-924333 

18 

8-155211 

24 

4-340998 

24 

5-962006 

24 

8-208281 

30 

4-368777 

30 

5-999921 

30 

8-261743 

36 

4-396721 

36 

6-038082 

36 

8-315598 

42 

4-424836 

42 

6-076494 

42 

8-369854 

48 

4-453121 

48 

6-115157 

48 

8-424513 

54 

4-481575 

54 

6-154071 

54 

8-479581 

62  0 

4-510204 

67  0 

6-193241 

72  0 

8-535060 

6 

4-539005 

6 

6-232671 

6 

8-590958 

12 

4-567985 

12 

6-272356 

12 

8-647276 

18 

4-597138 

18 

6-312306 

18 

8-704018 

24 

4-626471 

24 

6-352521 

24 

8-761194 

30 

4-655979 

30 

6-393001 

30 

8-818806 

36 

4-685669 

36 

6-433752 

36 

8-876855 

42 

4-715544 

42 

6-474772 

42 

8-935351 

48 

4-745597 

48 

6-516067 

48 

8-994302 

54 

4-775835 

54 

6-557639 

54 

9-053704 

63  0 

4-806260 

68  0 

6-599488 

73  0 

9-113567 

6 

4-836872 

6 

6-641619 

6 

9-173900 

12 

4-867673 

12 

6-684032 

12 

9-234702 

18 

4-898661 

18 

6-726735 

18 

9-295978 

24 

4-929841 

24 

6-769723 

24 

9-357741 

30 

4-961217 

30 

6-813005 

30 

9-419994 

36 

4-992783 

36 

6-856578 

36 

9-482734 

42 

5-024548 

42 

6-900450 

42 

9-545978 

48 

5-056507 

48 

6-944623 

48 

9-609731 

54 

5-088669 

54 

6-989098 

54 

9-673991 

64  0 

5-121026 

69  0 

7-033873 

74  0 

9-738770 

6 

5-153588 

6 

7-078964 

6 

9-804079 

12 

5-186352 

12 

7-124362 

12 

9-869919 

18 

5-219322 

18 

7-170072 

18 

9-936286 

24 

5-252501 

24 

7-216104 

24 

10-00320 

30 

5-285883 

30 

7-262452 

30 

10-07068 

36 

5-319477 

36 

7-309127 

36 

10-13871 

42 

5-353281 

42- 

7-356128 

42 

10-20731 

48 

5-387300 

48 

7-403454 

48 

10-27647 
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7 
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74°  54' 

10-34622 

80°  0' 

14-90704 

85°  0' 

2315395 

75  0 

10-41655 

6 

15-02247 

6 

23-40052 

6 

10-48748 

12 

1513925 

12 

23-65241 

12 

10-55902 

18 

15-25738 

18 

23-90984 

18 

10-63115 

24 

15-37691 

24 

24-17308 

24 

10-70392 

30 

15-49786 

30 

24-44234 

30 

10-77731 

36 

15-62026 

36 

24-71791 

36 

10-85134 

42 

15-74414 

42 

25-00006 

42 

10-92601 

48 

15-86953 

48 

25-28912 

48 

11-00133 

54 

15-99647 

54 

25-58540 

54 

11-07731 

81   0 

16-12498 

86  0 

25-88926 

76  0 

11-15397 

6 

16-25511 

6 

26-20108 

6 

11-23131 

12 

16-38688 

12 

26-52127 

12 

11-30933 

18 

16-52033 

18 

26-85026 

18 

11-38807 

24 

16-65552 

24 

27-18855 

24 

11-46750 

30 

16-79246 

30 

27-53665 

30 

11-54766 

36 

16-93120 

36 

27-89511 

36 

11-62855 

42 

17-07179 

42 

28-26458 

42 

11-71018 

48 

17-21427 

48 

28-64571 

48 

11-79256 

54 

17-35868 

54 

29-03922 

54 

11-87571 

82  0 

17-50507 

87   0 

99-44593 

77  0 

11-95963 

6 

17-65349 

6 

29-86672 

6 

12-04434 

12 

17-80399 

12 

30-30260 

12 

12-12985 

18 

17-95063 

18 

30-75463 

18 

12-21616 

24 

18-11146 

24 

31-22405 

1      24 

12-30330 

30 

18-26853 

30 

31-71218 

30 

12-39128 

36 

18-42790 

36 

32-22057 

36 

12-48011 

42 

18-58963 

42 

32-75093 

42 

12-56979 

48 

18-75380 

48 

33-30520 

48 

12-66035 

54 

18-92046 

54 

33-88560 

54 

12-75181 

83  0 

19-08970 

88  0 

34-49465 

78  0 

12-84417 

6 

19-26157 

6 

3513533 

6 

12-93744 

12 

19-43614 

12 

35-81099 

12 

13-03165 

18 

19-61351 

18 

36-52565 

18 

13-12681 

24 

19-79376 

24 

37-28401 

24 

13-22294 

30 

19-97697 

30 

38-09171 

30 

13-32005 

36 

2016323 

36 

38-95555 

36 

13-41816 

42 

20-35263 

42 

39-88383 

42 

13-51728 

48 

20-54529 

48 

40-88686 

48 

13-61744 

54 

20-74129 

54 

41-97762 

54 

13-71865 

84  0 

20-94075 

89  0 

43-17285 

79  0 

13-82093 

6 

21-14378 

6 

44-49455 

6 

13-92429 

12 

21-35051 

12 

45-97255 

12 

14-02877 

18 

21-56105 

18 

47-64863 

18 

14-13438 

24 

21-77555 

24 

49-58404 

24 

14-24113 

30 

21-99414 

30 

51-87366 

30 

14  34906 

36 

22-21696 

36 

54-67647 

36 

14-45818 

42 

22-44419 

42 

58-29054 

42 

14-56851 

48 

22-67598 

48 

63-38499 

48 

14-68008 

54 

22-91251 

54 

72-09483 

54 

14-79293 

' 
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89°  37' 

55-2141 

1 

43-3840 

20 

48-2614 

38 

55-7738 

2 

43-5983 

21 

48-5792 

39 

56-3586 

3 

43-8167 

22 

48-9058 

40 

56-9718 

4 

44-0393 

23 

49-2402 

41 

57-6143 

5 

44-2649 

24 

49-5840 

42 

58-2905 

6 

44-4945 

25 

49-9379 

43 

59-0106 

7 

44-7291 

26 

50-3025 

44 

59-7778 

8 

44-9676 

27 

50-6769 

45 

60-5927 

9 

45-2127 

28 

51-0634 

46 

61-4582 

10 

45-4601 

29 

51-4624 

47 

62-3821 

11 

45-7141 

30 

51-8737 

48 

63-3850 

12 

45-9726 

31 

52-2998 

49 

64-4926 

13 

46-2370 

32 

52-7412 

50 

65-7189 

14 

46-5072 

33 

53-1986 

51 

67-0718 

15 

46-7832 

34 

53-6723 

52 

68-5662 

16 

47-0652 

35 

54-1639 

53 

70-2280 

17 

47-3533 

36 

54-6765 

54 

72-0948 

18 

47-6486 

CHAPTER   VI 

THERMOELECTRICITY 

96.  The  Seebeck  effect.  It  is  a  matter  of  everyday 
observation  in  a  laboratory  that  no  current  flows  in  a  circuit  tbat 
does  not  contain  an  electric  battery,  provided  that  the  tempera- 
ture is  the  same  throughout.  That  this  is  not  true  when  the 
temperature  is  different  in  different  parts  was  first  shown  by 
Seebeck  in  1821.  He  found  that  if  a  circtiit  consisted  of  two 
metals,  and  one  of  the  junctions  was  hotter  than  the  other,  then  a 
current  flowed  round  the  circuit.  The  direction  of  the  current 
depends  on  the  pair  of  metals  as  well  as  on  the  temperatures  of 
the  junctions :  in  a  copper-iron  circuit  in  which  one  junction  is 
at  the  freezing-point  and  the  other  at  the  boiling-point  of  water, 
the  current  flows  from  copper  to  iron  across  the  hot  junction  and 
from  iron  to  copper  across  the  cold  junction. 

The  electromotive  force  in  the  circuit,  which  is  usually  of  the 
order  of  j^so  "^°^*'  i^  most  conveniently  measured  by  a  potentio- 
meter method,  as  shown  in  the  figure.  The  hot  junction  is 
placed  in  a  hole  bored  in  a  massive  iron  cylinder  C,  and  insulated 
from  it  by  wrapping  the  wires  round  with  asbestos.  The  cyhnder 
is  heated  in  a  sand-bath  over  a  Bunsen  burner.  Its  temperature 
rises  gradually,  and  is  measured  with  a  thermometer  inserted  in 
a  second  hole  similar  to  the  first.  In  this  way  observations  can 
be  easily  extended  to  a  temperature  of  200°  of  the  hot  junction. 
The  cold  junction  is  immersed  in  a  beaker  of  water,  protected 
from  the  radiation  of  the  cylinder  by  a  sheet  of  asbestos. 

Let  V  be  the  thermal  e.m.f.  and  F  the  e.m.f.  of  the  auxiliary 
battery.  Then  no  current  will  pass  through  the  galvanometer 
when  both  keys  are  down,  provided  that  v  =  XVj(X  +  R).  Since 
X  is  small  in  comparison  with  R  {X  being  most  conveniently 
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^th  ohm  and  R  of  the  order  of  100  ohms)  we  have  approximately 
V  =  XV/R.    It  is,  however,  very  difficult  to  maintain  the  balance 


COPPER 


Fig.  131 

in  this  way,  as  the  temperature  seldom  remains  constant  over 
the  time  required  for  an  observation.  It  is  most  convenient, 
after  obtaining  a  rough  balance,  to  diminish  R  slightly,  thus 
throwing  the  galvanometer  spot  off  the  zero.  The  spot  creeps 
back  to  zero  as  the  cylinder  heats  up,  and  the  temperature  may 
be  read  at  the  time  when  the  deflexion  is  zero.  The  process 
is  then  repeated  with  a  smaller  value  of  R,  and  so  on. 

The  presence  of  two  metals  is  in  general  necessary  for  the 
development  of  thermoelectric  currents.  For  example,  if  the 
terminals  of  a  sensitive  galvanometer  are  joined  by  a  long  bare 
copper  wire,  no  deflexion  occurs  when  a  Bunsen  burner  plays 
on  the  wire  at  any  point.  Similarly  the  total  e.m.f.  in  a  thermo- 
electric circuit  consisting  of  two  given  metals  depends  only  on 
the  temperatures  of  the  junctions,  and  not  on  the  temperatures 
of  all  the  parts  of  the  circuit.  This  principle  is  of  great  use  in 
thermoelectric  measurements :  for  example  in  Fig.  131  we  can 
keep  the  left-hand  beaker  at  100°  C.  and  the  right-hand  beaker 
at  0°  C.  and  thereby  measure  the  b.m.f.  of  the  circuit  for  these 
temperatures  of  the  junctions,  without  keeping  the  galvanometer 
and  the  resistance  X  also  at  0°. 
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97.     Laws  of  the  thermoelectric  circuit.     Let  A,  B  be 

two  metals,  the  temperatures  of  the  hot  and  cold  junctions  being 
^j  and  ^2  respectively.  The  thermal  voltage  F  will  be  reckoned  as 
positive  when  the  current  flows  from  B  to  A  across  the  hot  junction 
and  from  A  to  B  across  the  cold  junction.  We  shall  use  the 
symbol  {A,  B)  for  F  when  it  is  desired  to  specify  the  metals  used, 
and  {6-^^,  0^  when  we  consider  more  particularly  the  temperatures 
of  the  junctions.     The  laws  of  the  thermoelectric  circuit  are : 

(1)  For  a  given  pair  of  metals,  the  e.m.f.  for  temperatures 
^1  and  ^3  is  the  sum  of  the  e.m.f.'s  for  ^^  and  d^  and  for  d^  and  d^, 
or  symbolically 

(2)  For  given  temperatures  of  the  junctions,  the  e.m.f.  of 
two  metals  A,  C  is  the  sum  of  the  e.m.p.'s  of  A,  B  and  of  B,  C, 
B  being  any  third  metal.     Symbolically, 

{A,  C)  =  {A,  B)  +  {B,  C). 

The  first  law  can  be  verified  by  direct  measurement,  for  example 
with  a  single  copper-iron  circuit  and  three  beakers  maintained 
at  0°,  50°,  and  100°  C.  Its  utility  is  obvious  :  instead  of  finding 
the  e.m.f.  of  a  given  pair  of  metals  for  all  temperatures  of  both 
junctions,  we  have  only  to  make  observations  for  various  tem- 
peratures of  the  hot  junction,  keeping  the  cold  junction  at  any 
convenient  temperature  such  as  0°  C,  and  then  the  thermal 
voltages  in  other  cases  come  out  as  differences.  The  second  law 
can  also  be  verified  directly,  or  more  neatly  by  a  null  method, 
as  shown  in  Fig.  132. 

It    is    found    that     if    the  '=°/!:'' 

metals  are  joined  in  the  order 
ABCABC,  and  the  junctions 
made  alternately  hot  and  cold 
junctions,  no  current  flows.  But 
the  circuit  is  clearly  equivalent 
to  three  thermoelectric  circuits 
with  metals  B,  C ;  C,  A;  A,  B  cold' 
connected  in  series,  so  that  we 
have 

(B,  C)  +  {C,  A)  +  (A,  B)  =  0, 
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which  is  the  same  as  the  previous  enunciation,  since  (0,  A)  is 
clearly  equal  to  —  {A,  C). 

Combining  the  two  laws  we  have  a  simple  rule  for  finding  the 
thermal  e.m.f.  of  any  circuit  for  any  temperatures  of  the  junctions. 
Select  a  convenient  temperature  (e.g.  0°  C.)  for  the  cold  junction 
and  a  standard  metal  (e.g.  lead),  and  measure  the  thermal  e.m.f. 
for  various  metals  at  different  temperatures  of  the  hot  junction. 
If  Ag  is  this  E.M.F.  for  a  metal  A  against  lead,  with  temperature 
6  of  the  hot  junction,  the  e.m.f.  of  a  thermoelectric  circuit  of 
metals  A,  B  and  temperatures  d^,  6^  is  given  by 

V  =  A,^-Ag,_-{Be,-Be,) (1). 

98.     Dependence  of  thermal  E.M.F.   on  temperature. 

Fig.  133  shows  the  thermal  voltages  of  various  metals  against  lead, 
one  junction  being  maintained  at  0° ,  and  the  other  at  various 
temperatures.     The   figure  is   taken   from   the  results   of  good 
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modern  experiments  (Noll,  Dewar  and  Fleming),  in  which  great 
care  was  taken  to  obtain  pure  materials  :  but  considerable  dis- 
crepancies sometimes  arise  which  are  partly  accounted  for  by 
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difierences  in  the  treatment  to  which  the  metals  have  been  sub- 
jected. The  range  of  accurate  observation  is  not  sufficient  to 
decide  the  form  of  the  curves  in  the  figure :  they  may  however 
be  represented  approximately  by  parabolas  whose  axes  are 
vertical.  This  is  equivalent  to  expressing  the  thermal  e.m.p.  V 
for  a  temperature  of  t°  centigrade  in  the  form  V  =  at  +  bi^:  but 
it  should  be  remembered  that  this  formula  is  not  rigidly  true 
and  sometimes  differs  from  the  results  of  experiment  by  amounts 
exceeding  the  errors  of  observation. 

The  laws  of  the  thermoelectric  circuit  given  in  the  last  article 
show  that  if  the  temperatures  (0°,  t°)  of  the  junctions  are  prescribed 
we  can  arrange  the  metals  in  a  thermoelectric  series  such  that  each 
has  a  positive  e.m.f.  when  used  with  the  next  one  in  the  series. 
For  small  values  of  t  the  series  is  as  follows : 

Antimony,  iron,  zinc,  copper,  silver,  lead,  mercury,  platinum- 
rhodium,  platinum,  nickel,  bismuth. 

It  was  found  by  Gumming  in  1823  that  the  order  of  the  metals 
is  not  invariable,  but  can  be  changed  by  the  use  of  higher  tempera- 
tures for  the  hot  junction.  This  phenomenon  is  known  as  thermo- 
electric inversion.  For  example,  iron  is  positive  with  respect  to 
copper  for  temperatures  less  than  550°  C,  but  negative  above  this 
temperature. 

The  choice  of  the  pair  of  metals  in  a  thermal  junction  naturally 
depends  on  the  uses  to  which  the  junction  is  to  be  put.  Thus 
an  antimony-bismuth  couple  is  used  when  great  sensitiveness  is 
required :  for  temperatures  0°  and  100°  this  gives  a  thermal 
voltage  of  about  1-2  x  10~^,  which  is  about  twelve  times  that 
of  an  iron-copper  circuit  at  the  same  temperatures.  At  high 
temperatures,  on  the  other  hand,  sufficient  sensitiveness  can 
easily  be  obtained,  and  the  chief  desideratum  is  high  melting- 
point  of  the  metals.  For  example,  a  circuit  of  platinum  and  10  % 
platinum-rhodium  alloy  can  be  used  up  to  1500°,  where  it  gives 
a  potential  of  about  16  millivolts. 

The  thermoelectric  behaviour  of  iron  is  very  anomalous.  Thus 
for  example  Belloc  found  that  dV/dd  for  an  iron-platinum  circuit 
fell  until  the  temperature  rose  to  380°  C,  then  rose  to  a  maximum 
value  for  a  temperature  of  830°,  and  fell  to  a  second  minimum 
value  at  950°,  after  which  it  rose  again.     The  three  bends  in 
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the  curve   were  very  sharp,  the  two  highest  being  apparently 
connected  with  the  transition  temperatures  of  iron. 

99.  The  Peltier  effect.  The  question  as  to  the  source 
of  the  energy  of  thermoelectric  currents  was  partly  settled  by 
the  discovery  of  Peltier  (1834)  that  heat  is  in  general  absorbed 
or  liberated  when  a  current 
crosses  the  junction  of  two 
metals.  This  is  easily  demon- 
strated by  the  apparatus  shown 
in  Fig.  134.  The  two  junctions 
A,  B  oi  &  composite  circuit 
are  enclosed  in  two  glass  bulbs 
joined  by  a  tube  containing  a 
thread  of  mercury,  the  whole 
forming  a  difEerential  air-ther- 
mometer. The  thread  of  mer- 
cury is  seen  to  move  on  turning 
on  the  current,  and  to  move  in 
the  other  direction  when  the 
current  is  reversed.  The  heat- 
ing effect  of  the  current  in  the 
wires  is  the  same  in  both  bulbs  and  has  no  effect  on  the  mercury 
thread. 

In  a  copper-iron  circuit,  heat  is  developed  when  the  current  flows 
from  iron  to  copper  and  absorbed  when  the  current  flows  from 
copper  to  iron.  Thus  in  a  thermoelectric  circuit,  in  which  the  current 
flows  from  copper  to  iron  across  the  hot  junction,  heat  is  abstracted 
from  the  hot  junction  by  the  passage  of  the  current  and  given  up 
to  the  cold  junction,  so  that  the  thermoelectric  circuit  develops 
electrical  power  at  the  expense  of  the  heat  supplied,  and  acts  like 
a  heat  engine.     This  point  of  view  will  be  elaborated  later. 

If  heat  is  absorbed  by  a  current  flowing  across  a  junction, 
an  equal  amount  of  heat  is  liberated  in  the  same  time  by  an 
equal  current  in  the  opposite  direction.  More  generally,  the 
heat  absorbed  per  second  by  a  current  i  flowing  from  a  metal  B 
to  a  metal  A  is  found  to  be  proportional  to  the  current  ^,  and 
equal  to  Ui,  where  11  is  called  the  Peltier  coefiicient  of  A  with 
p.  E.  14 


Fig.  134 
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respect  to  B.  In  this  formula  the  case  of  Hberation  of  heat  is 
included  if  we  agree  that  negative  absorption  means  liberation : 
the  convention  as  to  sign  is  important  and  will  be  adhered  to 
throughout. 

The  proportionality  of  heating  effect  and  current  can  be  shown 
roughly  by  means  of  the  air-thermometer  described,  using  only 
small  movements  of  the  thread  of  mercury.  Careful  work  is 
necessary  if  an  accurate  measurement  is  to  be  made,  because  in 
addition  to  the  Peltier  heat  there  is  the  usual  heat  developed  by 
the  mere  passage  of  the  current  through  the  wires.  The  amounts 
of  heat  to  be  measured  are  also  very  small :  for  example,  that 
developed  by  1  ampere  in  a  copper-iron  junction  would,  if 
utilised  to  boil  an  ordinary-sized  kettle,  require  about  18  months. 

Very  careful  experiments  were  made  by  Jahn  in  1888,  by 
means  of  which  the  Peltier  heats  of  various  metals  with  copper 
were  determined  in  absolute  measure.  His  plan  was  to  enclose 
the  junction  in  a  Bunsen  ice  calorimeter.  The  heating  effect 
due  to  resistance  was  considerably  greater  than  the  Peltier  heats, 
and  had  to  be  estimated  and  allowed  for  by  reversing  the  current. 
The  proportionality  of  Peltier  effect  and  current  was  accurately 
verified,  since  the  same  Peltier  coefficient  was  obtained  with 
various  currents. 

100.  The  Kelvin  effect.  In  1851  Lord  Kelvin  showed 
that  the  Peltier  absorption  of  heat  was  not  the  only  effect  of  its 
kind,  but  that  there  must  be  thermal  efiects  depending  on  the 
passage  of  a  current  along  a  single  unequally  heated  conductor. 
He  found  that  heat  was  liberated  when  an  electric  current  passed 
from  hot  to  cold  in  copper,  and  absorbed  when  it  passed  from 
cold  to  hot.     The  effects  in  iron  were  found  to  be  exactly  opposite. 

The  Kelvin  effect  in  copper  can  be  shown  by  the  following 
method  due  to  Callendar,  depending  on  the  variation  of  resistance 
of  the  metal  with  temperature.  ACB  is  a  very  thin  wire  fastened 
into  thicker  wire  at  the  end,  the  middle  point  being  soldered  to 
another  wire  attached  to  a  sensitive  low-resistance  galvanometer. 
Copper  wires  AD,  BD  complete  a  low-resistance  Wheatstone's 
bridge  made  entirely  of  copper,  and  A,  B  are  connected  to  a  battery 
through  a  resistance  and  a  reversing  key.     Let  a  current  be  sent 
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through  the  bridge  so  as  to  pass  from  A  to  B  in  both  branches, 
and  suppose  that  the  bridge  is  accurately  balanced  by  means  of 


a  low-resistance  adjustable  shunt  S  across  BD  or  AD.  On 
reversing  the  current  the  balance  will  be  found  to  be  upset,  and  it 
is  easy  to  verify  that  the  efiect  is  to  increase  the  relative  resistance 
of  AC  with  respect  to  CB. 

The  wires  AD,  BD  are  not  appreciably  heated  by  the  current, 
but  the  thin  wire  ACB  does  become  hot.  Thus  there  is  an  upward 
temperature-gradient  from  A  to  C  and  a  downward  gradient  from 
C  to  B  along  the  branch.  Assuming  for  the  present  that  heat 
is  liberated  in  passing  from  hot  to  cold  in  copper,  there  is  originally 
absorption  of  heat  in  AC  and  liberation  in  CB,  in  addition  to  the 
heat  caused  by  resistance.  On  reversal  of  the  current  heat 
begins  to  be  liberated  in  AC  and  absorbed  in  CB,  so  that  the 
temperature  of  AC  on  the  whole  begins  to  rise  and  that  of  CB 
begins  to  fall.  This  causes  an  increase  in  the  resistance  of  AC 
and  a  decrease  in  that  of  CB,  which  destroys  the  balance  of  the 
bridge  in  the  sense  actually  observed.  Thus  the  assumption  as 
to  the  sign  of  the  effect  in  copper  is  verified.  In  performing 
the  experiment  the  bridge  should  be  lagged  with  cotton-wool 
or  other  non-conducting  material  in  order  to  prevent  irregular 
deflexions  of  the  galvanometer  caused  by  local  changes  of 
temperature. 

The  laws  of  the  Kelvin  effect  may  be  expressed  in  terms  of  a 
coefficient  «t,  sometimes  called  the  specific  heat  of  electricity,  but 
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which  we  shall  call  the  coefficient  of  the  Kelvin  effect.  It  is  defined 
as  the  heat  absorbed  per  second  when  a  current  of  1  ampere  flows 
in  the  given  metal  from  one  point  of  the  metal  to  another  whose 
temperature  is  1°  higher,  over  and  above  the  heat  developed 
according  to  Joule's  law.  The  Kelvin  effect  has  been  found 
to  be  proportional  to  the  current :  thus  when  a  current  of  i 
amperes  flows  for  time  t  from  one  point  to  another  differing  from 
it  by  the  small  temperature  dd  the  heat  absorbed  is  aitdd. 

The  determination  of  a  in  absolute  measure  is  very  difficult 
on  account  of  the  smallness  of  the  heat  to  be  measured,  and 
the  disturbing  effects  of  Joule  heat,  thermal  conductivity  and 
emissivity  in  the  metal.  King  has  used  the  bridge  method 
already  described  to  measure  a  for  copper,  and  more  recently 
Berg  has  made  absolute  measurements  by  compensating  the 
heat  of  the  Kelvin  effect  by  the  Joule  heat  due  to  the  resistance 
of  the  metal. 

101.  Theory  of  the  thermoelectric  circuit.  We  shall 
now  develop  the  theory  of  the  thermoelectric  circuit  considered 
as  an  engine  for  converting  heat  into  electrical  work,  and  as  a 
preliminary  Fig.  136  shows  the  positive  direction  of  measurement 


V  =  (A,B) 
Thermal  voltage 


Peltier  effect 


Kelvin  effect 


HEAT     ABSORBED 


HOT 


HEAT     ABSORBED 


Fig.   136.     Positive  directions  of  thermoelectric  effects 

of  the  various  thermoelectric  quantities  already  mentioned,  the 
direction  of  the  current  being  shown  by  the  arrows  in  each  case. 
The  work  done  in  carrying  the  electric  charges  round  the 
thermoelectric  circuit  is  accounted  for  by  the  Peltier  absorption 
and  liberation  of  heat  at  the  hot  and  cold  junctions  and  the 
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Kelvin  efEeet  in  the  two  metals.  Both  these  thermal  effects  are 
reversible*,  that  is,  they  are  changed  in  sign  and  unaltered  in 
magnitude  when  the  current  flows  in  the  opposite  direction. 
The  irreversible  heat  developed  on  account  of  resistance  depends 
on  the  square  of  the  current,  but  if  we  suppose  the  current  to  be 
small  enough  it  is  negligible  in  comparison  with  the  Peltier  and 
Kelvin  effects,  both  of  which  are  proportional  to  the  first  power 
of  the  current.  We  may  now  apply  the  laws  of  thermodynamics 
to  the  thermoelectric  circuit  considered  as  a  reversible  heat 
engine,  as  was  first  done  by  Lord  Kelvin. 

Let  a  small  current  of  i  amperes  pass  round  the  circuit  for 
a  time  t,  the  hot  junction  being  at  absolute  temperature  9  and 
the  cold  junction  at  temperature  Oq.  The  Kelvin  coefiicients 
for  metals  A  and  B  are  taken  as  a  and  a'  respectively  at  tempera- 
ture d.  In  time  t  the  work  done  in  conveying  charge  round  the 
circuit  is    Vit  joules,   or   10'''  Vit  ergs.     If  J  is  the  mechanical 

10'!  Yit 
equivalent  of  heat  this  requires  that  — = —  calories  should  be 

abstracted  in  the  form  of  Peltier  and  Kelvin  heat.  Heat  of 
amount  Hit  calories  is  absorbed  at  the  hot  junction  and  Tl^it 
rejected   to   the   vessel   containing  the   cold   junction :  ■  further, 

during  the  passage  of  the  current  from  hot  to  cold  in  metal  A 

p  _  re 

the  heat  absorbed  is  —  it  i     adO,  while  heat  of  amount  it  I    add 

J  e,  ■'  "o 

is  absorbed  when  the  current  flows  from  cold  to  hot  in  metal  B. 

Hence  applying  the  first  law  of  thermodynamics  and  dividing  out 

by  it  we  have 

10'F  r* 

=  n  -  Ho  -        {cT-a')  dd. 


J 

The  second  law  of  thermodynamics  states  that  if  dQ  is  a  small 
element  of  heat  taken  up  at  any  part  of  the  cycle  at  temperature 
d,  then  IdQjd  =  0,  where  the  integral  means  summation  over  all  the 
elements  of  heat  taken  up  from  outside  in  the  whole  operation,  heat 
liberated  being  of  course  regarded  as  negative.    This  gives  similarly 

^";=/:.^-  - 

*  For  the  conditions  of  reversibility  of  a  heat  engine,   see  Buckingham's 
Thermodynamics,  pp.  94-5,  113-4. 
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Differentiating  the  last  two  equations  with  respect  to'  6,  we  have 

(2), 


W  dV     dn     ,        ,, 


and 

Substituting  for  a 


d 

de 


(3} 


.(3). 


-  a'  in  (2)  we  have 

WdV    dU     n^/n 


J    dd 


or 


n  =  ^^ 


de\e 

dV 


.(4). 


.(5). 


de 
J  "  de 

This  value  when  substituted  in  (3)  gives  further 

,      10'  „  dW 

"-"  =i-^w 

V  is  supposed  to  be  measured  in  volts,  and  the  factor  WIJ  has 
the  value   1/4-18  =  0-239. 

102.     Experimental   verifications   of  the   theory.      The 

equations  (4)  and  (5)  give  a  theoretical  means  of  calculating  the 
Peltier  and  Kelvin  coefficients  from  observations  on  thermal 
voltage  at  various  temperatures.  It  is  however  very  desirable  that 
the  various  quantities  should  be  measured  for  the  same  specimens 
of  the  metals  used,  as  slight  impurities  or  differences  in  physical 
state  have  a  great  effect  on  thermoelectric  properties.  In  Jahn's 
experiments,  already  mentioned,  the  values  of  dV/dS  and  11  were 
measured  for  the  same  specimens,  and  the  results  are  given  in  the 
following  table : 

Temperature  0°  0.  =  273  abs. 


Metals 

dV/de  in  volts 
per  degree 

10'  .  dV 

Peltier  coefSoient 

calories  per 
second  per  ampere 

Silver-copper 

Iron-copper 

Platinum-copper 

Zinc-copper 

Cadmium-copper 

Nickel-copper 

+    2-12  X  10-" 
+  11-28  X  10-" 

-  1-40  X  10-« 
+    1-51  X  10-« 
-1-    2-64  X  10-« 

-  20-03  X  10-s 

+    1-38    X  10-* 
-1-    7-35    X  10-* 

-  0-912  X  10-* 
+    0-997  X  10-* 
-1-    1-72    X  10-* 

-  13-1      X  10-* 

+    1-15     X  10-' 
-1-    8-79    X  10-* 

-  0-889  X  10-* 
-1-    1-62    X  10-' 
+    1-71    X  10-* 

-  12-1      X  10-* 

The  agreement  of  the  numbers  in  the  last  column  gives  a 
satisfactory  verification  of  equation   (4)   except  in  the  case  of 
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copper  and  zinc.  The  necessity  for  working  with  the  same 
specimens,  when  special  precautions  are  not  taken  to  secure 
purity,  is  seen  from  the  fact  that  Jahn's  values  for  dV/d6  differ 
from  those  of  more  recent  experiments  by  much  more  than  the 
differences  of  the  last  two  columns  in  the  above  table. 

The  equation  (5)  has  not  been  verified  so  accurately,  for 
several  reasons.  In  the  first  place,  the  Kelvin  effect  is  exceedingly 
difficult  to  measure,  and  determinations  of  it  and  the  thermal 
voltage  have  not  been  made  on  the  same  specimens.  Secondly, 
the  values  of  dW/dO^  given  by  the  best  modern  experiments  show 
considerable  differences.  In  the  last  column  of  the  following 
table  values  of  dWjdd^  at  100°  C.  have  been  used  which  are  the 
mean  of  those  of  several  observers,  but  the  second  differential 
of  V  cannot  very  well  be  determined  accurately  from  experiments 
over  a  limited  range  of  temperature.  The  values  of  a  are  derived 
chiefly  from  the  recent  experiments  of  Cermak  and  Berg. 

Kelvin  coefficients  at  100°  C.  =  373  abs. 


(7  in  calories 

ff-  <r' 

per  coulomb 
per  degree 

observed 

calculated 
from  (5) 

Copper 

+     4-7  X  10-' 

Copper-lead 

+    3-7  X  10-' 

+    7-1  X  10-' 

Iron 

-  29      X  10-' 

Iron-lead 

-  30     X  10-' 

-  27     X  10-' 

Mercury 

-    5-5  X  10-' 

Mercury-lead 

-    6-5  X  10-' 

-     7-7  X  10-' 

Platinum 

-  22      X  10-' 

Platinum-lead 

-  23     X  10-' 

-  22     X  10-' 

Zinc 

+    8      X  10-' 

Zinc-lead 

-H     7      X  10-' 

-1-  13     X  10-' 

Cadmium 

+  24     X  10-' 

Cadmium-lead 

-1-23     X  10-' 

-1-28     X  10-' 

Lead 

+     1      X  10-' 

Considering  these  difficulties  we  can  only  regard  the  agreement 
of  the  numbers  in  the  last  column  as  highly  satisfactory. 


103.        Thermopiles       and 
their   efficiency.     We   can   use 

the  thermoelectric  circuit  as  a 
source  of  potential,  arranging 
thermocouples  in  series  as  shown 
in  Fig.  137.  Such  an  arrange- 
ment is  called  a  thermopile,  and 
considerable  voltages  may  be  at- 
tained if  enough  couples  are  used  : 


Hot 


Cold 

Fig.  137 
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for  example  if  the  hot  junctions  of  a  constantan-manganin  pile 
are  maintained  at  550°  C.  and  the  cold  junctions  at  0°  the  voltage 
of  each  pair  is  about  1/20,  so  that  with  100  couples  a  5-volt  battery- 
is  obtained. 

The  thermopile  considered  as  a  source  of  power  has  however 
a  low  efficiency  ;  that  is,  the  ratio  of  the  electrical  work  obtainable 
from  it  is  but  a  small  fraction  of  the  mechanical  equivalent  of  the 
heat  supplied.  To  illustrate  this  fact  consider  the  case  of  the 
constantan-manganin  pile  just  mentioned,  supposing  that  the 
wire  used  throughout  is  of  2  mm.  diameter,  the  length  of  each 
segment  of  wire  being  20  cm.  We  shall  neglect  the  radiation 
of  heat  by  the  hot  metals  to  begin  with,  and  compare  the  electrical 
work  that  can  be  extracted  from  the  pile  with  the  heat  required 
to  maintain  the  temperatures  constant  against  conduction  from 
the  hot  to  the  cold  junctions. 

The  temperature  gradient  —  ddjdx  in  each  wire  is  of  the 
order  30  degrees  per  cm.,  and  the  cross-section  of  each  wire  is 
77/100  sq.  cm.  =  1/30  (say).  Hence  the  flow  of  heat  down  each  wire 
is  approximately  K  calories  per  second,  where  K  is  the  thermal 
conductivity  of  the  metal.  The  value  of  K  for  both  constantan 
and  manganin  being  about  1/20,  the  total  flow  of  heat  from,  the 
hot  to  the  cold  junction  by  way  of  the  200  connecting  strips  of 
wire  is  about  10  calories  per  second.  Now  since  the  specific 
resistance  of  either  metal  is  about  4-5  X  10"^  the  total  internal 
resistance  of  the  battery  is  4000  x  4-5  x  10^^  x  (IOO/77)  ohms, 
i.e.  about  5  ohms. 

If  the  resistance  of  the  external  circuit  is  R  ohms  the  current 

is  i  =  5/{R  +  5)   amperes,   and  the   energy  utilised    outside   the 

Ri^  6R 

battery  per  second  is  Ri^  joules  =  j^  calories  =  -rp — ^^  calories, 

approximately.  This  has  the  maximum  value  3/10  when  R  =  5. 
Hence  the  efficiency  of  this  thermopile,  considered  as  a  heat 
engine,  can  in  no  case  exceed  3  per  cent.  In  this  calculation 
we  have  neglected  not  only  the  heat  radiated  from  the  wires 
(which  may  amount  to  several  hundred  calories  per  second), 
but  also  the  Peltier  and  Kelvin  effects  in  the  metals.  It  follows 
that  the  thermopile  must  always  be  a  very  inefficient  source  of 
electrical  power. 
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The  thermopile  is,  however,  of  great  use  for  measuring 
either  high  temperatures  or  small  differences  of  temperatiire. 
In  the  former  case  it  has  obvious  advantages  over  the  thermo- 
meter :  it  can  be  made  extremely  durable,  and  the  metals  can  be 
chosen  to  have  a  very  high  melting-point.  Temperatures  up  to 
1500°  C.  may  be  measured  with  a  thermocouple  of  platinum 
and  platinum-rhodium ;  and  with  tungsten  and  molybdenum  it 
would  be  possible  to  go  much  higher.  By  using  a  very  sensitive 
galvanometer,  and  a  pair  of  metals  far  apart  in  the  thermo- 
electric scale,  great  sensitiveness  can  be  obtained  for  small 
differences  of  temperature  between  the  junctions.  Instruments 
of  this  kind,  called  radiometers,  are  valuable  for  detecting  and 
measuring  thermal  radiation. 

If  the  detecting  instrument  is  a  galvanometer  of  comparatively 
high  resistance  there  is  every  advantage  in  multiplying  the  number 
of  junctions  up  to  a  certain  point.  It 
does  not  however  follow  that  the  greatest 
sensitiveness  is  obtained  with  a  large 
number  of  couples,  because  after  a 
certain  point  the  increase  of  voltage 
is  neutralised  by  the  ever-increasing 
resistance  of  the  circuit.  The  greatest 
sensitiveness,  in  fact,  is  obtained  by 
the  proper  use  of  a  single  junction,  as 
in  Boys'  radio-micrometer,  the  principle 
of  which  is  shown  in  the  figure.  The 
antimony-bismuth  thermocouple  is  con- 
nected to  a  small  loop  of  wire  lying 
between  the  poles  of  a  magnet  after 
the  manner  of  the  coil  of  a  sensitive 
moving-coil  galvanometer.  The  loop  — 
is  attached  to  a  fine  glass  rod  G 
carrying  a  mirror  M,  and  the  whole  is 
suspended  from  a  fine  quartz  fibre. 
Radiation  falling  on  the  couple,  or  on 
a  blackened  copper  disc  attached  to  it, 
sends  a  current  round  the  loop,  which  is  deflected  like  the 
moving  coil  of  a  galvanometer.     The  extremely  low  resistance 
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of  the  whole  loop  more  than  compensates  the  disadvantage  of 
having  only  one  junction. 

104.  Thermal  galvanometers.  Thermal  galvanometers  in 
general  depend  on  the  heating  efiect  of  the  current  to  be  measured. 
We  shall  see  later  that  there  is  a  class  of  fluctuating  currents 
(Arts.  129,  131)  which  would  give  no  reading  on  an  ordinary 
moving-coil  galvanometer.  The  heat  produced  may  however  be 
used  to  actuate  thermoelectric  couples,  the  resulting  current  being 
then  measured  in  the  usual  way. 

A  very  simple  and  effective  arrangement  is  one  devised  by 
Klemencic,  consisting  of  two  fine  wires  crossing  one  another  as  in 
Fig.  139.  When  a  current  is  passed 
between  the  terminals  AA  the  wires 
are  heated,  particularly  at  the  point 
where  they  cross.  This  point  there- 
fore  forms   the   hot   junction    of    a 

thermopile ;   and  if   a  galvanometer     

is  joined  to  the  terminals  BB  a  cur-  * 
rent  is  sent  round  it  which  can  be 
measured  in  the  usual  way.  The 
strength  of  the  current  depends  on 
the  temperature  to  which  the  junc- 
tion will  rise :  hence  the  sensitive- 
ness may  be  considerably  increased 
by  placing  the  whole  instrument  in  a  vacuum  (as  was  first  done 
by  Lebedew),  since  the  radiation  of  heat  from  the  junction  is 
thereby  diminished. 

In  Duddell's  thermo-galvanometer  (Fig.  140)  the  current  passes 
through  a  fine  filament  placed  directly  under  the  junction  of  a 
radio-micrometer.  The  filament,  or  "heater,"  is  usually  a 
platinised  quartz  fibre  of  from  4  to  100  ohms  resistance :  its 
distance  from  the  junction  can  be  adjusted  by  a  screw  shown  at  F 
in  the  figure.  The  steadiness  of  the  zero  depends  on  maintaining 
reasonably  constant  temperature  near  the  thermal  junction,  and 
this  is  secured  by  closing  the  chamber  containing  the  heater  and 
couple  with  a  heavy  block  E  of  copper,  the  whole  instrument 
being  contained  in  a  second  copper  case  provided  with  a  g] 


Fig.  139 


VI] 


THEEMOELECTEICITY 


219 


window.  Eeadings  are  made  by  the  lamp  and  scale  method,  thesmall 
square  mirror  being  shown  at  H,  while  the  instrument  is  made 
portable  by  means  of  the  clamp  B  which  grips  the  moveable  loop. 


Fig.  140 

A  less  sensitive  but  very  convenient  instrument  on  the  same 
principle  is  Duddell's  thermo-ammeter,  in  which  the  thermo- 
couple is  attached  to  a  moving  coil  mounted  between  bearings 
after  the  manner  of  a  millivoltmeter.  The  instrument  is  graduated 
so  as  to  read  directly  in  milliamperes. 

An  obvious  difficulty  in  the  way  of  attaining  great  sensitiveness 
with  thermal  instruments  is  that  their  deflexion  is  proportional 
to  the  square  of  the  current,  so  that  if  the  current  is  halved  the 
deflexion  is  reduced  to  one-quarter.  Duddell's  thermo-galvano- 
meter  will  detect  currents  of  10^*  amperes  with  a  resistance  of 
the  order  of  100  ohms,  but  in  general  thermal  galvanometers  are 
considered  sensitive  if  a  current  of  1  milliampere  yields  an 
appreciable  deflexion.  It  is  difficult  to  give  exact  data  since 
the  sensitiveness  may  depend  very  much  on  the  direct-current 
galvanometer  used  in  conjunction  with  it. 


CHAPTER   VII 

INDUCED    MAGNETISM 

105.  Variation  of  magnetisation  with  impressed  mag- 
netic force.  {H,  I)  curve.  We  have  hitherto  regarded  all, 
magnets  as  practically  permanent,  neglecting  the  change  in  their 
magnetism  which  actually  occurs  whenever  they  are  placed  in 
magnetic  fields.  We  have  now  to  investigate  the  magnetic 
properties  of  iron  and  other  substances  more  generally,  and  find 
out  what  circumstances  determine  the  strength  of  magnets. 
The  first  step  is  to  find  out  how  the  intensity  of  magnetisation  I 
of  a  body  varies  when  the  field  H  in  which  it  lies  is  changed. 
In  examining  these  changes  the  magnetic  action  of  currents 
is  of  the  greatest  assistance ;  for  we  have  here  a  means  of  pro- 
ducing magnetic  fields  of  considerable  strength,  which  moreover 
can  be  calculated  accurately.  The  following  is  a  simple  experi- 
mental arrangement  for  testing  the  magnetic  properties  of  thin 
wires  composed  of  magnetisable  material  (Fig.  141). 

A  and  B  are  two  similar  vertical  solenoids  placed  magnetically 
east  and  west  of  a  compass-box,  A  being  fixed  and  B  moveable 
in  a  groove  pointing  towards  the  compass-needle.  The  solenoid 
A  is  the  magnetising  solenoid,  while  B  serves  to  compensate  the 
magnetic  effect  of  the  solenoid  itself,  leaving  the  magnetised  wire 
only  to  affect  the  compass-needle.  To  effect  compensation  a 
strong  current  is  first  of  all  passed  through  both  solenoids  in  the 
same  direction,  and  B  moved  in  its  groove  until  there  is  no 
defiexion  of  the  needle. 

The  wire  to  be  tested  is  now  passed  down  the  centre  of  the 
fixed  solenoid  A,  so  that  its  lower  end  is  on  a  level  with  the  needle. 
The  rheostat  in  circuit  should  have  considerable  resistance  in 
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addition  to  large  carrying-capacity   (say  200  ohms,   capable  of 
carrying  2  amperes  continuously),  so  that  we  can  apply  currents 


Fig.  141 

difiering  considerably  in  magnitude.  The  direction  of  the  reversing 
key  determines  the  sign  of  the  current  i  in  any  case ;  the  positive 
direction  of  current  will  be  taken  to  be  that  which  produces  a 
magnetising  force  vertically  downwards.  If  H  is  the  magnitude 
of  this  force,  n  the  number  of  turns  of  the  solenoid  and  I  its  length, 
we  have 

inni 


H 


lOl 


•(1), 


i  being  measured  in  amperes. 

Suppose  that  A  is  to  the  west  of  the  compass-needle,  and  that 
the  deflexion  of  the  needle  is  d,  measured  from  north  towards  east. 
If  /  is  the  corresponding  intensity  of  magnetisation  and  a  the 
radius  of  the  wire,  this  deflexion  is  due  to  the  poles  ±  na^I  at 
the  ends  of  the  wire.  Thus  if  r  is  the  distance  of  the  lower  pole 
from  the  needle  and  h  the  earth's  horizontal  component,  we  have 
[1  r 


iran 


^2      (^2  +  liy. 


=  h  tan  9. 
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Hence  I  is  known  if  h  is  known.  Instead  of  making  a  separate 
determination  of  h  at  the  place  of  observation,  it  is  enough  to 
make  a  single  subsidiary  observation.  When  the  experiment  is 
finished  take  away  the  wire  and  the  moveable  solenoid,  and 
observe  the  deflexion  a  caused  by  a  known  current  i^  in  A  alone. 
Let  h  be  the  mean  radius  of  the  cross-section  of  the  solenoid ;  then 
it  follows  from  Art.  85  that  the  magnetic  effect  of  A  in  this  case 
is  that  of  a  bar-magnet  whose  poles  are  ±  nignb^/lOl,  provided 
that  r  is  large  compared  with  b.  Since  this  condition  is  easily 
attained  in  practice,  we  have 

101    \r^     (r^  +  P)i\ 
Dividing  the  last  two  equations  we  obtain 

nb^i 


tan^ 


.(2). 


lOla^  tan  a 

Equations  (1)  and  (2)  thus  give  H  and  I  in  any  given  case  by 
observations  of  i  and  9.  The  method  is  not  excessively  accurate 
on  account  of  the  finite  length  of  the  experimental  solenoids,  but 
is  sufficiently  so  for  most  purposes. 

In  making  the  observations  we  first  cut  off  the  current  and 
pass  the  wire,  previously  demagnetised,  down  the  centre  of  A. 
A  weak  positive  current  i  is  then  passed  through  the  solenoids. 
As  the  resistance  is  slowly  cut  out  the  intensity  of  magnetisation 
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Fig.  142 
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will  rise  as  shown  by  the  line  OAP  in  Fig.  142.  By  the  time 
the  point  P  is  reached  I  has  become  nearly  constant.  The  iron 
is  then  said  to  be  saturated,  and  P  may  be  called  a  saturation  point. 

It  is  convenient  to  arrange  matters  so  that  the  point  P  is 
reached  when  the  rheostat  is  short-circuited.  If  we  begin  to  put 
resistance  in  the  circuit  again  by  means  of  the  rheostat,  the 
magnetisation  does  not  resume  its  original  value  for  any 
given  current,  but  is  consistently  greater.  At  the  point  R  the 
current  is  zero  and  may  next  be  reversed.  If,  after  reversal, 
resistance  is  cut  out  of  the  circuit  continuously,  the  magnetisation 
falls  constantly  as  shown  in  the  line  RaST,  changing  sign  at  a 
and  approaching  negative  saturation  at  T.  This  latter  point  is 
the  exact  counterpart  of  P,  and  the  remaining  part  TUV^WP 
of  the  curve  is  delineated  in  exactly  the  same  way  as  the  first 
half. 

Fig.  143  shows  an  actual  curve  obtained  in  this  way  with  a 


Soft  iron  wire 
Fig.  143 
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soft  iron  wire.     In  Fig.  144  tlie  continuous  curve  a  is  drawn  for  a 
steel  rod  (bicycle  spoke),  the  curve  h  showing  the  considerable 


a,  drawn  steel  wire;   6,  the  same  glass-hardened 
Fig.  144 

effect  caused  when  the  spoke  is  glass-hardened  by  plunging  it 
suddenly  into  cold  water  after  heating  it  to  a  bright  red  heat. 

106.  Hysteresis.  Residual  magnetism.  The  preceding 
experiments  show  that  the  magnetisation  of  iron  is  not  in  general 
proportional  to  the  magnetising  force.  It  is,  in  fact,  not  even 
possible  to  assign  a  priori  a  value  of  I  when  H  is  given,  as  the 
behaviour  of  every  specimen  depends  on  the  pre"vdous  magnetic 
forces  to  which  it  has  been  subjected  as  wel]  as  on  that  actually 
present.  If  the  curves  of  the  last  article  are  examined  they  will 
exhibit  the  characteristic  tendency  of  the  magnetisation  to  lag 
behind  the  impressed  magnetic  force :  thus  along  PQR  in  Fig.  142 
the  magnetisation  tends  to  retain  the  large  amount  it  has  acquired 
at  P,  while  the  lowness  of  the  ascending  branch  ^WP  shows  that 
the  iron  has  some  difficulty  in  ridding  itself  of  the  effects  of  its 
previous  negative  saturation.     The  phenomenon,  first  described 
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by  Warburg  in  1881,  has  been  named  hysteresis  by  Ewing,  who 
has  examined  it  in  great  detail. 

A  great  variety  of  hysteresis  curves  can  be-  drawn  by  varying 
the  manner  in  which  the  magnetic  force  is  appUed,  some  of  these 
being  shown  roughly  in  the  figure.     The  first  diagram  shows  the 


Fig.  145 

effect  of  not  proceeding  to  negative  saturation  before  beginning 
to  increase  the  magnetising  current  again,  the  second  some  cyclic 
curves  obtained  by  varying  the  magnetic  force  continuously 
between  fixed  limits,  the  limits  being  too  small  to  give  the  normal 
hysteresis  loop.  In  general,  the  abnormal  curves  lie  within  the 
original  saturation  loop,  though  certain  curves  may  lie  outside  it 
to  a  slight  extent,  as  for  example  the  "initial"  curve  in  Kg.  143. 

The  hysteresis  loop  enables  us  to  give  an  exact  definition  of 
certain  terms  to  which  no  precise  meaning  has  previously  been 
attached.  In  Fig.  142  the  length  OR  is  taken  as  the  measure  of 
the  residual  magnetism  of  the  rod,  representing  the  magnetisation 
when  the  magnetic  force  has  been  removed  after  saturation. 
Similarly  Oa,  the  magnetic  force  in  the  opposite  direction  necessary 
to  remove  the  magnetism  altogether  from  the  rod,  is  called  the 
coercive  force.  It  is  a  measure  of  the  power  of  the  specimen  to 
resist  the  abstraction  of  its  magnetism  when  placed  in  a  magnetic 
field. 

We  thus  see  that  a  study  of  the  hysteresis  curve  enables  us 
to  judge  of  the  permanence  of  ordinary  magnets.  Since  the 
magnetic  forces  to  which  magnets  are  normally  subjected  do  not 
exceed  one  unit,  no  serious  loss  of  magnetisation  is  to  be  expected 
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in  hard  steel  magnets.  In  time,  however,  the  magnetism  will 
gradually  weaken  on  account  of  accidental  shocks. 

The  hysteresis  curve  for  soft  iron  (Fig.  143)  has  been  traced  from 
an  experiment  in  which  care  was  taken  not  to  shake  the  specimen. 
Soft  iron  is  very  sensitive  to  shock,  particularly  in  the  early  stages 
of  magnetisation :  in  fact  the  small  residual  power  of  soft  iron 
in  practice  is  largely  due  to  this  cause. 

Ewing  introduced  the  convenient  method,  now  generally 
used,  of  demagnetising  iron  by  subjecting  it  to  an  alternating 
magnetic  field  whose  amplitude  diminishes  steadily  to  zero. 
A  rod  can  be  demagnetised  in  the  solenoid  used  to  determine  its 
[H,  I)  curve,  with  the  aid  of  a  small  alternating-current  generator 
and  a  rheostat  of  considerable  range.  Initially  an  alternating 
current  is  sent  through  the  solenoid  whose  maximum  value  is 
sufficient  for  saturation :  the  current  is  then  gradually  reduced 
as  low  as  possible  by  means  of  the  rheostat,  and  if  the  operation 
is  carefully  performed  the  rod  will  be  quite  free  from  magnetism. 
Fig.  146  illustrates  the  changes  undergone  by  the  iron  in  this  process. 


Fig.  146 

As  the  extreme  magnetising  force  at  each  reversal  is  gradually 
reduced  the  hysteresis  loops  gradually  diminish  and  finally  vanish 
into  the  origin,  leaving  the  iron  in  a  state  in  which  I  and  H  are 
both  zero.     It  might  perhaps  be  thought  that  the  same  effect 
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could  be  produced  in  a  single  cycle,  e.g.  by  choosing  the  point  of 
reversal  in  the  left-hand  diagram  of  Fig.  145  so  as  to  make  the 
return  loop  pass  through  the  origin.  In  this  case,  however,  it 
is  found  that  the  iron  still  shows  the  effect  of  its  previous  magnetic 
history,  in  that  it  responds  differently  to  positive  and  negative 
magnetising  forces. 

In  addition  to  the  ordinary  hysteresis  effects  iron  takes  some 
little  time  to  attain  its  magnetisation  in  any  given  case.  This 
effect  has  been  named  Nachwirkung  (magnetic  after-effect) :  but 
it  is  not  very  observable  when  the  variations  of  magnetisation 
are  slow,  as  in  the  method  of  Art.  105. 

107.     Work    of  magnetisation.      Hysteresis   loss.      The 

lagging  of  magnetisation  behind  the  impressed  force  when  we  go 
round  a  cycle  can  be  accounted  for  by  supposing  that  some  force 
inside  the  molecule  prevents  the  molecular  magnets  from  responding 
completely  to  a  change  of  magnetic  force.  Thus  when  a  piece 
of  iron  is  taken  round  a  hysteresis  cycle  the  external  field  on  the 
whole  does  work  on  the  molecular  forces  in  the  body. 

Let  us  have  a  rod  of  length  I  and  cross-section  A  uniformly 
magnetised  by  a  field  H  to  intensity  I.     The  equivalent  surface- 
,  distributions  are  ±  AI  as  shown. 
When    the    magnetisation    I    is 
changed   to   I  +  dl,    H   remain- 
ing unaltered,  work  is  done  equal 


I 
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strength  AdI   from   one   end  of 

the  rod  to  the  other,  that  is  lAHdl.  The  effect  of  increasing 
H  to  H  +  dH  without  altering  /  would  be  to  do  no  work  on  the 
molecular  forces  of  the  body,  since  the  position  of  the  molecular 
magnets  is  unchanged.  Work  would  be  done  merely  on  the 
current  or  external  magnet  producing  the  field,  Hence  when 
the  force  and  magnetisation  are  changed  from  H  and  I  to  H  +  dH 
and  /  +  dl,  work  lAHdl  is  done  on  the  magnetised  rod.  In 
taking  the  rod  round  a  complete  hysteresis  cycle  the  work  done 
is  lA  JHdI.  Since  lA  is  the  volume  of  the  rod,  the  work  per  unit 
volume  is  equal  to  ^Hdl,  the  area  of  the  hysteresis  loop. 

If  the  rod  is  taken  repeatedly  round  the  cycle,  for  example 

15—2 
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by  means  of  an  impressed  alternating  current,  the  supply  of  work 
results  in  a  continual  rise  of  temperatxire  of  the  rod,  until  checked 
by  radiation.  Thus  when  magnetic  substances  are  taken  round 
hysteresis  cycles  by  external  power,  part  of  this  is  lost  in  heating 
the  substances.  Such  losses  of  available  energy  are  called 
hysteresis  losses. 

Hysteresis  losses  can  be  found  beforehand  by  measuring  the 
(H,  I)  loop  with  a  planimeter,  a  process  which  gives  accurate 
values  corresponding  to  any  assigned  maximum  value  of  H.  In 
Ewing's  hysteresis  tester  the  loss  is  given  by  a  single  observation, 
which  practically  consists  in  measuring  the  mean  couple  required 
to  rotate  an  iron  rod  between  the  poles  of  a  magnet.  If  C  is  this 
couple  and  v  the  volume  of  the  rod,  2^0  is,  in  the  absence  of 
friction,  the  work  required  to  take  the  magnetism  of  the  rod  round 
its  cycle,  that  is  v  jHdI.     The  hysteresis  loss  is  therefore  2ttCjv. 

The  energy  dissipated  in  a  single  cycle  in  soft  iron  is  of  the 
order  of  10,000  ergs  per  cubic  centimetre,  that  in  steel  being  about 
ten  times  as  large. 

108.  Magnetic  properties  of  iron,  nickel  and  cobalt. 
Heusler  alloys.  The  fact  that  specimens  of  iron  and  steel 
prepared  in  different  ways  have  vastly  different  magnetic  qualities 
is  now  very  well  known  and  utUised  in  various  ways.  In  cases 
where  iron  is  taken  round  its  hysteresis  cycle  many  times  a  second, 
as  for  example  in  the  alternate  current  transformer  (see  Ch.  ix), 
the  chief  desideratum  is  low  hysteresis  loss,  combined  of  course 
with  great  magnetisability.  This  condition  is  fulfilled  by  pure 
weU-annealed  iron,  the  comparatively  small  area  of  whose 
hysteresis  curve  is  seen  from  Fig.  143. 

Of  late  years  the  magnetic  properties  of  iron  alloys  have  been 
carefully  examined  with  a  view  to  the  production  of  steels  of 
commercial  value.  The  presence  of  small  quantities  of  other 
elements  has  very  great  effect  on  the  hysteresis  loss  and  coercive 
force,  while  frequently  leaving  the  maximum  magnetisation 
practically  unchanged.  For  example,  an  iron  alloy  containing 
silicon,  patented  by  Sir  E.  Hadfield  under  the  name  of  Stalloy, 
has  a  hysteresis  loss  per  c.c.  of  only  3000  ergs  per  cycle,  together 
with  great  magnetisability. 
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A  hysteresis  curve  of  small  area  means  either  low  coercive 
force  or  low  residual  magnetism,  or  both,  so  that  materials  suitable 
for  the  cores  of  transformers  are  entirely  unsuited  for  making 
permanent  magnets.  Hard  tungsten-steel,  or  iron  alloyed  with 
from  3  to  8  per  cent,  of  tungsten,  has  a  very  large  coercive  force 
(about  60  units),  and  is  extensively  used  for  magnets  where  great 
permanence  is  required.  In  fact,  the  modern  ammeters  and 
voltmeters  of  the  moving  coil  type,  with  graduated  scale,  have 
only  become  possible  with  the  perfection  of  the  manufacture  of 
magnets  which  resist  shock  and  demagnetisation  by  external 
agency.  The  hysteresis  loss  per  cycle  in  hard  tungsten-steel 
has  the  high  value  of  260,000. 

The  precise  efiect  of  the  substance  with  which  iron  is  alloyed 
is  imperfectly  understood,  and  many  surprising  peculiarities 
have  been  brought  to  light,  of  which  we  may  mention  two.  An 
alloy   containing    12  %    of   manganese   has   its   magnetisability 
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almost  entirely,  removed,  the  intensity  of  magnetisation  being 
proportional  to  the  magnetising  force,  and  given  approximately 
by  the  equation  I  =  ^H.  There  is  no  residual  magnetism,  even 
after  exposure  to  the  strongest  fields.  Even  more  remarkable 
is  the  very  simUar  behaviour  of  the  iron-nickel  alloy  with  68  % 
of  iron  and  32  %  of  nickel,  since  nickel  as  well  as  iron  is  a  strongly 
magnetic  substance. 

The  {H,  I)  curve  for  a  soft  nickel  wire  is  shown  in  Fig.  148, 
the  curve  being  very  similar  to  that  of  steel.  The  maximum 
magnetisation  that  nickel  can  acquire  varies  from  300  to  400 ; 
that  is,  about  one-third  that  of  iron.  The  coercive  force  is  com- 
paratively high,  ranging  from  10  to  20. 

Cobalt  is  intermediate  in  magnetic  properties  between  iron 
and  nickel,  and  can  acquire  a  magnetisation  of  about  700.  The 
coercive  force  is  much  the  same  as  for  nickel. 
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The  remarkable  discovery  was  made  by  Heusler  in  1903  that 
certain  alloys  of  copper,  manganese  and  aluminium,  all  of  which 
metals  are  practically  non-magnetisable  by  themselves,  had 
strong  magnetic  qualities.  For  example,  an  alloy  containing 
61-5  %  of  copper,  23-5  %  of  manganese,  and  15  %  of  aluminium, 
has  magnetic  properties  closely  resembling  those  of  nickel.  The 
hysteresis  curves  of  all  strongly  magnetic  substances  have  much 
the  same  shape,  and  exhibit  the  phenomena  of  saturation  and 
remanence,  the  residual  magnetisation  varying  from  one-half  to 
two-thirds  the  maximum. 

The  comparative  behaviour  of  iron,  nickel  and  cobalt  is  shown 
in  Fig.  149,  which  shows  the  magnetisation  curves  obtained  on 
the  first  application  of  the  magnetic  force.  The  range  of  H  is 
not  great  enough  to  show  the  whole  of  the  curve  for  hard  steel, 
the  magnetisation  of  which  rises  under  high  force  to  almost 
the  amount  acquired  by  soft  iron.  The  accompanjang  table 
gives  some  approximate  numerical  data  concerning  the  various 
substances  hitherto  mentioned.  The  column  headed  B  (magnetic 
induction)  is  here  given  for  reference :  it  will  be  better  under- 
stood later. 

Magnetisation  of  strongly  magnetic  substances. 
(Approximate  numbers  only,  temperature  normal.) 


Intensity  of 
magnetisation 

Magnetic  induction 
B 

Coer- 
cive 
force 

jIdH, 
energy  loss 
per  cycle, 
ergs  per  c.c. 

max. 

residual 

max. 

residual 

Cast  steel 
Tungsten   steel, 

hardened 
Soft  iron 
Hard  steel 
Transformer  iron 
Stalloy    (silicon 

steel) 

Cobalt 

Nickel 

Heusler     alloy : 

Cu61-5%, 

Mn23-5%, 

Al  15  % 

1400 
1300 

1200 
1000 
1000 

1000 
700 
400 

300 

700 
800 

900 
700 
600 

500 
250 
200 

200 

18000 
16000 

15000 
12000 
12000 

12000 
9000 
5000 

4000 

9000 
10000 

11000 
9000 
8000 

6000 
3000 
2500 

2500 

2 
60 

2 
40 
1-5 

0-7 
10 
10 

8 

20000 
260000 

10000 

120000 

8000 

3000 
20000 
12000 

8000 
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109.  Electro-magnets.  The  simplest  form  of  electro-magnet 
consists  of  an  iron  or  steel  rod  uniformly  wound  with  wire.  Such 
a  rod  acts  like  a  permanent  magnet,  only  to  a  considerably  greater 
degree,  as  the  saturation  intensity  of  magnetisation  can  be  main- 
tained instead  of  the  residual  intensity. 

Electro-magnets  are  chiefly  used  in  laboratories  to  produce 
strong  and  tolerably  uniform  magnetic  fields.     A  common  type 
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Fig.  150 

is  shown  in  Fig.  150.  Two  soft  iron  pillars  are  firmly  fixed  in 
a  strong  iron  base,  a  solenoid  of  many  turns  of  thick  wire  being 
slipped  over  each.  In  this  form  the  electro-magnet  is  essentially 
a  horse-shoe  magnet  kept  excited  by  external  current.  Strong 
magnetic  fields  are  formed  between  the  polies  if  the  latter  are 
brought  close  together,  and  this  is  effected  by  means  of  two 
masses  of  soft  iron,  called  pole-pieces,  which  lie  on  the  fixed 
pillars.  The  pole-pieces  are  moveable  and  afford  a  means  of 
varying  the  strength  of  the  field,  an  additional  control  being 
given  by  the  use  of  various  magnetising  currents.  If  very 
strong  fields  are  required  the  pole-pieces  must  be  brought  near 
together,  and  are  preferably  of  conical  form.     Fig.   151  shows 
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an  electro-magnet  of  du  Bois'  type,  capable  of  giving  fields  of 
40,000  to  50,000  c.G.s.  units. 


Fig.  151 

The  production  of  a  uniform  magnetic  field  of  any  considerable 
strength  is  a  difficult  matter.  In  order  to  see  what  fields  can  be 
obtained  without  the  use  of  iron,  consider  the  case  of  a  solenoid 
of  n  turns  per  centimetre,  each  coil  carrying  a  current  of  i  amperes. 
The  field  inside  is  47rwt/10  c.G.s.  units,  so  that  to  obtain  a  field- 
strength  of  1000  with  10  amperes  the  number  of  turns  per  centi- 
metre would  have  to  be  about  80.  Such  a  coil  would  have 
considerable  size.  The  ordinary  electro-magnet  gives  a  field  of 
from  2000  to  10,000  units.  The  field  naturally  varies  with  the 
current  used  to  excite  the  magnet,  the  variation  often  being  so 
great  that  it  is  difficult  to  reproduce  accurately  a  field  of  given 
strength. 

The  order  of  magnitude  of  the  force  with  which  the  poles  of 
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an  electro'inagnet  pull  each  other  together  can  be  estimated  by 
considering  the  case  of  a  very  long  iron  bar,  permanently 
magnetised  to  intensity  I,  and  then  cut  in  two  and  the  parts 
slightly  separated  from  one  another.  There  is  a  surface-layer 
of  magnetism  of  surface-density  ±  Z  on  the  opposing  faces,  the 
whole  arrangement  being  the  magnetic  analogue  of  a  charged 
parallel-plate  condenser.  Applying  the  theory  of  Art.  34,  we  see 
that  the  mechanical  force  per  sq.  cm.  of  either  face  is  2ttP  dynes. 
If  7  =  1200  this  is  about  10  kilogrammes'  weight  per  sq.  cm. 

110.  Mechanical  force  on  a  magnetised  body  in  a  non- 
homogeneous  magnetic  field.  A  magnet  placed  in  a  uniform 
magnetic  field  is  acted  on  in  general  by  a  couple,  but  no  resultant 
force.  "When  the  field  is  not  uniform  there  is  however  a  force 
tending  to  move  the  magnet  as  a  whole  in  a  definite  direction. 
It  is  instructive  to  calculate  the  force  exerted  by  a  given  non- 
homogeneous  field  on  a  small  magnetised  body  placed  at  any 
pointj  when  the  magnetic  force  due  to  the  body  itself  is  neglected. 

Let  [x,  y,  z)  be  the  position  of  the  negative  pole  of  one  of  the 
elementary  magnets  of  the  body,  {x  +  Ir,  y  +  mr,  z  +  nr)  the 
position  of  the  positive  pole.  If  jj,  is  the  strength  of  the  positive 
pole,  the  components  of  moment  are 

Mj.  =  idr.     My  =  fj,mr,     M^  =  fj,nr. 
If  {H^,  Hy,  H^)  is  the  magnetic  force  due  to  external  causes 
at  the  point   {x,  y,  z),   the   a;-component  of  magnetic  force  at 
(x  +lr,  y  +  mr,  z  +  nr)  is  approximately 

H^+lr  -^+mr^  +  nr^ . 
ox  ay  dz 

Multipljdng  the  components  by  —  /x  and  fj.  and  adding,  the 
resultant  force  on  the  elementary  magnet  is  found  to  be  ^,  where 

F^  =  ^lr^  +  ^rr^r^  +  f.nr^\ 

The  coefficients  fjilr,  fxmr,  jxnr  are  the  components  of  the  magnetic 
moment  M,  and  since  the  magnetic  field  is  derivable  from  a 
potential,  the  above  expression  can  be  written 

F   =M  ^+Jf  — ^-fM  ^JL 
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The  total  force  on  a  small  body  is  obtained  by  addition  of  the 
forces  for  its  component  magnets.  Hence  if  v  is  the  volume 
and  I  the  intensity  of  magnetisation  the  force  is  given  by 

and  two  similar  equations. 

An  important  case  is  that  in  which  I  is  parallel  to  the  resultant 
magnetic  field  H,  though  not  necessarily  proportional  to  it.  In 
this  case  we  have 

I      H  ' 

so  that  J"™  =  -5=  ' 

and  since  H^  =  HJ^+  H^ 

Similarly 
and 


dH            dH 
^'^  dx  +  ^^  dx 

-  +  ^^  dx)' 

r/  +  ff/  this  gives 

^^-'''dx- 

F.-vl'?, 

dy' 

^■-<. 

(3). 


The  resultant  force  is  in  the  direction  of  greatest  increase  of  H, 
which  however  does  not  usually  coincide  with  the  direction  of  H 
itself.  From  this  result  we  draw  the  general  conclusion  that 
magnetic  bodies*  try  to  move  as  far  as  possible  into  the  strongest 
parts  of  the  field,  an  explanation  which  accounts  for  the  attractions 
exerted  by  magnets  on  soft  iron  and  other  bodies  in  their  neigh- 
bourhood. 

111.  Magnetic  substances  in  general.  Paramagnetism 
and  diamagnetism.  Although  the  substances  already  mentioned 
are  the  only  ones  known  with  strong  magnetic  properties,  all 
bodies  are  magnetic  to  some  degree.  In  view  of  this  fact,  it  is 
as  well  to  define  the  unit  magnetic  pole  at  the  outset  as  that  which 
repels  a  similar  pole  distant  1  cm.  away  in  vacuo  with  a  force  of 
1  dyne.  The  magnetisability  of  air,  though  small,  is  finite  and 
measurable,  and  has  to  be  taken  into  account  in  determinations 
of  the  magnetic  properties  of  other  substances. 

♦  I.e.  if  paramagnetic :  diamagnetio  bodies  tend  to  move  to  the  weakest  parts 
of  the  field. 
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Most  weakly  magnetic  substances  behave  in  a  very  simple 
manner  in  a  magnetic  field :  the  intensity  of  magnetisation  /  is 
proportional  to  H,  and  there  is  no  hysteresis. 

For  isotropic  bodies  the  directions  coincide,  and  we  can  write 

I=kH (4), 

where  k  is  a  constant  characteristic  of  the  body,  though  depending 
of  course  on  its  physical  state  and  temperature,  k  is  called  the 
susceptibility.  If  it  is  positive  the  body  is  said  to  be  parainagnetic  : 
but  there  are  also  substances,  called  diamagnetic  substances, 
which  are  magnetised  by  induction  in  a  direction  diametrically 
opposite  to  that  of  the  impressed  field. 

Curie's  method  of  determining  k  consists  in  measuring  the 
forces  acting  on  small  pieces  of  the  substance  when  placed  in  a 
non-homogeneous  raagnetic  field.  The  principles  involved  are 
illustrated  by  the  following  example.  Suppose  that  we  have  a 
small  hoUow  vessel  capable  of  containing  the  solid,  liquid  or 
gas  to  be  examined,  the  outside  volume  being  Vj^  and  the  inside 
volume  V2.  Let  k^  be  the  susceptibility  of  the  material  of  the 
vessel,  Kg  of  the  substance  under  examination,  and  k^  of  air  under 
normal  conditions.  Suppose  that  the  mechanical  forces  on  the 
vessel  are  observed  when  it  is  (1)  exhausted,  (2)  filled  with  air 
at  normal  temperature  and  pressure,  and  (3)  filled  with  the 
substance,  and  let  these  be  denoted  by  F^,  F^,,  and  F^  respectively. 
In  case  (1)  there  is  a  force  on  the  vessel  arising  from  a  volume 
v-^  —  Vj  of  a  substance  of  susceptibility  k-^  ;  but  since  a  volume 
«!  of  air  is  displaced  its  effect  has  to  be  subtracted.  Hence 
equation  (3)  of  the  last  article  gives 

..=«..-.,.«-...«,{f^)'.(|)%(f;p, 

or,  writing  1/A  for  H  {{dH/dxf+  {dHldyf+  (dH/dzf}^, 

{vi  -  v^)  Ki  -  ViK^  =  XFi (5). 

The  results  of  the  second  and  third  experiments  are  similarly 
expressed  in  the  equations 

(%  -  v^)  K^  -  ViK^  +  V2K2  =  A^a (6), 

and  (^1  -  v^)  Ki  -  V1K2  +  V2K3  =  A ^3 (7). 

The  equations  (5),  (6)  and  (7)  give  k^,  k^  and  Kj  in  terms  of 
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measurable  quantities.  In  a  single  experiment  with  a  small  solid 
body  it  is  important  to  remember  that  what  is  really  measured 
is  the  difference  of  the  susceptibilities  of  the  body  and  air,  so  that 
some  such  process  as  the  above  is  necessary  in  order  to  obtain 
absolute  values. 

In  Curie's  experiments  the  substance  to  be  examined  was 
contained  in  a  bidb  G  attached  to  a  delicate  torsion  balance  and 
lying  between  the  poles  of  an 
electro-magnet.  The  magnetis- 
ing coils  are  turned  through  a 
small  angle,  and  C  lies  on  the 
line  of  symmetry  a  little  away 
from  the  strongest  part  of  the 
field.  The  magnetic  force  at 
points  on  the  line  of  symmetry 
is  parallel  to  the  axis  of  y  but 
variable  in  the  direction  of  the 
axis  of  X.  Curie  chose  the  point 
at  which  HdH/dx  had  its  maxi- 
mum value,  in  order  that  the 
force  on  the  body  might  be 
only  slightly  altered  by  a  small 
change  in  its  position.  The 
bulb  C  was  moreover  surrounded  by  an  electric  furnace  so  that 
observations  could  be  taken  at  various  temperatures.  The 
following  table  gives  the  approximate  value  of  k  for  certain 
substances  (at  ordinary  temperatures). 


Fig.  162 


Values  of  10' k 

Paramagnetic  substances 

Diamagnetio  substances 

Platinum 

Liquid  oxygen    ... 

Aluminium 

Oxygen 

Air           

Carbon  dioxide  . . . 
Hydrogen 

200 
30 
18 
1^6 
■32 
■17 
■08 

Bismuth 

Mercury  ... 

Silver       

Lead        

Water      

Copper     

-130 

-  26 

-  15 

-  11 

-  7^5 

-  7 
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Certain  experiments  seem  to  indicate  a  slight  falling  off  of  k 
with  increasing  force  for  some  paramagnetic  substances,  showing 
that  the  proportionality  of  Z  to  ff  is  not  absolutely  strict.  This 
has  not  been  observed  with  diamagnetic  bodies.  Townsend 
showed  that  solutions  of  iron  salts  are  truly  paramagnetic,  and 
that,  when  allowance  is  made  for  the  diamagnetism  of  the  water 
of  solution,  the  susceptibility  is  proportional  to  the  mass  of  iron 
in  solution. 

Iron  itself  acts  like  a  true  paramagnetic  body  if  demagnetised 
and  only  subjected  to  very  small  magnetic  forces,  the  susceptibility 
being  about  7. 

We  must  pass  over  the  interesting  theories  that  have  been 
proposed  to  account  for  the  phenomena  of  induced  magnetism, 
and  make  only  a  few  general  remarks.  It  is  generally  agreed 
that  diamagnetism  is  a  fundamental  property  of  all  matter, 
depending  on  a  direct  effect  of  the  magnetic  field  on  the  atom. 
In  certain  substances  the  neighbouring  molecules  of  a  magnetised 
body  influence  one  another  in  such  a  way  as  to  mask  the  general 
diamagnetism  and  convert  it  into  paramagnetism.  The  condi- 
tions under  which  this  takes  place  are  not  perfectly  understood : 
but  they  are  evidently  somewhat  precarious  and  depend  on  some 
peculiarity  in  molecular  structure  which  appears  periodically  in 
elements  arranged  in  the  order  of  their  atoniic  weight.  Apart 
from  other  difficulties,  a  satisfactory  theory  of  induced  magnetism 
would  have  to  show  why  the  possession  of  strong  magnetic  quaUty 
is  so  rare  in  the  series  of  elements. 

112.  Bffect  of  temperature  on  magnetisation.  Stresses 
in  magnetised  bodies.  The  maximum  intensity  of  magnetisation 
of  iron  is  almost  independent  of  the  temperature,  provided  the 
latter  does  not  exceed  600°  C.  Above  this  point  it  decreases 
rapidly,  until  it  practically  vanishes  at  about  780°,  which  is  called 
the  critical  temperature.  At  this  temperature,  which  coincides 
with  the  temperature  of  recalescence,  iron  seems  to  undergo 
considerable  change  in  aU  its  physical  properties. 

The  effect  of  temperature  on  magnetism  was  carefully  studied 
by  Curie  with  a  view  to  discovering  the  conditions  under  which 
a  body  was  strongly  magnetic,   paramagnetic  or  diamagnetic. 
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and  the  steps  in  the  change  from  one  state  to  another.  Above 
the  critical  temperature  iron  seems  to  be  truly  paramagnetic, 
the  susceptibility  however  decreasing  with  rise  of  temperature. 

The  most  important  discovery  made  by  Curie  was  the  difference 
in  the  behaviour  of  paramagnetic  and  diamagnetic  bodies.  The 
susceptibility  of  many  diamagnetic  bodies  is  independent  of  the 
temperature,  while  paramagnetic  bodies  in  general  show  a  decrease 
at  high  temperatures.  No  general  law  holds  for  all  paramagnetic 
substances,  but  an  approximate  law  is  that  if  p  is  the  density 
at  absolute  temperature  d,  then  k  is  proportional  to  pjO.  This  law 
holds  accurately  for  oxygen,  and  for  nickel  at  high  temperatures. 

Considerable  changes  take  place  in  the  magnetisation  of  iron 
and  other  metals  in  given  fields  when  subjected  to  compressive 
or  tensile  stress,  the  phenomena  being  in  part  very  complicated. 
Similarly  the  mere  fact  of  magnetising  an  iron  rod  produces  strains 
in  the  rod,  as  was  first  observed  by  Joule  in  1847.  Initially  the 
rod  becomes  longer,  the  increase  of  length  assuming  its  greatest 
value  of  about  2 J  parts  in  a  million  for  a  field  ff  =  80.  On  further 
increasing  the  force  the  elongation  decreases,  and  finally  changes 
sign,  the  final  effect  for  very  strong  fields  being  a  contraction 
of  about  one  part  in  200,000.  The  effect  in  cobalt  is  precisely 
opposite,  namely  contraction  in  weak  fields  and  extension  in 
strong  fields,  while  nickel  contracts  constantly  during  the  whole 
process. 

Quincke  found  that  a  paramagnetic  liquid,  contained  in  a 
capillary  tube,  rose  in  the  tube  when  a  strong  magnetic  field 
was  applied  near  the  meniscus.  This  action  is  readily  explained 
by  the  theory  given  in  Art.  110  to  account  for  the  movement  of 
magnetic  bodies  in  non-homogeneous  magnetic  fields.  Let  A  be 
the  cross-section  of  the  tube,  and  consider  the  forces  on  the  slice 
of  liquid  between  heights  z  and  z  +  dz  above  the  normal  surface. 
If  p  is  the  density  and  f  the  pressure  at  height  z,  the  downward 
force  due  to  gravity  is  gpAdz  and  the  thrust  due  to  the  difference 
of  pressure  on  the  faces  is  Adf.  Again  by  equations  (3)  of  Art.  110 
the  upward  force  due  to  the  magnetic  field  is 

jdH       ,,       „    dH 
vl  ^—  =  Adz  .  kH  .  -J-  . 

dz  dz 
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Hence  for  eqiiilibrium 

KAHdH  =  gpAdz  +  A  dp, 
which  on  integration  gives 

IkH^  =  gpz  +  p+  const. 
Let  T  be  the  surface-tension  and  a  the  radius  of  the  meniscus. 
Then  if  h^  is  the  height  of  the  meniscus,  and  the  normal  surface 
of  the  liquid  is  in  a  region  devoid  of  magnetic  force, 

2T 


|/<rff2  =  gph^ 


a 


where  H  stands  for  the  magnetic  force  opposite  the  meniscus. 
If  ^2  is  the  height  without  any  magnetic  field, 

0  =  gph.^  -  — . 

Subtracting  and  writing  A  =  A^  —  ^2  ^°^  ^^^  rise  of  level  caused 
by  the  field,  we  have 

kH^  =  2gph. 

Thus  K  can  be  found  by  measurements  of  Ji  in  known  fields,  and 
this  was  done  by  Quincke  for  numerous  liquids. 

113.  Magnetic  force  and  magnetic  induction.  Foisson's 
analysis  of  magnetism  (Art.  20)  shows  that  the  magnetic  effect 
of  a  body  at  an  external  point  P  is  the  same  as  that  of  certain 
volume-  and  surface-distributions.  When  the  point  P  is  inside 
the  body  there  is  some  doubt  as  to  how  to  define  the  magnetic 
force.  We  shall  take  it  as  that  due  to  the  surface-distribution  cr 
over  the  external  boundary  of  the  magnetised  body  and  the  volume- 
distribution  p,  which  may  of  course  extend  right  up  to  P  without 
giving  rise  to  difiiculty.  With  this  understanding  there  exists 
a  magnetic  potential  £1,  and  the  components  of  magnetic  force 
are  given  by 

H^  =  -dQldx,    Hy  =  -dD.jdy,     H,  =  -  dQ/dz. .  .{8). 

Further,  we  may  apply  Poisson's  equation  (Art.  32)  and  obtain 
the  result 
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We  shall  now  define  the  important  vector  B  having  the  components 
B^  =  H^  +  ^ttI^,    By  =  Hy  +  4arI,,    B,  =  H,  +  4^1,.  .(10). 

The  vector  B  is  called  the  magnetic  induction,  and  the  last 
equation  may  be  written  B  =  H  +  477-Z,  where  addition  signifies 
addition  of  rectangular  components.  Further,  it  follows  easily 
from  (8)  and  (9)  that 

dB^     dBy     dB,      „ 

^+37  +  ^  =  '^ (11)- 

In  vacuo,  where  7  =  0,  5  is  of  course  identical  with  H ;  and 
this  is  practically  true  for  air,  for  which  /  in  the  strongest  fields 
{H  =  40,000)  is  only  about  -0013.  The  vectors  H  and  B  enjoy 
characteristic  properties,  which  are  very  important  in  the  theory. 
Thus  from  (11)  it  follows  that  B  is  always  solenoidal,  but  in  general 
is  not  derivable  from  a  potential.  On  the  contrary,  H  is  derivable 
from  a  potential,  but  in  general  is  not  solenoidal. 

The  vectors  B  and  H  are  exactly  analogous  to  the  vectors 
D  and  E  occurring  in  the  theory  of  dielectrics  (Art.  50),  and  much 
of  the  above  theory  agrees  word  for  word  with  the  corresponding 
theory  in  electrostatics. 

The  reader  will  appreciate  the  full  importance  of  the  vector 
B  after  reading  the  next  chapter :  but  in  order  to  justify  its 
introduction  we  may  say  that  it  is  the  determining  quantity 
in  a  large  class  of  important  phenomena  on  which  most  of 
the  modern  science  of  electrical  engineering  is  based.  Further, 
methods  can  be  devised,  based  on  the  theory  of  the  next  chapter, 
for  measuring  B  directly  without  previous  knowledge  of  I.  In 
the  case  of  iron,  where  /  is  large  in  comparison  with  H,  B  is  nearly 
equal  to  4ttI,  so  that  if  I  is  given  we  obtain  B  without  serious 
error  by  multiplying  by  12-6. 

114.  Tubes  of  force  and  tubes  of  induction.  A  line  of 
induction  is  defined  as  a  line  giving  at  every  point  the  direction 
of  B  at  that  point,  just  as  in  the  analogous  case  of  a  line  of  force. 
Similarly  we  can  imagine  tubes  of  induction  drawn  filling  the 
magnetic  field  (cf.  Art.  18).  The  property  of  lines  of  magnetic 
force  there  proved,  namely  that  the  product  of  magnetic  force 
and  cross-section  of  a  small  tube  is  constant,  fails  when  we  pass 

p.  E.  16 
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into  regions  containing  poles.  Lines  of  magnetic  force,  in  fact, 
begin  or  end  on  Poisson's  equivalent  magnetic  distributions. 
On  the  other  hand,  if  a  small  tube  of  induction  is  drawn  the  product 
of  B  and  the  cross-section  of  the  tube  is  constant,  since  this  fact 
depends  simply  on  the  solenoidal  property  enjoyed  by  B  even 
inside  magnetised  bodies.  Thus  lines  of  induction  never  begin  or 
end,  but  circulate  in  closed  curves. 

The  figure  shows  diagrammatically  the  lines  of  force  and  lines 


Fig.  153 


of  induction  for  a  short  bar-magnet  magnetised  from  left  to  right. 
Only  one  half  of  each  diagram  is  shown,  the  top  giving  the  lines 
of  force  and  the  bottom  the  lines  of  induction.  In  the  space  outside 
the  magnet  the  lines  of  force  and  induction  coincide.  Inside,  we 
must  remember  that  H  is  the  force  due  to  the  impressed  field  (if 
any)  and  Poisson's  magnetic  distributions,  so  that  in  this  case  the 
lines  of  force  and  induction  run  for  the  most  part  in  opposite 
directions.  This  is  of  course  entirely  due  to  the  property  of 
remanence :  if  B  was  simply  proportional  to  H  and  hysteresis 
was  absent  the  lines  of  force  and  induction  would  coincide. 
When  the  material  is  in  the  form  of  a  long  rod  the  lines  of 
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magnetic  force  due  to  the  ends  of  the  rod  hardly  pass  down  the 
rod  at  all,  so  that  the  impressed  field  is  the  actual  field.  Thus 
with  long  rods  we  get  the  full  magnetic  force  magnetising  the  rod, 
while  in  short  rods  the  opposition  .of  the  magnetic  force  due  to 
the  ends  has  a  demagnetising  effect. 

115.  Conditions  at  the  boundary  of  two  media.  Mag- 
netic screening.  Bearing  in  mind  the  analogy  of  electric  and 
magnetic  force  and  induction,  the  reader  will  have  no  difficulty 
in  proving  the  following  boundary  conditions  at  the  surface  of 
separation  of  two  different  magnetic  media  (cf.  Arts.  49,  50) : 

(1)  The  tangential  component  of  magnetic  force  is  con- 
tinuous ; 

(2)  The  normal  component  of  magnetic  induction  is  continuous, 
on  crossing  the  boundary. 

These  conditions  necessitate  refraction  of  both  lines  of  force 
and  lines  of  induction  in  crossing  the  boundary.  They  also  give 
definite  boundary  conditions  which  correspond  to  the  condition 
of  constant  potential  all  over  a  conductor  in  electrostatics,  thereby 
enabling  us  to  find  the  magnetic  force  theoretically  in  certain 
cases. 

We  shall  illustrate  this  by  considering  the  case  of  a  spherical 
shell  of  paramagnetic  material  lying  in  a  uniform  magnetic  field, 
which  more  or  less  illustrates  the  behaviour  of  a  soft  iron  shell 
under  the  same  conditions.  Take  the  centre  of  the  shell  as  origin, 
and  the  direction  of  the  field  as  axis  of  a  system  of  polar  co-ordinates 
in  space.  The  inner  radius  of  the  shell  is  taken  as  h,  the  outer 
radius  as  a,  and  the  susceptibility  of  the  material  of  the  shell  k. 
The  magnetic  potential  will  be  represented  by  different  analytical 
expressions  in  the  three  regions :  let  it  be  Q^  inside  the  shell,  Q.^ 
in  the  material  of  the  shell,  and  O3  outside.  Evidently  Q^  and 
O3  satisfy  Laplace's  equation,  i.e. 

S'+t-S'-" ™- 

We  can  show  that  Q.^  also  satisfies  Laplace's  equation :   for  since 

16—2 
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dx 


B^  =  H^+  iirl^  =  (1  +  47r/c)  jff^  =  -  (1  +  47r«r)  ^,  and  k  is  the 


susceptibility,  the  solenoidal  condition 

dB^     dBy     dB.      ^ 

dx        dy        dz 

s^Og    a^o,    a^Oa    ^ 
g^^^^  l^+^+^  =  « (1*)- 

The  condition  of  continuity  of  the  tangential  component  of  magnetic 
force  at  the  inner  shell  gives 

fdQ{\       _  fda 


L^(tL <'«■ 


Similarly  the  continuity  of  the  normal  component  gives 
fdQA  fda^ 


(tir— '(m. <-'• 


The  conditions  holding  at  r  =  a  are  found  in  just  the  same  way 
to  be 

(tlr(tL <"> 


— >(m..=(t'L ™- 


Finally  for  large  distances  from  the  origin  the  field  has  to  tend 
to  uniformity,  i.e. 

lim  Q.s  =  -Hz  =  -Hrco%e (19), 

where  an  arbitrary  constant  can  be  put  on  the  right  if  desired. 
The  mathematical  problem  is  to  find  expressions  for  Q.^,  Q.^,  D3 
which  satisfy  all  these  conditions.     Try  a  solution  of  the  form 

Oj  =       Ar  cos  d  ^ 

„  „  „      Z)  cos  0 

12,  =      Cr  cos  0  -\ 5 — 

„            „         ^      E  cos9 
12,  =  —  Hr  cos  0  -\ r — 
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Then  all  the  conditions  are  easily  seen  to  be  fulfilled  if  the  constants 
A,  C,  D,  E  satisfy  the  equations 

A  =  C  +  Dl¥ 

4  =  (1  +  4.TTK)  (C  -  2Z)/&») 

C  +  Bja?  =-H  +  E/a^ 

(1  +  inK)  {C  -  2D/a^)  =  -H-  2E/a 

which  are  sufficient  to  determine  the  constants. 

The  figure  shows  the  lines  of  induction*  in  this  case  for  the 


Fig.  154 

value  K  =  1,  bja  being  taken  as  2/3.  The  theory  is  of  course  not 
really  applicable  in  such  cases,  because  such  high  magnetisability 
is  only  found  in  ferromagnetic  substances,  i.e.  substances  for  which 
/  is  not  proportional  to  H.  The  results  are  however  quahtatively 
true  for  soft  iron  under  moderate  magnetising  forces,  and  give 
us  some  idea  of  the  trend  of  the  lines  of  induction  inside  the  metal, 
which  are  not  directly  observable.  The  point  to  be  especially 
noticed  is  the  tendency  of  the  lines  of  induction  to  crowd  in  the 
material  of  the  shell,  a  fact  which  results  in  scarcity  of  lines  of 
induction  inside  the  shell.     Remembering  that  the  density  of 

*  The  equation   of  the  lines  of  force  (or  induction)  corresponding  to  the 
potential  U  =  Ar  cos  6  +  B  cos  $/r^  is  Ar^  sin'  d  -  2B  sin'  d/r  =  const. 
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lines  of  induction  (in  air)  is  a  measure  of  the  strength  of  the  field, 
we  see  that  the  magnetic  force  inside  the  shell  is  small  compared 
with  the  impressed  field.  This  is  expressed  by  the  statement  that 
soft  iron  acts  as  a  screen  against  external  magnetic  action,  but 
the  screening  power  is  not  so  perfect  as  that  possessed  by  an 
earthed  conductor  in  electrostatics.  In  any  case  an  iron  sphere 
for  use  as  a  magnetic  screen  must  be  well  annealed,  carefully 
demagnetised  before  use,  and  not  exposed  to  very  great  magnetic 
forces.  Galvanometers  have  been  enclosed  in  soft  iron  spheres  to 
protect  them  from  disturbance. 

116.  Work  done  in  taking  a  unit  magnetic  pole  round 
a  current  in  a  magnetic  medium.  The  general  work  theorem 
requires  no  modification  when  the  current  is  in  a  region  containing 
magnetisable  bodies.  In  all  cases  the  work  done  by  the  magnetic 
force  when  a  unit  pole  is  taken  round  a  closed  circuit  is  iwi  if  the 
circuit  interlaces  the  current  positively,  —  irri  if  negatively,  and 
0  if  not  at  all.  The  total  magnetic  force  H  consists  of  two  parts. 
Ha  due  to  the  current  and  ff^  due  to  Poisson's  equivalent  mag- 
netic distributions.  The  latter  is  derived  from  a  single-valued 
potential,  so  that  no  work  is  done  by  it  in  any  closed  circuit. 
Hence  the  total  work  of  H  is  equal  to  that  of  H^,  which  proves 
the  result.     Expressed  analytically,  the  integral 

jH^dx  +  Hydy  +  H^dz 

taken  round  a  closed  contour  C  is  4tt  times  the  current  flowing 
through  C  in  a  positive  direction  with  reference  to  the  direction 
of  integration.  It  is  important  to  notice  that  the  theorem  does 
not  hold  in  general  when  B  is  substituted  for  H. 

111.  Potential  energy  of  a  current  in  a  magnetic 
medium.  It  is  B,  on  the  other  hand,  and  not  H,  that  determines 
the  mechanical  forces  on  the  current.  We  can  prove  that  the 
potential  energy  of  a  circuit  carrying  a  current  i  is  —  iN,  where 
N  is  the  flux  of  induction  through  the  circuit  in  the  positive  sense. 
By  this  we  mean  that  the  work  done  by  the  magnetic  system  on 
the  current  in  any  displacement  of  the  latter  is  i  times  the  increase 
of  N,  the  current  and  the  magnetised  bodies  being  understood 
to  be  kept  unchanged  during  the  process. 
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Fig.  155  shows  a  section  of  the  field,  the  current  being  supposed 
to  come  up  through  the  paper  at  C^  and  pass  down  through  it  at 
C2.     *S  is  a  surface  with  the  circuit  as  rim,  and  an  air-space  is 


Fig.  155 

cleared  round  S  by  surfaces  parallel  and  near  to  it.  The  removal 
of  the  indefinitely  small  amount  of  magnetic  matter  involves 
negligible  work,  and  we  can  suppose  that  the  magnetic  state  of 
the  rest  of  the  body  is  unaffected  by  this  removal.  The  circuit 
and  the  cap  S  are  now  in  a  region  free  from  magnetic  matter,  so 
that  the  potential  energy  is  —  iN,  where  N  is  the  fiux  of  magnetic 
force  through  the  circuit.  But  it  follows  from  Art.  115  that  the 
normal  component  of  magnetic  force  in  the  gap  is  equal  to  B^ 
the  normal  component  of  magnetic  induction  in  the  neighbouring 
parts  of  the  magnetic  matter :  hence  the  potential  energy  is 
—  iSB„dS,  which  was  to  be  proved. 

The  concentration  of  lines  of  magnetic  induction  in  iron  cores 
may  be  utilised  to  increase  the  mechanical  forces  acting  on  a 
circuit  slipped  over  these  cores,  as  in  the  case  of  the  moving-coil 
galvanometer. 


CHAPTER   VIII 

INDUCTION  OF  CURRENTS 

118.  Faraday's  experiments.  In  1831  Faraday  showed 
that  currents  could  be  produced  in  closed  circuits  not  containing 
any  battery  by  making  or  breaking  other  circuits  in  their  vicinity, 
and  by  the  motion  of  circuits  and  magnets  relative  to  one  another. 
The  qualitative  laws  of  the  phenomenon  were  completely 
imravelled  by  Faraday  in  two  memoirs*,  which  well  repay  careful 
study  on  account  of  the  exhaustive  nature  of  the  experiments 
and  the  admirable  clearness  with  which  they  are  described. 
Faraday  first  prepared  two  solenoids  of  many  turns  of  wire  on 
the  same  core,  insulated  from  one  another,  one  being  connected 
to  a  battery  and  the  other  to  a  sensitive  galvanometer.  There 
was  not  the  slightest  deflexion  of  the  galvanometer  while  a  steady 
current  flowed  through  the  battery  circuit ;  but  on  first  closing 
the  circuit  the  galvanometer  showed  a  momentary  deflexion,  and 
again  in  the  opposite  direction  when  the  current  was  cut  off. 
These  temporary  induced  cur- 
rents were  found  to  be  capable 
of  magnetising  steel  needles. 
As  regards  the  direction  of  the 
induced  currents,  imagine  the 
solenoids  straightened  out  so  as 
to  form  parallel  wires  A,  B  (Fig. 
156).  Then  on  closing  the  bat- 
tery circuit  (or  primary)  the 
current  in  the  galvanometer 
circuit  (or  secondary)  was  in  the  Kg.  156 

*  Faraday,  "  Experimental  Researches  in  Electricity,"  Set.  1,  Phil.  Trans., 
vol.  122,  p.  125  (Nov.  24tli  1831),  Ser.  2,  Phil.  Trans.,  vol.  122,  p.  163  (Jan.  12th, 
1832). 
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opposite  direction  as  shown  in  the  figure :  on  cutting  off  the 
current  in  the  primary,  that  induced  in  the  secondary  was  in 
the  direction  of  the  original  primary  current.  Precisely  similar 
effects  were  obtained  on  moving  the  circuits  relatively  to  each 
other.  Thus  if  the  wire  A,  carrying  a  constant  current,  approached 
the  wire  B  it  induced  a  current  in  the  opposite  direction  as  long 
as  the  motion  continued,  the  current  being  reversed  when  the 
wire  receded. 

Much  greater  effects  were  obtained  with  smaller  currents  by 
winding  the  primary  and  secondary  helices  over  the  same  closed 
iron  ring  (Fig.  157).    In  order  to  elucidate  the  effect  of  the  iron  ring 


Fig.  157 

Faraday  wound  two  solenoids  on  a  hollow  pasteboard  cylinder, 
in  which  metallic  cores  could  be  inserted.  A  copper  core  had 
no  effect  on  the  magnitude  of  the  induced  current,  while  an  iron 
core  produced  a  great  increase,  but  relatively  not  so  much  as 
a  complete  ring.  Further,  currents  were  induced  by  suddenly 
inserting  a  bar-magnet  into  the  core,  the  direction  of  the  momentary 
current  in  the  solenoid  being  related  to  that  of  the  axis  of  the 
magnet  by  the  left-handed  screw  law.  An  equal  and  opposite 
deflexion  occurred  on  suddenly  removing  the  magnet. 

It  appears  from  the  preceding  that  the  effects  obtained  from 
currents  and  magnets  are  similar  in  kind,  the  only  requisite 
being  the  presence  of  a  magnetic  field.  It  occurred  to  Faraday 
that  the  earth's  magnetic  field  might  be  utilised,  and  he  succeeded 
in  fact  in  obtaining  currents  by  turning  a  coil  of  wire  suddenly 
through  two  right  angles  in  the  earth's  field. 

Faraday  was  further  able  to  show  the  induction  of  currents 
in  solid  masses  of  metal  moving  in  a  magnetic  field  and  thus  to 
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Fig.  158 


construct  the  first  macliine  for  the  mechanical  generation  of 
electricity.  In  one  experiment  a  metal  disc  D  rotated  in  the 
direction  shown  in  a  magnetic  field, 
and  conducting  brushes  were  pressed 
against  the  axle  and  circumference. 
On  joining  these  brushes  by  a  wire  a 
steady  current  was  found  to  flow  in  the 
wire  from  the  circumference  inwards, 
so  that  the  current  in  the  disc  itself 
was  radially  outwards.  The  effect  was 
greatest  when  the  resultant  field  of  the 
earth  was  perpendicular  to  the  disc, 
and  vanished  when  the  disc  was  in  the 
magnetic  meridian,  suggesting  that  the 
current  is  proportional  to  the  com- 
ponent H  of  magnetic  force  perpendicular  to  the  plane  of  the 
disc.  Faraday  also  obtained  currents  from  the  rotation  of  a  bar- 
magnet  in  a  similar  manner,  by  making  connexion  with  the  side 
and  end  of  the  magnet  respectively.  Here  the  magnet  acts  at 
once  as  the  producer  of  the  field  and  as  the  moving  conductor. 

By  using  wires  of  different  metal  in  the  ordinary  induction 
experiments  Faraday  came  to  the  conclusion  that  the  currents 
were  in  the  ratio  of  the  conducting  powers  of  the  metals,  and  that 
the  "force"  (electromotive force  of  induction)  was,  caeteris  paribus, 
independent  of  the  nature  of  the  wire.  The  condition  necessary 
for  the  induction  of  currents  was  clearly  enunciated  by  Faraday, 
namely  that  there  should  be  a  cutting  of  "magnetic  curves"  by 
the  circuit ;  or  in  modern  phraseology  that  there  should  be  a 
change  in  the  flux  of  magnetic  induction  through  the  circuit. 


119.      The    law    of    electromagnetic    induction.       The 

exact  laws  of  electromagnetic  induction  were  first  enunciated  by 
F.  E.  Neumann  in  1845.  We  shall  consider  the  case  of  a  single 
circuit,  for  which  the  law  is  given  by  considerations  of  energy. 
Let  us  have  a  circuit  C  of  self-inductance  L  (Art.  87)  carrying  a 
current  i  at  time  t,  in  the  presence  of  a  system  of  magnetic  poles. 
For  the  sake  of  generality  suppose  that  it  contains  a  cell  of  e.m.f. 
F  as  well  as  being  affected  by  the  motion  of  the  magnets.     From 
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what  we  know  of  the  mechanism  of  the  voltaic  cell  it  appears 
likely  that  the  energy  changes  in  the  cell  during  the  passage  of 
a  given  charge  round  the  circuit  are  the  same  under  all  circum- 
stances, so  that  in  time  dt  work  Vidt  is  done  on  the  current  by 
the  cell.     This  work  is  expended  in  three  ways : 

(1)  In  heating  the  circuit.  It  appears  hkely  from  the  electronic 
theory  of  conduction  that  this  amounts  to  Ri'''  in  work-units  per 
second  in  all  cases,  so  that  work  Ri^dt  is  used  up  in  this  way. 

(2)  When  the  relative  position  of  the  circuit  and  the  magnetic 
system  changes,  the  forces  between  the  circuit  and  the  system 
do  work  idN,  where  N  is  the  flux  of  magnetic  induction  through 
the  circuit  due  to  the  magnetic  system  (Art.  79). 

(3)  When  the  current  is  changing  the  work  done  by  the  forces 
between  the  elementary  filaments  of  the  current  is  d  {\Li^)  =  Lidi, 
at  any  rate  for  a  rigid  circuit.     Hence  we  have 

Vidt  =  Ri^dt  +  idN  +  Lidi, 

„ .      „      dN       ^  di  ,_ , 

^'=^-'dt-''dt (^)- 

Now  Li  is  in  a  certain  sense  the  flux  of  magnetic  force  (or 
induction)  through  the  circuit  due  to  the  current  itself,  being 
the  mean  flux  through  elementary  filaments  carrying  equal 
currents.  Hence  the  total  flux  due  to  all  causes,  including  the 
current  itself,  is  N  -\-  Li,  and  writing  this  briefly  N,  we  have  the 
following  enunciation  of  the  law  of  electromagnetic  induction : 

In  any  circuit  electromagnetic  induction  gives  rise  to  an  electro- 
motive force  equal  to  the  rate  of  decrease  of  the  flux  of  magnetic 
induction  through  the  circuit. 

In  this  enunciation  the  flux  of  induction  is  supposed  to  have 
sign  as  well  as  magnitude  (cf.  Art.  79),  and  electromotive  force 
is  reckoned  as  positive  when  it  tends  to  send  a  current  round  the 
circuit  in  the  standard  direction.  It  will  be  seen  from  the  last 
article  that  the  directions  of  the  currents  in  Faraday's  experiments 
are  all  correctly  accounted  for  by  this  theory.  The  case  of  the 
rotating  disc  (Fig.  158)  is  not  quite  so  clear  :  but  the  question  will 
be  considered  later  on  the  lines  of  the  theory  of  electrons  (Art.  137), 
which  throws  additional  light  on  the  question  of  induction  in 
moving  conductors. 
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When  there  is  more  than  one  circuit  considerations  of  energy 
do  not  suffice  to  determine  the  laws,  as  only  one  equation  is 
obtained  in  this  way.  We  shall  however  assume  that  the  law 
of  electromagnetic  induction  here  enunciated  holds  for  each 
circuit  separately;  that  is,  the  induced  e.m.f.  is  —  dN/dt,  where 
N  is  the  flux  of  magnetic  induction  due  to  all  causes,  inclusive 
of  the  circuits  present  in  the  field. 

In  the  case  of  two  circuits  let  L^,  L^  be  the  self-inductances, 
M  the  mutual  inductance,  R^,  R^  the  resistances  and  i^,  i^  the 
currents.  The  flux  of  magnetic  induction  through  the  first 
circuit  is  L-^i^  due  to  itself  and  Mi^  due  to  the  second  circuit,  so 
that  the  e.m.f.  of  electromagnetic  induction  is 

-  Lj^di^/dt  -  Mdi^jdt. 

It  follows  that  if  in  addition  electromotive  forces   Fj,   V^  are 
acting  in  the  two  circuits,  the  equations  for  the  currents  are 


Y (2). 


The  importance  of  self  and  mutual  inductance  will  now  be  under- 
stood, as  their  presence  modifies  the  effects  with  changing  currents 
very  greatly,  and  for  very  rapid  changes  the  phenomena  are 
generally  determined  much  more  by  inductance  than  by  resistance. 

120.     Experimental   verifications   of  the   theory.     If  a 

sensitive  ballistic  galvanometer  is  available,  some  of  the  laws  of 
electromagnetic  induction  may  be  easily  verified  in  the  laboratory 
by  a  compensation  method  due  to  Felici.  A  (Fig.  159)  is  a  coil  of 
about  20  turns  of  thick  wire  mounted  on  a  board,  the  dimensions 
being  about  50  x  40  cm.  The  coil  X  consists  of  a  single  turn 
of  wire  stretched  round  four  small  brass  screws  at  the  corners, 
so  that  it  can  be  replaced  by  another  wire  of  different  material 
or  diameter,  but  of  the  same  configuration.  B  represents  a  small 
solenoid  of  thick  wire  in  three  layers,  each  layer  having  about 
10  turns  to  the  centimetre;  and  Y  is  a  small  secondary  coil  of 
about  20  turns  sliding  inside  B,  and  wound  on  a  wooden  core  of 


vm] 


INDT7CTI0N   OF   CURRENTS 


253 


about  2  sq.  cm.  sectional  area.     The  solenoid  C  and  core  Z,  to 
which  we  shall  refer  later,  are  similar  to  B  and  Y. 


\(  To  galvanometer 


To  battery  and 
/      reversing  key 


Fig.  159 


In  order  to  obtain  a  fair  test  of  the  theory,  it  is  necessary  to 
ensure  that  there  shall  be  no  flux  of  induction  through  the  leads, 
and  also  that  the  three  pairs  of  coils  do  not  act  inductively  on 
one  another.  The  latter  condition  is  practically  secured  by  the 
arrangement  of  the  coils  in  the  figure,  and  the  former  by  making 
all  the  connexions  of  flexible  wire  whose  two  strands  are  twisted 
round  one  another,  shown  in  the  figure  by  the  parallel  lines  near 
together. 

The  core  Y  is  first  removed  from  B  and  a  current  of  about 
10  amperes  passed  through  A  and  B  in  series.  On  reversing 
there  will  be  a  throw  of  the  galvanometer  due  to  the  inductive 
effect  of  A  on  X.  If  Y  is  now  inserted  the  effect  of  B  on  it  is 
added,  and  the  throw  is  greater  or  less  according  as  the  two  electro- 
motive forces  assist  or  counteract  each  other.  We  can  arrange 
that  the  latter  shall  be  the  case  and  also  adjust  the  position  of 
Y  inside  B  so  that  exact  compensation  occurs  and  the  galvano- 
meter is  not  affected  by  any  changes  in  the  battery  circuit.  The 
pair  of  coils  C,  Z  is  then  adjusted  in  the  same  way  (the  connexions 
not  being  shown),  and  we  are  now  ready  to  make  the  following 
experiments. 
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(1)  With  the  connexions  of  the  figure,  replace  the  wire  X  by 
one  of  the  same  configuration  but  different  material,  or  different 
cross-section.  The  galvanometer  still  shows  no  deflexion.  Hence 
the  E.M.F.  of  induction  is  independent  of  the  nature  and  cross- 
section  of  the  wire  forming  the  circuit  X,  as  we  should  expect 
from  the  theory. 

(2)  Interchange  the  connexions  of  A  and  X,  so  that  X  is 
in  the  battery  circuit  and  A  in  the  galvanometer  circmt.  No 
throw  occurs  on  making  or  reversing  the  current,  showing  that 
the  inductive  effect  oi  A  on  X  for  a  particular  current  is  equal 
to  that  of  X  on  .4. 

(3)  Connect  the  primary  coils  B,  C  in  parallel  so  that  the 
current  through  A  divides  between  B  and  C,  and  arrange  the 
three  secondary  coils  X,  Y,  Z  in  series.  Again  there  is  no  throw 
of  the  galvanometer  under  any  circumstances.  It  follows  that 
the  inductive  effects  of  5  on  Y  and  of  C  on  Z,  which  are  equal 
for  the  same  currents,  are  the  same  when  the  current  is  divided 
between  them.  Hence  the  inductive  effect  is  proportional  to  the 
current. 

121.  Rule  for  calculating  self-Inductances.  A  con- 
venient rule  can  be  given  for  the  self-inductance  of  a  wire  of 
circular  cross-section  bent  into  the  form  of  a  curve  whose  radius 
of  curvature  is  large  compared  with  the  radius  of  the  cross-section. 


Fig.  160 
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a  few  isolated  points  or  corners  excepted.  Consider  in  the  first 
place  a  circular  circuit  as  shown,  C  being  the  line  of  centres  of  the 
cross-sections  and  Cj  the  inner  rim  of  the  wire.  If  P  is  any  point 
inside  the  circle  G^  it  is  easy  to  show  that  the  magnetic  force  at 
P  can  be  calculated  without  serious  error  by  concentrating  the 
current  in  the  wire  along  its  axis  C.  This  is  evidently  true  if 
P  is  not  near  the  wire :  and  if  P  is  close  to  the  wire  the  greater 
part  of  the  magnetic  force  arises  from  the  neighbouring  part  of 
the  circuit,  which  acts  on  it  practically  like  a  long  straight  wire 
carrying  a  current.  If  P  is  at  a  short  distance  r  from  the  line  of 
centres  the  magnetic  force  is  therefore  nearly  equal  to  2ii/r,  which 
is  again  the  same  as  if  the  current  i  was  concentrated  along  the 
line  of  centres. 

Now  take  a  particular  cross-section  of  the  wire  as  shown  in 
Fig.  161,  and  let  dS  be  an  element  of   area   distant  r  from  the 


Fig.  161 

centre.  Let  unit  current  flow  in  the  wire,  and  let  M  be  the 
mutual  inductances  of  the  circuits  C  and  Cj .  The  flux  of  magnetic 
force  N  through  the  filament  on  dS  is  equal  to  M  together  with 
the  flux  through  the  band-like  space  between  the  filament  and 
C^.  As  before,  the  magnetic  force  inside  is  practically  all  due 
to  the  neighbouring  part  of  the  current,  being  therefore  2p/a^ 
at  distance  p  from  0,  where  a  is  the  radius  of  the  cross-section. 
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Let  I  be  the  total  length  of  the  wire.  Then  since  the  lines  of 
magnetic  force  at  points  in  the  cross-section  are  circles  with 
0  as  centre,  all  lines  of  force  passing  between  dS  and  0^  pass 
between  R  and  0^,  and  the  flux  of  force  between  the  filament 
and  Ci  is  equal  to 

J  r  a^   '^  a^ 

Hence  N=M  +  U^L^  . 

Eeferring  to  the  definition  of  the  self-inductance  given  in  Art.  87 
and  remembering  that  since  the  unit  current  is  spread  uniformly 
over  the  cross-section  of  the  wire  di  =  dSj-rra^,  we  have 


^    \Nd8. 


M  +  l 


Hence  L  =  ^-^^^  jdS  -  ~Jr^dS 


TTa* 


The  method  of  reasoning  is  evidently  general  and  applies 
to  circuits  of  any  shape.  Hence  we  have  the  following  rule  of 
calculation : 

Draw  the  line  of  centres  of  the  cross-sections  of  the  wire  and 
also  draw  a  line  parallel  to  it  in  the  surface  of  the  wire.  Calculate 
the  mutual  inductance  of  these  two  circuits  and  add  to  it  half  the 
total  length  of  the  wire.  The  result  is  the  self-inductance  of  the 
circuit. 

The  preceding  calculations  give  the  inductance  in  absolute 
electromagnetic  units.  In  the  derived  system  the  unit  of 
inductance  is  the  henry,  or  10®  true  electromagnetic  units. 
A  circuit  of  inductance  one  henry  is  such  that  an  e.m.f.  of  one 
volt  is  caused  when  the  current  is  changing  at  the  rate  of  one 
ampere  per  second :  for  in  this  case  di/dt  =  1/10  absolute  e.m.u., 
and  if  i  =  10®  the  e.m.f.  is  10*  e.m.u.  =  1  volt.  The  henry  is 
a  rather  large  unit,  and  small  inductances  are  often  expressed  in 
true  electromagnetic  units. 
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122.     Calculation  of  self-inductance  in  particular  cases. 

(1)  Rectangular  circuit.  Using  the  result  of  the  last  article, 
M  is  found  by  Neumann's  formula  (Art.  93).  We  begin  by  finding 
the  value  of  j^dsds'jr  for  two  equal  and  parallel  lines  of  length  I 
distant  h  apart.     Writing  J  for  this  double  integral,  we  have 


J  oJ  0 

■f 

J  0 


dxdy 


I    dx 

J  I 


{(a;  -  yf  +  h^}^     J  o 

sinh-^  -^ h  sinh-i  r 

h  h 


sink 


-ir 


h 


dx  ■ 


y=l 
V-0 
X 


2  I    sinh-^  r  dx. 
0  h 


The  integral  is  evaluated  by  the  substitution  x  =  h  sinh  9,  giving 


.7  =  2 


+  h 


Considering  the  two  rectangles  in  Fig.  162,  which  corresponds  to 
Fig.  160,  we  see  that  M  receives  no  contribution  from  mutually 


Q  «  R 

Fig.  162 

perpendicular  sides  (for  which  e  =  ^),  but  that 

M  =  !S±  dsds'jr 
for  pairs  of  parallel  sides  only.     Let  the  central  line  0  be  a  rectangle 
(a,  b)  and  let  r  be  the  (small)  radius  of  the  cross-section  of  the 
wire  used.     Then  the  contribution  of  PQ  and  B'S'  to  M,  which 
is  negative,  is 

6  +  (g^  +  b^)^' 
a 


(a^  +W)^  -a-b  log  ' 


The  contribution  of  PQ  and  P'Q'  is 


r-{}^  +  r^f  +  b  log 


6  +  (&2  +  r^)*' 


17 
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which  is  approximately  2  j—  &  +  6  log  —  [,  since  r  is  small.     The 

sum  of  these  terms  gives  the  part  of  M  arising  from  the  side  PQ, 
and  dealing  similarly  with  the  other  sides  we  find 

if  =  4  j-  2a  -  2&  +  2  (a2  +  fc^)*  +  a  log  (2a/r)  +  6  log  (26/r) 

-  a  log  ^±(4+^* -6  log  ^±(^}. 

The  self-inductance  is  obtained  by  adding  a  +  h.  If  we  write 
d  for  the  diagonal  of  the  rectangle,  c  =  a+h  for  the  semi-peri- 
meter, we  find  a  convenient  formula  due  to  Mascart,  namely 

i  =  9-210  |c logio —  - cflogio (a  +  «Z)  - 61ogio (6 -I- <?)[- 7c -(- 8(? ... (3) 

absolute  electromagnetic  units. 

Thus  the  self-inductance  of  a  square  circuit  of  side  one  metre, 
made  of  round-sectioned  wire  1  mm.  in  diameter,  is  5660  electro- 
magnetic units. 

(2)  Circular  coil  of  wire  of  one  turn,.  Let  a  be  the  radius 
of  the  circle  into  which  the  wire  is  bent,  r  that  of  the  cross-section 
of  the  wire  itself.  We  have  first  to  find  an  approximate  expression 
for  the  mutual  inductance  of  two  concentric  circles  of  radii  a  and 
a  —  r,  when  r  is  small.  The  formula  for  any  radii  is  given  in 
Art.  94.  Here  1<?  =  4:ab/{a  +  by  tends  to  unity ;  and  if  we  write 
k'  for  (1  -  F)4  we  have  ¥  =  {a  -  h)l{a  +  b)  =  r/ia  nearly.  The 
elliptic  integral  E  tends  to  unity,  while  K  tends  to  infinity.  We 
have 


K=  I    {l-k^sm^<t,)-^dJ, 
J  0 


=  1     (^'^+sin^^)   *  (i^  approximately. 
J  0 


Since   k'   is   small,   the    quantity  under   the   integral    becomes 
large  when  ^  =  0.     We  shall  therefore  split  up  the  range  of 
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integration  into  two  parts,  namely  0  to  a  and  a  to  ^tt,  where  a, 
though  small,  is  large  compared  with  k' .     Thus 

K=r  (k'^  +  sin2  4>)-^dj,+  \   (k'^  +  sin2  4,)-  *  defy 

•/    0  J  a 

Jo  J  aSm(f> 

=  sinh-^  (a/^')  —  log  tan  ^a 
=  log  (2alk')  -  log  (ia) 
=  log{4/fc')  =  log(8a/r). 

Hence  M  =  iira  (K  -  2E)  =  ina  Tlog.  —  -  2) , 

and  thus  L  =  4^a  f  log, j  j . 

Putting  this  in  a  form  suitable  for  numerical  calculation,  it 
becomes 

L  =  a  (28-93  logio  ^  -  21-99) (4). 

For  example,  a  circular  ring  of  radius  2  cm.,  of  wire  2  mm.  in 
diameter,  would  have  by  the  formula  a  self-inductance  of  83-5 
electromagnetic  units ;  and  though  the  formula  would  not  be 
very  exact  in  this  case  it  gives  us  an  idea  of  the  order  of  magnitude 
of  the  self-inductance  of  small  loops  (10~'  henry).  The  effect  of 
thinning  down  the  wire  is  very  noticeable :  thus  if  the  wire  was 
a  mere  filament  of  diameter  1/10  mm.,  the  self -inductance  of  the 
same  loop  would  be  158-8  absolute  e.m.u. 

123.     Growth  of   current   on    closings   a   circuit.       Let 

the  self-inductance  and  resistance  of  the  circuit  be  L  and  R 
respectively,  and  suppose  that  an  e.m.f.  of  constant  magnitude 
V  is  applied  at  time  t  =  0.  Then  the  equation  for  the  current 
at  any  subsequent  time  is 

L^^  +  Ei  =  V (5). 

The  solution  of  this  is 

i^/L  =  ^  +  I  e^'L, 
K 

17—2 
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where  ^  is  a  constant.  Since  i=  0  when  f  =  0,  we  have  A  =  —  VjR, 
and 

t  =  J  (1  -  e-^«/i) (6). 

Thus  the  current  creeps  up  to  its  final  value  V/R  gradually,  and 
the  larger  the  ratio  RjL  the  greater  will  he  the  rapidity  of  approach 
to  this  value. 

Fig.  163  shows  the  effect  of  applying  5  volts  to  a  circuit  of 


Time  in  hundredths  of  a  second 
Fig.  163 

resistance  5  ohms  and  inductance  1/20  henry.  It  will  he  noticed 
that  the  final  value  is  almost  exactly  attained  in  one-twentieth 
of  a  second. 

The  time  of  attaining  the  steady  state  may  he  much  greater 
if  the  coil  is  wound  on  an  iron  core  or  ring,  as  the  changing 
induction  in  the  core  is  added  to  that  due  to  the  current  in  the 
circuit.  The  effect  is  roughly  equivalent  to  an  increase  in  the 
self-inductance  of  the  coil,  but  as  the  flux  of  induction  is  no 
longer  proportional  to  the  current  we  cannot  assign  any  particular 
self-inductance  to  the  coil.  The  current  in  an  electro-magnet  may 
take  several  seconds  to  attain  its  final  value. 

In  order  to  avoid  induction  effects  in  resistance  coils  it  is 
usual  to  bend  the  wires  back  on  themselves  before  winding  them 
on  the  bobbins  (see  Art.  63).     This  is  called  double  winding. 

The  effect  which  occurs  on  breaking  a  circuit  must  be  carefully 
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distinguished  from  what  happens  on  closing  it.  A  spark  generally 
passes  on  opening  a  circuit  containing  an  electro- magnet  or  a  large 
inductance,  and  a  shock  can  also  be  felt  if  the  terminals  of  the 
coil  are  touched  with  the  hands.  To  explain  this,  we  notice  that 
in  the  absence  of  inductance  the  current  would  fall  exceedingly 
rapidly  to  zero.  This  however  tends  to  give  rise  to  a  large 
E.M.F.  of  electromagnetic  induction  in  the  circuit,  and  it  is  easy 
to  see  that  this  acts  in  a  direction  favouring  the  continuance  of 
the  current.  If  the  self-inductance  is  great  enough  the  insulation 
of  the  air  may  break  down,  and  the  ciirrent  continue  for  a  short 
time  after  the  key  is  pulled  up. 

124.     Measurement    of    mutual    and    self-inductance. 

The  following  methods  are  suited  for  the  measurement  of  com- 
paratively large  inductances  (from  1/100  henry  upwards). 

(1)     Direct  measurement  of  the  mutual  inductance  of  two  coils. 

The  primary  circuit  contains,  in  addition  to  the  cell  and  coil, 
a  reversing  key,  a  resistance  box  and  an  accurate  small  resistance 
X  (1  ohm  or  1/10  ohm). 

R 

-AVWW-> 


Fig.  164 

Consider  the  general  case  in  which  currents  ij,  ij  flow  in  the 
two  circuits.  Then  since  the  secondary  contains  no  battery, 
we  have 

where  G  is  the  resistance  of  the  galvanometer.  Applying  the 
equation  to  the  short  interval  of  time  occupied  in  reversal  of  the 
primary  current  from  ^  to  —  i,  and  integrating  with  respect  to 
t  over  that  interval,  we  have 

<^Mi  +  [L^tJnmitL  +{R+G)  Sijt  =  0.] 

But  ^2  vanishes  both  initially  and  finally,  and  ji^dt  is  equal  to  e 
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the  total  charge  sent  through  the  galvanometer.     Hence  we  have 
from  the  theory  of  the  ballistic  galvanometer 

2Mi  ={R+G)^  hr, 

where  r  is  the  corrected  throw  (Art.  83)  and  T  the  time  of  swing 
of  the  moving  coil. 

A  second  experiment  consists  in  disconnecting  the  galvanometer 
from  the  secondary  and  shunt- 
ing it  across  the  small  resistance 
X,  adjusting  the  resistance  S  in 
series  with  it  till  there  is  a 
steady  deflexion  t  equal  to  the 
preceding  ballistic  throw.    Then 

Xi={S+  G)  hr, 

approximately.      Dividing    the 
last  two  equations,  we  have 

XR+G  T^ 

2S+G27r^^'- 

Variable  standards  of  mutual  inductance  can  be  obtained  con- 
sisting of  one  fixed  and  one  moveable  coU,  the  mutual  inductance 
being  known  in  each  position. 

(2)     Direct  measurement  of  self-inductance. 

The  coil  whose  self-inductance  is  to  be  measured  is  placed  in 
the  arm  AB  of  a  Wheatstone's  bridge  in  series  with  a  box  whose 
resistance  can  be  increased  by  a  small  amormt  X  (say  1/10  ohm), 
the  other  arms  being  adjustable  and  non-inductive  (Pig.  166). 

First  balance  the  bridge  accurately  for  steady  currents.  Let 
T  be  the  ballistic  throw  of  the  galvanometer  on  reversing  the 
current,  d  the  steady  deflexion  caused  by  making  the  small  increase 
X  in  the  resistance  of  AB.     Then 


Fig.  165 


L  = 


XtT^ 

2   d2TT' 


.(8). 


To  prove  this,  suppose  that  an  e.m.f.  F  introduced  into  the 
arm  AB  of  the  bridge  gives  rise  to  a  current  AF  in  the  galvanometer, 
where  A  is  some  constant.     Then  if  i^  is  the  current  in  AB  at 
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any  time  V  =  Ldijdt,  and  a  current  XLdi-yjdt  flows  through  the 
galvanometer.     The  total  charge  passing  through  the  galvano- 


Fig.  166 

meter  during  reversal  is  therefore  e  =  2ALi,  where  the  current  in 
AB  changes  from  i  to  —  i  on  reversal.     Hence 

T 


2MA- 


k7 


A  small  increase  X  in  the  resistance  of  AB  gives  rise  to  an 
E.M.F.  Xi  in  the  arm  AB  and  to  a  current  XXi  through  the 
galvanometer.     Thus 

XXi  =  W, 

and  (8)  follows  by  division  of  the  last  two  equations. 

(3)  Comparison  of  the  self-inductance  of  a  coil  with  the  capacity 
of  a  condenser. 

The  self-inductance  L  is  set  up  in  one  arm  AD  of  a 
Wheatstone's  bridge,  and  the  capacity  C  (of  the  order  of  a 
microfarad)  placed  as  a  shunt  across  the  opposite  arm  BC 
(Fig.  167).  The  bridge  is  first  balanced  for  steady  currents,  and 
the  balance  must  be  made  very  exactly,  if  necessary  by  shunting 
round  about  5  ohms  of  one  of  the  resistances  with  an  auxiliary 
box.  On  reversing  there  will  in  general  be  a  ballistic  throw,  but 
this  can  be  made  to  disappear  by  suitable  choice  of  the  absolute 
values  of  the  resistances,  always  keeping  their  ratios  so  that  the 
bridge  is  balanced  for  steady  currents. 
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Let  US  find  the  condition  that  no  current  should  pass  through 
the  galvanometer  whatever  occurs  in  the  battery  circuit.     The 


Fig.  167 
currents  in  the  arms  being  as  shown  in  the  figure,  we  have 


dig 
'Tt 


Vb—  ^0  =  R^H  =  ■84*3^ 


cI^^{Vb-Vc)  =  GR, 


dt 


Substituting  in  the  first  equation,  we  have 

Lii  =  CRi  {Riii  -  Rsis)  =  CRiR^ii  -  GR^R^i^ 

=  CR^R^(H-i,). 
But  since  i^  =  i^  —  ig  we  have 

L  =  CR^R^  =  CR^Rs (9). 

This  gives  L  when  C  is  known. 

125,  Measurement  of  magnetic  fields  with  the  ballistic 
galvanometer.  The  arrangements  are  somewhat  difierent  ac- 
cording as  we  wish  to  measure  (1)  fields  of  the  order  5000  units, 
such  as  those  occurring  between  the  poles  of  an  electro-magnet, 
(2)  weak  fields  such  as  that  of  the  earth.     Fig.  168  shows  the 
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connexions  for  performing  both  measurements  in  one  circuit. 
MM  represents  the  electro-magnet,  through  which  a  known 
current  can  be  sent.  A  small  coil  of  about  100  turns  of  thin  wire 
hes  between  its  poles,  held  loosely  in  a  clamp  so  that  it  can  be 
knocked  out  of  the  region  of  strong  magnetic  force.  There  is 
also  in  circuit  an  earth  inductor,  or  large  coil  capable  of  being 
turned  through  two  right  angles  round  an  axis.  The  coil  should 
have  about  1000  turns,  and  a  diameter  of  at  least  20  cm.     6?  is  a 


^WW\Ar 
Fig.  168 

sensitive  balKstic  galvanometer  and  R  a  resistance  sufficiently  large 
to  render  the  damping  of  the  galvanometer  small  (cf.  Art.  128). 

The  electro-magnet,  galvanometer  and  ammeter  should  be  at 
some  distance  from  the  earth  inductor  in  order  to  avoid  disturbing 
the  earth's  field  more  than  necessary.  With  the  electro-magnet 
cut  ofi  first  set  the  plane  of  the  earth  inductor  magnetically 
east  and  west  by  the  aid  of  a  compass-needle.  Then  turn  the 
coil  of  the  inductor  quickly  through  two  right  angles,  producing 
a  ballistic  throw  tj.  Let  A  be  the  mean  area  of  the  coil,  m  the 
number  of  turns,  and  R  the  total  resistance  in  the  circuit,  inclusive 
of  the  two  coils  and  the  galvanometer.  If  N  is  the  flux  of  magnetic 
force  through  the  circuit  at  any  time  and  L  its  self-inductance, 
the  current  i  is  given  by 

T  di  ,    n .         dN 
^lt  +  ^'  =  -lt- 

Initially  N  =  mAH,  where  H  is  the  earth's  horizontal  component. 
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and  finally  N  =  —  mAH.  Hence  we  have  by  integration  with 
respect  to  t 

2mAH  =  R^kTi (10), 

where  T  is  the  time  of  swing  and  k  the  galvanometer  constant. 
A  similar  observation  of  the  throw  t^  when  the  earth  inductor 
is  supported  horizontally  gives  the  vertical  component  V,  by  the 
formula 

2mAV=R^hT, (11). 

Obtain  a  throw  tj  by  knocking  out  the  small  coil  quickly  from 
between  the  poles  of  the  electro-magnet.  If  B  is  the  mean  area  of 
the  small  coil,  n  the  number  of  its  turns,  the  field  H'  between  the 
poles  is  given  by 

nBH'  =  R^hTs (12). 

The  galvanometer  constant  h  being  determined  by  standardising 
(Art.  68),  H,  Y  and  H'  are  known  from  the  last  three  equations. 
If  everything  is  measured,  as  usual,  in  the  derived  units,  the 
field-strengths  will  have  to  be  multiplied  by  10^  to  bring  them 
to  true  electromagnetic  units. 

There  is  a  general  theorem  covering  the  use  of  the  ballistic 
galvanometer  in  all  these  cases,  namely  that  if  the  flux  of  magnetic 
induction  through  the  circuit  due  to  external  causes  changes  from 
N-^  to  N2,  the  total  charge  passing  round  the  circuit  is  given  by 

e={N^-N,)/R (13). 

For  we  have  Ldi/dt  +  dN/dt  +  Ri  =  0,  and  i  vanishes  both 
initially  and  finally.     Hence  on  integration  we  find 

(iVi  -N^)  +  R  iidt  =  0, 
which  is  the  above  result. 

Curie  made  an  interesting  application  of  these  principles  in 
determining  dH/dx  in  his  experiments  (Art.  Ill  and  Fig.  152).  He 
placed  a  small  coil  at  right  angles  to  the  axis  of  x  in  the  position 
of  the  body  C,  and  measured  the  ballistic  throw  caused  by  moving 
it  a  short  distance  h  in  the  direction  of  the  axis  of  y.     Here 

Ni-N^  =  nAh^-^, 
oy 
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where  n  is  the  number  of  turns  of  the  coil  and  A  its  mean  area. 
Since    dHJdy  =  dJHyjdx  =  dHjdx,    the    total    charge    passing    is 

— p-  -5- ;  from  which  dHjdx  can  be  found. 

Wild's  induction  inclinometer  is  an  example  of  the  application 
of  electromagnetic  induction  to  the  measurement  of  magnetic  dip. 
It  consists  of  a  coil  rotating  about  an  axis  whose  direction  can  be 
varied  imtil  no  currents  flow  on  rotating  the  coil.  This  direction 
is  then  tha,t  of  the  resultant  magnetic  field  of  the  earth.  ; 

126.     Induction  with  permanent  magnets.     The  law  of 

electromagnetic  induction  enables  us  to  find  out  how  the  flux  of 
induction  through  a  small  coil  varies  as  the  coil  is  moved  about, 
and  hence  to  find  the  value  of  B  at  various  points  in  the  field  of  a 
magnet.  We  shall  consider  the  variation  of  B  along  the  axis  of 
a  cyhndrical  bar-magnet.  A  small  coil  of  n  turns  and  resistance  R 
is  wound  on  a  bobbin  sliding  over  the  magnet,  and  connected  in 
series  with  a  resistance  box  and  ballistic  galvanometer  so  that 
the  total  resistance  of  the  circuit  is  R+  G.  Let  A  be  the  area 
of  the  cross-section  of  the  magnet,  and  let  a  ballistic  throw  t 
occur  when  the  coil  is  suddenly  moved  along  from  a  place  where 
the  magnetic  induction  has  the  value  B^  to  one  where  it  has  the 
value  B^.     Then 

nA(B^-B,)=^{R+G)kr (U). 

The  magnet  to  be  tested  is  held  in  a  clamp  with  the  exploring 
coil  slipped  over  it,  and  a  wooden  rod  of  the  same  diameter  is 
held  in  the  same  Kne  with  the  magnet  with  another  clamp.  In 
this  way  the  measurement  of  B  (which  then  becomes  H)  can  be 
extended  beyond  the  end  of  the  magnet  until  its  further  changes 
are  inappreciable.  When  the  galvanometer  is  once  standardised, 
equation  (14)  gives  the  difierence  in  the  values  of  B  at  any  two 
points ;  and  since  B  vanishes  at  a  great  distance  from  the  magnet 
it  is  known  at  all  points  along  the  magnet.  In  practice,  the  values 
thus  obtained  are  not  quite  accurate  since  the  coil  is  shghtly  larger 
than  the  magnet  and  also  has  an  appreciable  length.  But  they 
indicate  the  continuous  falling  off  of  the  flux  of  induction  as  we 
move  away  from  the  centre  of  the  magnet  that  we  should  expect 
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from  our  knowledge  of  the  distribution  of  the  lines  of  magnetic 
induction  (Art.  114).  The  following  table  gives  the  result  of 
an  experiment  on  a  cast  steel  magnet  (length  20  cm.,  diameter 
6-5  mm.).  If  derived  units  are  used  throughout  the  measurements, 
the  values  of  B  obtained  from  equation  (14)  must  be  multiplied 
by  10^  to  reduce  them  to  true  electromagnetic  imits,  in  which 
they  are  usually  expressed. 


Distance  from  centre 
of  magnet  (centi- 
metres) 

0 

2 

4 

6 

8 

10 

12 

B 

6570 

6360 

5750 

4640 

2910 

440 

30 

If  B^  —  Bf)  is  known  beforehand,  an  experiment  of  this  kind 

T 

gives  the  constant  ^r-  k  characteristic  of  the  ballistic  galvanometer. 

ZiTT 

The  principle  of  Hibbert's  magnetic  standard  for  this  purpose  is 

shown  in  Fig.  169.     The  outer  shell  is 

a  piece  of  cast  iron  CC  in  cup  form. 

A  steel  rod  R  is  firmly  screwed  into 

this  frame,  and  carries  a  cast  iron  plate 

PP  separated  from  the  shell  only  by  a 

narrow   annular   gap.      The   whole   is 

magnetised  by  a   current  sent   round 

the  steel  rod,  so  that  lines  of  magnetic 

induction  run  up  the  rod  and  across  the 

narrow  gap,  returning  through  the  outer 

shell.     A  sliding  coil  is  then  fitted  so  that  it  can  be  let  fall  through 

the  gap  after  having  first  been  raised  to  a  definite  position,  so 

that  the  value  of  B^  —  B^  is  always  the  same  for  a  particular 

instrument. 

Balhstic  galvanometers  can  also  be  standardised  by  means  of 
two  coils  of  known  mutual  inductance,  the  current  in  one  being 
reversed.  In  this  case,  however,  an  observation  of  the  initial 
current  is  required  as  well.  The  method  of  the  magnetic  standard 
is  the  simplest  both  in  theory  and  practice. 


Fig.  169 
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127.     Measurement  of  magnetic  induction.    (H,  B)  curve. 

It  is  now  evident  that  the  value  of  B  in  any  given  case  can  be 
ascertained  experimentally  without  previous  knowledge  of  that 
of  /.  We  proceed  to  show  how  to  take  off  a  hysteresis  curve  for 
a  specimen  of  iron,  showing  the  relation  of  B  to  the  magnetising 
force  H.  The  specimen  to  be  examined  is  best  made  in  the  form 
of  a  ring  so  that  there  are  no  ends  to  exercise  a  disturbing  influence, 
the  magnetising  coil  consisting  of  a  solenoid  wound  completely 
over  it.  Let  m  be  the  number  of  turns,  r  the  mean  radius  of  the 
ring.     Then  the  magnetising  force  for  a  current  of  i  amperes  or 

2m  i 


j/10  electromagnetic  units  is  given  by  H  ■■ 


10' 


or 


R  =  m^■/5r (15). 

It  is  advisable  to  use  comparatively  thin  rings  in  order  that  the 
magnetic  force  may  not  vary  very  much  over  the  cross-section. 
The  primary  circuit  contains,  in  addition  to  an  ammeter  and 
rough  adjustable  resistance,  a  resistance  box  S  for  high  currents, 
shunted  across  a  key.     The  secondary  consists  of  n  turns  of  wire 


Kg.  170 


wound  over  the  ring,  in  series  with  a  resistance  box  B,  and  ballistic 
galvanometer.  Let  A  be  the  cross-section  of  the  core,  t  the 
ballistic  throw  consequent  on  a  sudden  change  of  induction  from 
Bq  to  5i .     Then  the  change  of  induction  in  absolute  units  is  given 

(16). 


nA  (5i  -  5o)  =  108  -   (7J+  g!)  ^.r. . . . 

The  method  of  obtaining  the  points  on  the  curve  is  best  under- 
stood by  reference  to  the  complete  curve,  supposed  already  drawn 
(Fig.  171).     We  can  tell  whether  E  is  positive  or  negative  by 
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looking  at  the  reversing  key,  while  the  direction  of  the  ballistic 
throw  tells  us  whether  B  is  increasing  or  decreasing.  Send  first 
of  all  enough  current  through  the  solenoid  to  saturate  the  iron 
(point  P).     Then  the  throw  produced  by  reversal  (from  P  to  Q) 


B 

7 

irf 

H 

5 

r 

/ 

Fig.  171 

gives  25p  if  we  suppose  the  curve  symmetrical.  Starting  from 
P  we  can  find  the  change  of  induction  produced  by  a  sudden 
diminution  of  the  current  from  its  saturation  value.  Place  a 
resistance  in  the  shunt  box  S  (Fig.  170)  and  knock  out  the  key. 
Read  the  throw  and  the  ammeter  (point  a).  Since  B»  —  Bp  is 
known  and  also  Bp,  we  can  find  P„.  Reverse  the  current  with 
the  key,  and  again  observe  the  throw.  Since  B^  —  B^  is  known 
and  also  P„,  B^  is  known.  Proceed  similarly  to  the  point  Q  by 
pressing  down  the  shunt  key,  then  to  y  by  knocking  it  out,  to  . 
8  by  reversal,  and  back  to  P  This  gives  a  complete  set  of  four 
points  corresponding  to  a  particular  current,  and  any  other  set 
can  be  found  by  taking  other  resistances  in  the  shunt  circuit. 
Check  the  accuracy  of  the  experiment  by  adding  up  the  throws 
from  P  to  Q  and  Q  to  P,  which  should  give  the  same  throw  as  that 
obtained  by  direct  reversal  of  the  saturation  current. 
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Fig.  172  shows  the  hysteresis  curves  for  specimens  of  soft 
iron  and  stalloy*  (silicon  transformer  iron  of  low  coercive  force). 
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(o)  soft  iron;   (6)  stalloy. 
Kg.  172 

Numerical  data  as  to  the  maximum  values  of  B  and  the  remanent 
magnetism  of  various  materials  have  already  been  given  (Art.  108). 

128.  Damping  of  galvanometers  by  induction.  Suppose 
that  a  balUstic  moving-coil  galvanometer  is  contained  in  a  circuit 
of  total  resistance  -B.  Then  the  swinging  of  the  coil  in  the  magnetic 
field  of  the  fixed  magnets  induces  currents  in  the  circuit,  and  the 
action  of  the  field  on  these  currents  tends  to  bring  the  coil  to 
rest.  Consider  the  case  of  a  moving  coil  of  n  turns  on  a  core  of 
cross-section  A,  making  small  swings  in  a  uniform  magnetic  field 
a.    Let  1  be  the  moment  of  inertia  of  the  coil  about  the  suspending 

*  I  am  indebted  to  Mr  F.  Stroud  for  this  curve. 
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fibre,  6  the  small  angle  which  the  plane  of  the  coil  makes  with  H 
at  time  t,  fiO  the  torsional  couple  due  to  the  &hT:e,fde/dt  a  retarding 
couple  due  to  air  friction.  If  N  is  the  total  flux  of  magnetic 
force  through  the  coils,  the  couple  on  the  coil  is  idN/dd  due  to  the 
magnetic  field,  and  its  equation  of  motion  is 
^dW  „      .de  ,    .dN 

The  effect  of  self-induction  in  the  coil  is  generally  negUgible, 
and  the  law  of  electromagnetic  induction  becomes 

Ri=-  dN/dt. 
Since  N  is  approximately  equal  to  nAHd,  we  have 

^d^e       rdd  ,      „       .    .„          n'Am^dd 
^W  +  fjt  +  f'^-'''^^- l^df 

Hence  the  effect  is  the  same  as  if  /  was  increased  to  /  H p —  . 

We  have  thus  a  ready  means  of  controlhng  the  damping  of  a 
ballistic  galvanometer  by  altering  the  resistance  in  circuit.  The 
damping  is  very  great  when  the  galvanometer  is  short-circuited, 
and  the  spot  of  hght  comes  to  rest  almost  immediately. 

Fig.   173  shows  one  way  of  connecting 
a  balHstic  galvanometer   to   a   circuit,   by  /""^ 

means  of  a  two-way  key  which  allows  B  H  h 

to  be  joined  to  .4  or  C  at  will.  When  BC 
is  joined  the  galvanometer  is  short-circuited 
for  reading  the  zero,  and  when  AB  is  joined 
it  is  placed  in  circuit.  The  larger  the  re- 
sistance in  circuit  the  less  the  damping, 
and  thus  it  is  often  necessary  to  have  a 
considerable  resistance  in  order  to  make 
the  damping  small  enough  for  an  accurate 
apphcation  of  the  damping  correction  (Art.  pig.  173 

83).     In  measuring  the  time  of  swing  of  a 

galvanometer  it  is  advantageous  to  set  the  coil  moving  through 
a  large  arc  and  then  to  disconnect  it  altogether,  leaving  the 
oscillations  to  go  on  on  open  circuit. 

An  interesting  apphcation  of  the  principle  of  electromagnetic 
damping  occurs  in  the  Grassot  Fliixmeter,  which  is  essentially 


B 
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a  moving-coil  galvanometer  with  a  very  weak  restraining  fibre, 
so  that  the  predominant  force  on  the  coil  is  that  due  to  the  fixed 
magnets.  Any  change  in  the  flux  of  magnetic  induction  N  through 
the  external  circmt  sets  the  coil  in  motion,  and  the  electromagnetic 
damping  subsequently  brings  it  to  rest  in  a  new  position.  It 
can  be  shown  that  the  angle  turned  through  by  the  coil  is  approxi- 
mately proportional  to  the  total  change  of  flux.  The  equation 
of  motion  of  the  coil,  in  fact,  is  now  Id^djdf  =  in  AH.  On  integra- 
tion with  respect  to  t  we  have  ^idt  =  0,  since  ddjdt  vanishes  both 
initially  and  finally.     The  law  of  electromagnetic  induction  gives 

-^^+Lj^  +  nAHj^  +  m==0, 

and  integrating  once  more  with  respect  to  t  we  have 

N^-Ni  =  nAH  [Oi  -  6^), 
where  9^  is  the  initial  position  of  the  coil  and  ^j  its  final  position. 

129.  Alternating  currents  and  potentials.  The  be- 
haviour of  coils  with  self  and  mutual  induction  is  conveniently 
studied  with  currents  varying  periodically  with  the  time,  on 
account  of  the  ease  with  which  these  currents  can  be  produced. 
Such  currents  generally  alternate  in 
direction  during  the  period,  and  are 
therefore  called  alternating  currents. 
The  simplest  alternating  current  is 
given  by  an  expression  of  the  form 
i  =  I  cos  (j)t  —  a),  /  being  called  the 
amplitude,  and  similarly  the  simplest 
alternating  potential  is  given  by 

V  =  V  cos  (pt  —  a). 

The  principle  of  the  generation  of 
alternating  potentials  will  be  under- 
stood from  Fig.  174.  A  coil  of  wire, 
capable  of  rotating  about  an  axis,  is 
rigidly  connected  to  two  slip-rings  A,  B 
on  the  same  axle.  These  are  soHd  rings 
of  copper  fastened  to  the  ends  of  the 
coil    and   insulated   from   one  another.  Fig.  174 

p.  E.  18 
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Suppose  now  that  the  whole  rotates  with  uniform  angular  velocity 

a>  in  a  uniform  transverse  field  H.    If  the  plane  of  the  coil  makes 

an  angle  ojt  with  the  direction  of  H  at  time  t,  the  flux  of  force 

through  it  is  iV  =  HA  sin  ojt,  where  A  is  the  area  of  the  loop, 

and  the  e.m.f.  of  electromagnetic  induction  —  wHA  cos  iot.     This 

is  therefore  the  difference  of  potential  between  A  and  B  on  open 

circuit.     Strips  of  carbon  (called  brushes)  can  be  pressed  against 

the  shp-rings  and  attached  to  wires  for  utilising  the  alternating 

potential  generated  in  this  way. 

If  the  field  is  not  uniform  the  potential  difference  remains 

periodic,  but  is  no  longer  given  by  a  simple  formula.     We  shall 

define  an  important  quantity  in  connexion  with  periodic  currents 

and   potentials   not   necessarily   of   simple   harmonic   type.     An 

alternating  current  is  said  to  have  the  effective  value  I  when  its 

heating  effect  in  a  given  coil  is  the  same  as  that  of  a  steady  current 

7.     If  i  is  the  value  of  the  alternating  current  at  time  t,  the 

heating  effect  in  a  coil  of  resistance  R  in  time  dt  is  Ri^dt,  and  in 
-J, 

a  whole  period  R  I    i^dt.     This  must  however  be  equal  to  RPT 

J  0 

by  definition.     Hence  the  effective  current  I  is  given  by 

P^^j^^i'dt (17), 

and  for  this  reason  is  often  called  the  root-mean-square  (e.m.s.) 
value  of  the  current.  Similarly  the  effective  value  of  an  alter- 
nating E.M.F.  is  given  by 

1  [^ 


V^=^j    v^dt (18). 

We  shall  see  shortly  that  the  effective  values  of  alternating 
currents  and  voltages  can  be  read  off  directly  in  a  large  class  of 
alternate  current  measuring  instruments.  It  follows  easily  from 
the  definition  that  the  effective  value  of  a  simple-harmonic  current 
of  amplitude  I  is  I/s/^,  and  similarly  for  the  voltage.  Hence  an 
alternating  current  voltmeter  applied  to  a  simple-harmonic  e.m.f. 
of  amphtude  100  would  only  indicate  70-7. 

130.     Examples  of  alternating  current  circuits. 

(1)  Circuit  containing  self-inductance  and  resistance.  Let 
an   E.M.F.  F  cos  pt  be   appHed   to   a   circuit  of  self-inductance 
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L  and  resistance  R.  Then  the  current  i  is  given  by  the 
equation 

di 
Lj  +  Ri=  V  cos,  ft (19). 

The  complementary  function  of  this  equation  is  Ae'^l^,  and 
diminishes  rapidly  with  increase  of  t.  Hence  after  some  time  the 
current  will  be  given  entirely  by  the  particular  integral 

.^^^^os^^in^ (20). 

This  may  be  written 

t  =  7  cos  {'pt  —  a) (21), 

where  I  =  r,     tan  a=  ~ (22). 

{L'p^  +  i?)*  R 

Any  given  stage  in  the  current  i  occurs  later  than  the  corresponding 

stage  in  the  applied  voltage  by  a  time  t  given  by  ^^  =  a  :  the  angle 

a  is  called  the  lag  of  the  current  behind  the  voltage. 

rT 
The  work  expended  in  a  complete  period  T  is  I    vidt,  where 

J  0 

V  is  the  instantaneous  value  of  the  applied  voltage.  Hence  the 
work  performed  per  second  by  the  applied  voltage,  or  the  power,  is 


Ijl^idt  (23). 


W-  ^ 
In  the  present  case  v  =  V  cos  pt  and  i  is  given  by  (21),  so  that 

rT 

W  =  VI  I    COS  pt  cos  {pt  —  a)  dt 

J  0 
=  \VI  cos  a. 

The  effective  values  of  voltage  and  current  are  'V|^/2  and  lj^/^ 
respectively :    thus  the  last  equation  may  be  written 

W  =  7/ cos  a (24), 

where  F  and  I  are  understood  to  mean  the  root-mean-square 
values.  It  is  easy  to  see  that  the  work  done  is  entirely  expended 
in  heating  the  circuit,  and  that  none  is  done  in  the  long  run  against 
electromagnetic  induction.  We  notice  further  an  important 
property  of  inductive  circuits,  namely  that  of  preventing  the 
passage  of  current  to  a  greater  extent  than  non-inductive  circuits 

18—2 
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of  equal  resistance.  Thus  equation  (22)  shows  that  coils  of  great 
self-inductance  let  through  very  little  current,  particularly  at 
high  frequencies,  even  though  their  resistance  is  small.  The 
quantity  (Uf'  +  W)^,  which  determines  the  amphtude  of  current 
for  a  given  voltage,  is  called  the  impedance  of  the  circuit. 

(2)  Circuit  containing  capacity  and  resistance.  Let  C  be  the 
capacity,  R  the  resistance.  Then  if  e  is  the  charge  on  the  outer 
plate  of  the  condenser  in  the 
figure,  the  current  is  i  =  —  dejdt 
and  the  difference  of  potential 
between  the  plates  ejC.     Thus 

de 

and        VA-yc=y  cos pt.  ^ 

Hence  we  find  on  addition 

ECj^  +  e  =  -  VC  cos  pt (25). 

The  particular  integral  of  this  equation  is 

VC 
^  ^  ~  R^C^p^  +  1  ^^^^  fi  +  ^f^'P  sin  pt), 

so  that  i  =  ^Q2.J^  I  i^^P  ^'os  pt  -  sin  pt). 

This  may  be  written  in  the  form  i  =  I  cos  {pt  —  a),  where 

/  = Y^ _      tana  = — (26). 

(R^Cf  +  l)^  RCp 

The  angle  a  is  essentially  negative,  so  that  the  current  leads  the 
apphed  e.m.f. 

(3)  Circuit  containing  capacity,  self-inductance  and  resistance. 
This  is  the  most  general  case.  If  the  coil  in  Fig.  175  has  self- 
inductance  L  as  well  as  resistance  R,  the  equation  T^  —  Fc  =  Ri 
is  replaced  by  Vb—  Vc=  Ldijdt  +  Ri,  and  (25)  by 

LC^  +  RC^^+e  =  -VCeoHpt (27). 
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The  particular  integral  is  i  =  I  cos  {pt  —  a)  as  before,  where 

p.                                   Lp  ~  YT 
^ tana  = -i±...(28). 


(^^-4/  +  ^^ 


CpJ 

The  discussion  of  this  solution,  and  of  the  complementary  function 
of  (27),  is  a  very  important  matter  which  will  occupy  us  later  in 
Ch.  XI. 

131.  Alternating  current  ammeters,  voltmeters  and 
ivattmeters.  Alternating  current  ammeters  can  be  constructed 
on  the  principle  of  the  electrodynamometer  (Art.  88).  Suppose 
that  we  have  an  electrodynamometer  consisting  of  a  moving- 
coil  galvanometer  in  which  the  permanent  magnets  are  replaced 
by  a  coil,  and  suppose  that  a  current  i  flows  through  the  fixed 
and  moving  coils  in  series.  Let  /  be  the  moment  of  inertia  of 
the  moving  coil  about  its  axis,  fji9  the  restraining  couple  due  to 
the  suspension  for  a  deflexion  9,  Xi^  the  couple  due  to  the  current 
i  passing  through  the  coils.  Then  the  equation  of  motion  of  the 
coil  is 

I^^Xi^-f,e (29). 

Integrate  the  last  equation  from  t  =  0  to  t  =  T.  Then  the  left- 
hand  side  vanishes  since  the  motion  is  periodic,  and  after  division 
by  T  we  have 

But  the  coefficient  of  A  is  P,  where  /  is  the  effective  value  of  the 

alternating  current ;  and  the  coefficient  of  ju,  is  ^  the  mean  deflexion 

of  the  coil.     Hence  A/^  =  f^ff.    In  practice  the  moment  of  inertia 

is  so  great  that  the  small  oscillations  about  the  mean  position 

are  inappreciable.     Hence  we  may  replace  0  by  the  observed 

deflexion  6  and  write 

XP  =  fid. 

Equation  (29)  however  shows  that  we  should  obtain  the  same 
equation  if  a  steady  current  I  passed  through  the  coils.  It  foUows 
that  if  an  electrodynamometric  ammeter  is  graduated  with  direct 
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current,  it  will  read  effective  values  when  used  on  alternating  current 
circuits. 

The  alternating  current  voltmeter  often  consists  of  an  electro- 
dynamometer  in  series  with  a  large  non-inductive  resistance,  and 
the  preceding  remarks  apply  without  modification.  It  is  obvious 
from  the  definition  that  all  thermal  ammeters  and  voltmeters 
read  effective  values  on  alternating  current  circuits ;  and  since 
these  two  types  represent  almost  all  the  accurate  kinds  of  alternate 
current  instruments,  we  may  say  briefly  that  all  such  instruments 
read  effective  values  directly.  It  should  be  noticed  that  an 
ordinary  moving-coil  galvanometer  cannot  be  used  with  alternating 

currents :  for  the  mean  deflexion  is  proportional  to  1    idt,  which 

J  0 

vanishes  in  nearly  all  practical  cases.     These  instruments  would 

then  give  no  reading  whatever. 

The  wattmeter  is  an  instrument  giving  the  power  consumed 

in  any  part  of  a  circuit,  for  example  a  coil,  by  a  single  reading. 

If  V  is  the  difference  of  potential  at  time  t  between  the  ends  of  the 

1  [^ 
coil  and  i  the  current  in  the  circuit,  this  power  is  -^  I    vidt  watts. 

1  J  Q 


Fig.  176 


The  ends  of  the  coil  are  joined  to  the  "voltage  terminals"  of  the 
wattmeter  (Fig.  176),  which  go  to  a  moving  coil  mounted  between 
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bearings  like  that  of  a  millivoltmeter,  and  the  "current  terminals" 
are  placed  in  the  main  circuit  so  that  the  current  i  flows  through 
a  fixed  coil  taking  the  place  of  the  permanent  magnets.  The 
current  in  the  moving  coil  is  proportional  to  v  at  any  time,  and 
the  couple  between  the  two  coils  proportional  to  vi.  A  simple 
extension  of  the  preceding  theory  shows  that  the  deflexion  of  the 

...  1  r^ 

moving  coil  is  determined  entirely  by  the  quantity^      vidt ;  that 

is,  by  the  power  consumed  in  the  coil.  The  instrument  is  graduated 
with  direct  current,  using  steady  voltages  v  and  currents  i,  applied 
from  independent  sources.  For  the  practical  use  of  the  wattmeter 
see  Arts.  156,  157. 

Among  the  sensitive  instruments  used  in  the  laboratory  for 
detecting,  but  not  measuring,  alternating  currents  we  may  mention 
the  telephone  receiver  and  the  vibration  galvanometer.  The  principle 
of  the  former,  which  was  invented  by  Graham  Bell  in  1877,  is 
shown  in  Fig.  177.  The  current  from  the 
terminals  T,  T  passes  through  two  coils 
wound  over  a  horse-shoe  magnet  MM. 
Jijst  in  front  of  the  magnet  is  a  dia- 
phragm D  of  sheet  iron.  A  changing 
current  in  the  coils  causes  a  fluctuation 
in  the  force  with  which  the  diaphragm 
is  attracted,  so  that  the  latter  is  set  into 
vibration.  The  natural  period  is  made 
to  be  somewhere  in  the  range  of  audition, 
and  the  instrument  is  at  once  most  ac- 
curate and  most  pleasant  to  use  when  the 
frequency  of  the  impressed  current  is  that 
of  some  ordinary  musical  note. 

The  vibration  galvanometer  has  many 
forms,  one  of  which  consists  of  a  bal- 
listic moving-coil  galvanometer  of  high 
natural  period,  which  responds  readily  to 

currents  of  its  own  frequency.  The  natural  period  of  oscillation 
of  the  coil  is  adjusted  to  be  equal  to  that  of  the  source  of 
alternating  current  used. 

A  lamp  and  scale  is  used,  and  a  band  of  light  is  seen  on  the 


Fig.  177 


280  INDtrCTION   OF   CTJKRENTS  [CH. 

scale,  whose  width  corresponds  to  a  greater  or  less  amplitude  of 
vibration  of  the  moving  coil.  When  the  width  is  least  we  conclude 
that  the  current  is  zero,  or  at  any  rate  a  minimum.  The  vibration 
galvanometer  has  an  important  advantage  over  the  telephone  for 
measuring  purposes  in  that  it  is  selective,  and  can  be  used  when 
the  apphed  alternating  e.m.f.  is  far  from  being  of  pure  sine- form. 

132.  Measurement  of  inductance  by  alternating  cur- 
rents. A  convenient  source  of  alternating  potential  is  a  small  rotary 
converter  (Art.  153),  which  gives  a  nearly  simple  harmonic  e.m.f. 

RHEOSTAT 

r-A/VWW 


Fig.  178 

The  connexions  are  as  shown.  The  self-inductance  of  the  alternate- 
current  ammeter  is  usually  small  in  comparison  with  that  of  the 
coil  L,  and  may  be  neglected.  Let  R  be  the  sum  of  the  resistances 
of  the  coil  and  ammeter.  Then  if  V,  I  are  the  readings  of  the 
voltmeter  and  ammeter  respectively,  and  2ttJp  the  periodic  time 
of  the  simple  harmonic  e.m.f.,  we  have 

72  =  /a  {L^pZ  +  iJ2), 

for  it  is  easily  seen  that  equation  (22)  still  apphes  when  efEective 
values  are  used  instead  of  amphtudes.  Next  replace  the  source 
of  alternating  potential  by  an  accumulator,  and  adjust  the  rheostat 
till  the  ammeter  reading  is  the  same  as  before.  If  Fq  is  the 
voltmeter  reading, 

Vo^  =  m\ 

whence  L^p^P  =  F^  -  7o^ (30). 

The  frequency  p/27r  of  the  alternating  current  is  simply  related 
to  the  number  of  revolutions  of  the  rotary  converter  per  second ; 
or  it  may  be  measured  on  a  frequency-meter  (Art.  153),  and  p  is 
therefore  known.     Hence  L  is  known  from  equation  (30). 
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Mutual  inductances  may  also  be  measured  in  this  way. 
Suppose  that  we  have  two  coils  of  known  self -inductance  ij,  £3 
joined  in  series.  Then  the  compound  coil  has  self-inductance 
ij  4-  X2  +  2ilf ,  as  is  easily  seen  by  calculating  the  total  flux  of 
magnetic  force  for  unit  current.  If  one  of  the  coils  is  turned  over 
without  changing  the  connexions,  the  self-inductance  becomes 
ii  H-  Z2  —  'iM.  Hence  two  measurements  with  the  compound 
coil  give  M  and  Li  +  L^,  and  the  agreement  of  the  latter  number 
with  that  obtained  from  the  separate  coils  affords  a  check  on  the 
accuracy  of  the  experiment. 

Alternate  current  measurements  are  not  so  accurate  as  those 
with  direct  current,  for  several  reasons.  In  the  first  place,  there 
is  nothing  in  alternating  current  work  comparable  in  steadiness 
with  the  current  given  out  and  the  e.m.f.  maintained  by  an 
accumulator.  Alternating  currents  always  vary  shghtly  in 
frequency  or  ampUtude  and  the  readings  of  the  instruments  are 
not  entirely  steady.  Again,  direct  current  galvanometers  are 
exceedingly  sensitive,  so  that  they  take  very  httle  current  when 
used  as  voltmeters  and  have  very  low  resistance  when  shunted' 
as  ammeters.  Blectrodynamometric  instruments  require  more 
current,  and  it  often  happens  that  low-reading  a.c.  voltmeters 
take  an  .appreciable  fraction  of  the  current  in  the  circuit.  Low- 
reading  wattmeters  also  absorb  appreciable  power,  which  makes 
the  power  actually  consumed  in  a  coil  somewhat  less  than  that 
indicated  by  the  wattmeter.  Blectrodynamometers  are  by  no 
means  free  from  self-induction,  and  for  high  frequencies  the 
readings  of  thermal  instruments  are  generally  more  rehable. 

133.  The  generalised  Wheatstone's  bridge  for  alter- 
nating currents.  We  shall  here  consider  a  generalisation  of 
the  Wheatstone's  bridge  (Fig.  179)  which  covers  all  cases  of 
experimental  appKcation.  The  detector  across  BD  is  a  telephone 
or  vibration  galvanometer.  Let  the  arm  AB  contain  a  condenser 
of  capacity  C^  in  series  with  a  coil  of  self-inductance  L^  and 
resistance  R^ ,  and  further  let  the  condenser  have  a  finite  internal 
resistance  p^ ,  as  it  would  if  filled  with  a  conducting  liquid.  If  no 
current  flows  in  BD,  i^  =  i^  =  I  (say),  i^  =  ii^  =  J.  Let  all  the 
variable  quantities  be  proportional  to  e*"*,  where  the  real  part  of 
the.expressions  may  be  taken  if  desired  for  physical  interpretation. 
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Further,  let  A,  B,  C,  D  denote  the  potentials  at  the  four  corners 
of  the  bridge,  ±  e^,  ±  e^,  ±  e^,  ±  64  the  charges  on  the  plates 
of  the  condensers  at  time  t. 


Fig.  179 

The  difference  of  potential  between  the  plates  of  C^  being 
eJCi,  the  internal  current  in  the  condenser  is  e-^jp^C-y.     Hence 

I  =  dejdt  +  Bi/pi  Cj , 


and 


a-b  =  l/^^  +  rj+^^. 


Substituting  ip  for  the  operator  d/dt,  we  have 

I 


+  if 


so  that 


A-B^I 


iL^p  +  Ry  + 


1^ 
Pi 


+  iC^p 


.(31). 


The  three  similar  equations  can  easily  be  written  down.     Eemem- 
bering  that  B  =  D  we  therefore  have 

1  .,       .    „  1 


iLjp  +  Rj+  Y 


Pi 


iL^p  +  iJa  +  ' 


Pi 


+  iCip 


+  iC^p 


iL^p  +  -R3  + 


P3 


iLiP  +  Ri  + 


Pi 


+  iCaP 


+  iCiP 
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The  conditions  of  balance*  are  obtained  by  equating  real  and 
imaginary  parts  of  this  equation,  after  cross-multiphcation, 
to  zero. 

The  results  in  particular  cases  are  of  course  simpler.  Thus 
the  case  in  which  there  are  no  condensers  can  be  treated  by 
putting  yoj  =  ^2  =  pg  =  /34  =  0,  which  gives 

R^Ri  -  R^R^  =  p^  {L^L,  -  L^L,) 

Ri^i  +  Ri^i  =  R2L3  +  R3L2 

These  conditions  will  not  be  satisfied  for  all  frequencies  unless  either 
LJR,  =  L,/R^,  L,IR,  =  LJR„  or  LJR,  =  L,/R„  L,/R,  =  LJR„ 
so  that  the  bridge  cannot  be  balanced  by  adjusting  the  resistances 
alone.  In  general  all  that  can  be  obtained  by  a  single  adjustment 
is  a  minimum  sound  in  the  telephone. 

An  examination  of  the  order  of  magnitude  of  the  terms  in 
equation  (31)  will  enable  us  to  judge  exactly  what  is  being  measured 
on  the  Wheatstone's  bridge  in  the  presence  of  various  disturbing 
causes.  For  example,  in  measuring  the  resistance  of  electrolytes 
(Art.  169)  the  hquid  is  enclosed  in  what  is  really  a  parall.el-plate 
condenser,  so  that  we  wish  the  term  l/p^  to  be  large  in  comparison 
with  C^p,  and  at  the  same  time  p^  to  be  large  in  comparison 
with  both  Lip  and  Rj^,  so  that  A  —  B  shall  be  approximately 
equal  to  p^I.  If,  on  the  contrary,  Ijp^  was  small  in  comparison 
with  Cip,  we  should  be  measuring  the  capacity  of  the  condenser 
when  filled  with  the  liquid,  that  is  the  dielectric  constant  of  the 
hquid,  instead  of  its  resistance.  An  example  will  make  this  clear. 
Let  Ci  consist  of  two  parallel  plates  5  cm.  in  diameter,  distant 
2  cm.  apart,  and  let  L^  =  10~'  henry,  iJj  =  10~^  ohm  (the  order 
of  the  irreducible  inductance  and  resistance  of  the  connecting 
leads).  If  the  condenser  is  filled  with  distilled  water  of  con- 
ductivity 10-"  (cf.  Art.  170)  we  have  p^  =  1-02  x  10^  ohms,  and 
allowing  for  the  dielectric  constant  of  water  Cj  is  found  to  be 
7  X  10-^^  farads.     For  p  =  500,  1/pi  is  still  large  compared  with 

*  The  reader  who  is  tmaooustomed  to  the  use  of  imaginaries  should  notice  why 
there  are  two  conditions.  If  the  caloulatioii  of  the  current  in  BD  had  been  performed 
quite  generally  by  the  ordinary  methods,  it  would  have  appeared  in  the  form 
P  cos  pt  +  Q  sin  pt.  The  conditions  P—Q=0  are  therefore  necessary  if  it  is  to 
vanish.     The  amplitude  of  current  in  all  these  cases  is  of  the  form  (P^  +  Q^f. 
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Oip,  and  experiments  on  the  Wheatstone's  bridge  would  measure 
/>! .  As  ;p  rises  the  two  terms  become  of  the  same  order  of  magni- 
tude, and  finally  for  high  frequencies  of  the  order  p  =  10'  (electric 
oscillations)  the  capacity  term  predominates. 

134.  The  alternating  current  transformer.  The  simplest 
type  of  alternating  current  transformer  is  Faraday's  ring  (Pig. 
157)  consisting  of  two  coils  wound  on  the  same  iron  core.  An 
alternating  current  flowing  in  the  primary  wiU  induce  currents 
in  the  secondary  and  give  rise  to  an  e.m.f.  which  in  general  differs 
from  that  apphed  to  the  primary.  The  presence  of  iron  makes 
practically  all  the  lines  of  induction  due  to  the  primary  current 
pass  through  the  secondary,  and  vice  versa;  but  as  the  theory 
would  be  complicated  by  hysteresis  we  may  represent  all  the 
principal  features  of  the  phenomenon  by  the  following  ideal 
arrangement.  Let  us  have  two  endless  solenoids  closely  inter- 
wound  on  the  same  ring  so  that  the  lines  of  force  circulate  only 
in  the  interior.  Let  n^,  n^  be  the  number  of  turns  of  the  two 
solenoids,  r  the  mean  radius  of  the  ring.  When  unit  current 
flows  in  the  first  solenoid  the  magnetic  force  inside  the  core  is 
2wi/r,  so  that  the  fluxes  of  induction  through  the  two  solenoids 
are  ^n-^Ajr  and  ^n-^n^Ajr  respectively,  where  A  is  the  area  of  the 
cross-section.  Hence  L^  =  2ni^A/r,  M  =  ^n-^n^Ajr,  and  similarly 
Xj  =  2n^Ajr,  so  that  L^,  L^  and  M  satisfy  the  condition 

L^L^  =  M} (32). 

This  may  fairly  be  taken  as  the  condition  that  no  fines  of  force 
escape  between  the  two  coils,  or  the  condition  of  no  magnetic 
leakage,  as  it  is  called. 

Let  an  e.m.f.  F  cos  ft  be  appfied  to  the  primary  as  shown 


V  cos  pt 


Fig.  180 

in    the   figure.     The    effect    of   self-inductance   in    transformers 
generally  predominates  over  that  of  resistance,  so  that  in  this 
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representation  we  may  neglect  the  resistance  of  the  coils  altogether. 
Let  the  secondary  circuit  be  completed  by  a  non-inductive  resist- 
ance jB.     Then  the  equations  for  the  currents  are 


dii      ,.di 


.(33). 


Multiply  the  first  equation  by  M  and  the  second  by  L-^.     The 
left-hand  sides  become  equal  by  virtue  of  (32),  and  we  have 

iJta  =  -  ^  F  cospi (34). 

Now  Ri^  is  the  difference  of  potential  between  the  terminals  of 

the  secondary  coil,  and  M/L^  =  Wg/wj .     Hence  the  e.m.f.  developed 

in  the  secondary  is  the  fraction  n^jn-^  of  that  applied  to  the  primary. 

If  the  secondary  has  many  turns  the  e.m.f.  developed  in  it  may 

greatly  exceed  that  apphed ;  if  few  turns  it  will  be  greatly  less. 

We  have  thus  a  simple  means  of  transforming  alternating  e.m.f.'s 

by  electromagnetic  induction,  and  this  is  the  chief  reason  for  the 

extensive  use  of  alternating  currents  in  modern  electrical  practice. 

The  current  in  the  secondary  difiers  by  a  phase  of  180°  from 

the  E.M.F.  apphed  to  the  primary  for  all  values  of  R.     The  primary 

current  is  easily  calculated  by  substituting  from  (34)  in  the  first 

of  the  equations  (33)  and  integrating.     Hence  we  find 

Y 

ii  =  ,  p    (L^p  cos  pt  +  R  sin  pt) (35). 

JjiRp 

For  small  values  of  R  the  primary  current  lags  nearly  a  quarter 
of  a  period  behind  the  voltage,  but  the  phase-difference  diminishes 
as  more  and  more  current  is  taken  off  the  secondary.  This  may 
be  expressed,  if  desired,  by  saying  that  the  effective  inductance 
of  the  primary  is  diminished  by  the  presence  of  the  secondary. 

135.  The  induction  coil.  The  problem  of  obtaining  high- 
voltage  electricity  from  an  ordinary  battery  was  first  successfully 
solved  by  Ruhmkorfi,  who  succeeded  in  1851  in  producing  sparks 
exceeding  those  of  the  influence  machine  in  length.  His  apparatus, 
which  is  the  same  in  principle  as  that  previously  used  by  du  Bois- 
Reymond,  is  called  the  induction  coil.    It  depends  on  the  fact  that 
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Fig.  181 

a  large  e.m.f.  is  induced  in  a  secondary  coil  of  many  windings 
when  the  current  in  a  neighbouring  primary  coil  is  suddenly 
cut  off.  Fig.  181  shows  an  induction  coil  as  now  manufactured 
for  sparks  of  medium  length,  and  Fig.  182  the  internal  connexions, 
with  the  exception  of  the  secondary  coil.  The  battery  is  connected 
to  two  terminals  generally  marked  P  and  N,  and  the  instrument 
also  contains  a  commutator  R  which  is  the  same  in  principle  as 


mraramw 


P_rv 


rt 


Fig.  182 
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an  ordinary  reversing  key.  The  primary  coil  consists  of  about 
400  turns  of  thick  copper  wire  wound  on  an  iron  core  AB  composed 
of  a  bundle  of  soft  iron  wires,  the  resistance  of  the  coil  being  of 
the  order  of  ^  ohm.  The  hammer  H  is  a,  short  iron  cylinder 
attached  to  a  stiff  spring,  carrying-on  the  remote  side  a  stout 
piece  of  platinum  P.  A  similar  piece  Q  is  fixed  on  the  end  of  a 
screw  so  that  its  distance  from  P  is  adjustable  between  certain 
limits,  and  the  position  of  the  hammer  can  also  be  adjusted  by 
a  screw  S  which  pulls  it  away  from  the  core.  A  condenser  G, 
of  the  order  of  1  microfarad,  is  built  into  the  base  of  the  instrument 
and  connected  as  a  shunt  across  the  platinum  "break"  PQ.  The 
secondary  coil  consists  of  about  15  miles  of  thin  copper  wire  having 
a  resistance  of  from  ten  to  fifteen  thousand  ohms.  The  different 
layers  of  the  coil  must  be  most  carefully  insulated  from  one 
another,  which  can  be  done  by  interposing  a  paper  disc  covered 
with  shellac  between  each  successive  pair  of  layers.  The  secondary 
is  enclosed  in  a  thin  ebonite  cylinder  and  its  ends  brought  out 
to  two  terminals  to  which  pointed  conductors  are  attached  for 
testing  the  length  of  spark  produced. 

In  using  an  induction  coil  it  is  best  to  begin  with  the  screw 
S  as  far  back  as  possible  so  that  the  hammer  is  near  the  core  of  the 
primary.  The  platinum  point  Q  is  screwed  up  till  it  is  about 
2  millimetres  from  P,  and  the  hammer  then  brought  forward 
slowly  by  means  of  the  screw  S.  The  coil  will  begin  to  act  as 
soon  as  P  and  Q  touch,  and  slight  sparking  will  take  place  at  the 
break.  Excessive  sparking  is  undesirable  as  it  destroys  the 
platinum  contacts,  and  usually  occurs  when  the  initial  distance 
between  P  and  Q  is  too  great.  The  platinum  contacts  will  become 
rough  and  uneven  with  use,  and  should  be  smoothed  at  intervals 
with  a  fine  file.  The  e.m.f.  applied  depends  on  the  use  to  which 
the  coil  is  put.  Thus  6-8  volts  suffice  for  vacuum  tube  discharges 
and  soft  Rontgen  ray  bulbs,  more  for  spark  gaps  at  atmospheric 
pressure,  particularly  with  condensers  in  parallel :  but  16  volts  is 
the  most  that  should  be  used  if  no  additional  resistances  are 
inserted  in  series  with  the  battery. 

The  action  of  the  coil  is  as  follows.  When  P  and  Q  touch, 
the  circuit  is  completed  and  a  current  flows  through  the  primary, 
rising  to  a  maximum  somewhat  as  shown  in  Fig.  163.     The  iron 
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core  AB  becomes  magnetised  and  attracts  the  hammer  H,  thereby 
breaking  the  circuit.  The  attraction  disappears  with  the  current, 
the  hammer  springs  back  and  again  makes  contact  with  Q,  and 
so  on. 

When  the  circuit  is  broken  part  of  the  current  continues  to 
flow  for  a  short  time  across  PQ  as  a  spark,  and  a  momentary- 
current  also  flows  into  the  condenser  C,  charging  it  up.  The 
subsequent  current  in  the  condenser  circuit  is  probably  oscillatory 
in  nature  (cf.  Art.  176),  dying  out  before  the  circuit  is  closed 
again.  In  this  way  the  core  is  effectively  demagnetised  in  a  very 
short  time  after  the  breaking  of  the  circuit.  The  change  of 
induction  on  "break"  is  thus  much  more  rapid  than  that  on 
"make,"  resulting  in  a  much  greater  e.M.f.  in  the  secondary. 

If  the  secondary  coil  is  closed  by  a  circuit  obeying  Ohm's  law, 
alternating  currents  flow  in  the  circuit.  For  if  R  is  the  total 
resistance  of  the  secondary  and  N  the  flux  of  magnetic  induction 
through  it  due  to  all  causes,  the  current  at  any  time  is  given  by 
dN/dt  +  Ri=  0.  On  integration  between  limits  0  and  T,  where 
T  is  the  time  of  oscillation  of  the  hammer  spring,  we  find  fidt  =  0, 
since  N  resumes  its  original  value.  Hence  the  total  charge 
passing  any  point  of  the  secondary  in  a  period  vanishes,  so  that 
the  current  must  alternate  in  direction.  This  however  is  not 
necessarily  the  case  when  the  coil  is  used  to  give  spark  discharges 
or  to  work  Rontgen  ray  bulbs.  In  these  cases  the  e.m.f.  induced  on 
"  make"  is  not  sufficient  to  break  down 
the  insulation  of  the  air,  but  a  current 
flows  only  on  "break."  The  current 
is  then  practically  unidirectional,  and 
can  be  reversed  by  means  of  the  com- 
mutator in  the  primary  circuit. 

The  hammer  interrupter  is  not  suit- 
able for  working  large  coils,  and  the 
making  and  breaking  of  the  current 
has  to  be  done  by  other  means.  The 
Wehnelt  interrupter  (Fig.  183)  is  essen- 
tially a  large  electrolytic  cell  containing 
dilute  sulphuric  acid.  The  cathode  is 
a  large  lead  plate,  the  anode  a  platinum  yj™  133 
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wire  projecting  slightly  from  a  porcelain  tube,  the  length  of  free 
wire  being  adjustable  with  a  screw.  When  working  the  cell  makes 
a  somewhat  disagreeable  noise  and  the  anode  is  surrounded  by 
a  luminous  glow.  The  current  under  these  conditions  is  inter- 
mittent, the  number  of  interruptions  per  second  being  of  the 
order  of  1000. 

The  most  satisfactory  interrupter  of  all  is  the  mercury  inter- 
rupter, which  takes  various  forms, 
one  of  which  is  shown  in  Fig.  184. 
A  cylinder  C  has  a  nozzle  at  the 
lower  end  dipping  into  mercury, 
and  also  a  side-tube  T  some  way 
up.  The  nozzle  is  so  shaped  that 
when  C  is  rotated  rapidly  the  mer- 
cury rises  and  is  ejected  at  T.  The 
stream  falls  on  a  metal  plate  P 
bent  in  the  form  of  a  sector  of  a 
circle,  so  that  the  current  between 
C  and  P  is  interrupted  regularly  whenever  the  cyhnder  reaches  a 
certain  position.  The  whole  cyhnder  and  reservoir  is  enclosed  in 
an  air-tight  case  and  filled  with  coal-gas. 

The  two  preceding  breaks  can  be  worked  off  the  electric  mains, 
in  series  with  a  high-current  rheostat. 


Kg.  184 


136.  Elihu  Thomson's  experiments.  Let  an  iron  rod, 
made  up  of  a  bundle  of  iron  wires  bound  together,  be  inserted  in 
a  hollow  solenoid  so  as  to  protrude  from  one  end,  and  a  powerful 
alternating  current  sent  through  the  solenoid.  If  the  rod  is  fixed 
vertically,  an  aluminium  ring  shding  over  it  will  suddenly  rise 
on  applying  the  current  and  hang  freely  in  the  air  without  being 
suspended.  The  position  of  equilibrium  will  be  stable,  for  the 
ring  will  return  to  its  position  when  either  lifted  or  rafeed.  Further, 
if  the  ring  is  forcibly  held  down  by  hand  it  will  become  in  a  very 
few  seconds  too  hot  to  hold. 

These  facts  are  all  in  accordance  with  theory  and  afford  an 

interesting  example  of  electromagnetic  induction.     On  account  of 

the  spreading  out  of  hues  of  magnetic  force  sideways  from  the 

coil  and  magnet,  there  will  be  a  radial  component  of  magnetic 

p.  E.  19 


1  ri 


290 


INDUCTION   OF  CURRENTS 


[CH. 


force  at  all  points  of  the  ring,   wliich  we  may  write  H  cos  pt 
(Fig.  186).     In  addition  there  will  be  a  periodic  flux  of  induction 


y^H   cos  pt 


Fig.  185 


through  the  ring,  say  N  cos  pt.     If  L,  R  are  the  self-inductance 
and  resistance  of  the  ring  and  i  the  induced  current,  we  have 

di 
Lj-  +  Ri  =  Np  sin  pt. 


The  solution  is  i  =  X  cos  pt  -\ 


Y  sin  pt,  where 


X  = 


Y  =  -^ 


RNp 


Up^  -VR?'  I^f  +  i?2  • 

The  radial  component  H  cos  pt  acts  on  this  current  and  produces 
a  vertical  force  on  the  ring  which  at  time  t  has  the  value 

—  2aTiaH  cos  pt  =  —  ^iraH  cos  pt  {X  cos  pt+Y  sin  pt). 

The  force  varies  within  a  period  (and  its  fluctuations  can  be 
distinctly  felt  while  holding  the  ring).     Its  mean  value  is 

-7TaHX  =  TraHLN  fliUf  +  ijs). 

The  mean  rate  of  development  of  heat  is  easily  seen  to  be 

IR  (Z2  +  72)  =  RWfl2  (Pf  +  R?). 

As  an  example  consider  an  aluminium  ring  of  2  cm.  radius, 
the  diameter  of  the  cross-section  being  2  mm.  Then  L  =  83*5 
true  E.M.  imits,  and  R=  1-2  x  10-^  ohm  =  1-2  x  10^  e.m.  units. 
If  the  core  is  of  soft  iron,  fully  magnetised  for  the  maximum 
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current  and  of  diameter  3  cm.,  N  =  100,000.  The  maximum 
radial  field  H  is  probably  at  least  100,  which  for  p  =  150  gives 
a  lifting  force  of  82  dynes.  This  is  about  one-twelfth  of  the 
weight  of  the  ring,  showing  that  the  two  forces  are  of  the  same 
order  of  magnitude.  The  rate  of  development  of  heat  is  found 
to  be  9-4  X  10'  ergs  or  2-2  calories  per  second.  Since  the  specific 
heat  of  aluminium  is  0-21,  the  temperature  of  the  ring  would  rise 
about  10°  per  second  until  checked  by  radiation. 

137.     Currents  induced  in  solid  masses  of  metal.     The 

electron  theory  throws  inuch  light  on  induction  phenomena, 
particularly  those  caused  by  the  motion  of  conductors  in  magnetic 
fields.  Such  effects,  in  fact,  are  covered  by  the  expression  already 
found  for  the  force  experienced  by  a  charge  moving  in  a  magnetic 
field  (Art.  95). 

The  electrons  in  a  piece  of  metal  at  rest  are  supposed  to  be 
in  a  state  of  irregular  motion,  colliding  at  intervals  with  the  mole- 
cules of  the  metal.  When  the  metal  moves,  however,  its  velocity 
is  superposed  on  the  irregular  movements  of  the  electrons.  The 
electrons  are  therefore  deflected  by  the  magnetic  field,  while 
the  molecules  are  unable  to  yield  to  the  forces  exerted  on  them 
as  they  are  more  or  less  securely  anchored  in  position.  We  shall 
calculate  the  electromotive  forces  in  the  particular  case  of  Faraday's 
rotating  disc  (see  Fig.  158). 

Let  w  be  the  angular  velocity  of  the  disc,  H  the  magnetic 
field  at  distance  r  from  the  axis,  supposed  perpendicular  to  the 
plane  of  the  disc.  The  field  is  not  necessarily  uniform,  but  will 
be  assumed  to  be  symmetrical  about  the  axis,  so  that  H  is  a, 
function  of  r  only.  The  average  velocity  of  a  group  of  electrons 
distant  r  from  the  axis  is  rw  in  a  direction  perpendicular  to  the 
radius  vector,  and  hence  the  average  mechanical  force  exerted 
by  the  field  on  an  electron  of  the  group  is  Herw/c  radially  outwards. 
In  other  words,  there  is  an  apparent  electric  force,  or  force  per 
unit  charge,  of  magnitude  Hrwjc  in  electrostatic  units,  or  Hrco 
electromagnetic  units.  If  the  disc  is  insulated  there  will  be  an 
accumidation  of  electrons  near  the  axis,  until  the  radial  electric 
field  is  exactly  compensated  at  every  point  by  the  electrostatic 
field  due  to  the  accumulated  charges.     On  connecting  the  rim 

19—2 
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and  axle  by  a  wire  electrons  tend  to  flow  back  again  to  tbe 
rim,  so  that  the  direction  of  the  current  is  correctly  accounted 
for  by  the  theory. 

The  work  done  in  moving  a  unit  charge  from  the  axle  to  the 
rim,  or  the  difference  of  potential  between  the  brushes  in  Fig.  158, 

is  CD      Hrdr  in  electromagnetic  units,  where  b  is  the  radius  of  the 

rim  and  c  that  of  the  axle.     Now  the  flux  of  magnetic  force  through 

rb 
the  space  between  the  rim  and  axle  is  iV  =  27r  |    Hrdr,  and  oi  =  2itw, 

c 

where  n  is  the  number  of  revolutions  of  the  disc  per  second. 
Hence  the  induced  e.m.f.  is 

V  =  nN  electromagnetic  units (36). 

The  effect  of  magnets  in  retarding  the  motion  of  neighbouring 
metallic  masses,  or  of.  having  their  own  motion  retarded  by  their 
presence,  was  examined  by  several  experimenters  prior  to  1830. 
Thus  Arago  found  in  1825  that  a  magnet  suspejided  over  a  metal 
disc  tends  to  follow  the  motion  of  the  disc  when  the  latter  is 
rotated.  Babbage  and  Herschel,  who  repeated  Arago's  experi- 
ments, found  that  the  magnet  ultimately  came  to  rest  making 
an  angle  9  with  the  meridian,  where  sin  6  was  proportional  to  the 
angular  velocity  of  the  disc.  The  order  of  magnitude  of  the 
effect  in  different  metals  was  also  found  to  be  that  of  the  con- 
ductivities of  the  metals.  Moreover,  when  the  continuity  of  the 
disc  was  destroyed  by  radial  cuts  extending  nearly  to  the  centre, 
the  deflexions  were  very  much  reduced. 

These  effects  were  first  adequately  explained  by  Faraday  in 
the  two  papers  already  cited,  in  which  it  was  shown  conclusively 
that  they  were  due  to  currents  induced  in  the  metals  by  the 
relative  motion  of  the  disc  and  magnet.  The  electric  forces 
generated  are  entirely  determined  by  the  strength  of  the  magnet 
and  the  speed  of  rotation ;  but  the  currents  are  smallest  in  discs 
of  low  conductivity,  and  their  circulation  is  also  hindered  by 
cuts  which  destroy  the  continuity  of  the  metal. 

The  heating  effect  of  currents  in  metalhc  masses  was  first 
observed  by  Foucault  in  1855,  whence  the  name  Foucault  currents 
often  applied  to  them.     Consider  the  case  of  a  soHd  cyhnder 
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rotating  in  a  field  perpendicular  to  the  axis  (Fig.  187).  The 
velocity  at  a  point  P  (r,  9)  of  a  cross-section  is  rco  at  right  angles 
to  the  radius  vector,  so  that  an  electron  at  P  would  experience 
a  force  —  ercoH  sin  (Itt  +  6)   parallel   to   the   z-axis.     Thus   the 
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induced  electric  force  is  of  magnitude  —  rcuH  cos  6,  measured 
vertically  upwards.  Fig.  188  gives  roughly  the  way  in  which  the 
currents  would  move  in  the  central  parts  of  the  cyhnder.  These 
currents  would  be  largely  prevented  in  a  thin  disc  since  there 
would  now  be  but  little  opportunity  for  continuous  circulation, 
the  electric  force  simply  tending  to  drive  electrons  towards  the 
face  of  the  disc.  Hence  if  a  metal  cyhnder  is  built  up  of  discs 
parallel  to  the  axis  and  insulated  from  each  other,  it  can  be 
rotated  in  a  transverse  magnetic  field  without  giving  rise  to  heavy 
Foucault  currents.  This  arrangement  is  adopted  in  the  armatures 
of  electric  generators,  where  it  is  necessary  to  take  some  steps  to 
prevent  the  loss  of  energy  that  would  otherwise  occur. 

138.     Determination  of  the  ohm  in  absolute  measure. 

The  absolute  value  of  the  resistance  of  a  given  coil  can  be  accurately 
determined  by  a  method  due  to  L.  Lorenz  (1873),  depending  on 
the  use  of  Faraday's  rotating  disc.  The  following  arrangement 
may  be  adopted  in  the  laboratory  if  very  great  accuracy  is  not 
required  (Fig.  189). 

C  is  a  cir6ular  coil  of  a  large  number  m  of  turns  concentric 
with  the  rotating  disc,  B^  and  B2  brass  brushes  making  contact 
with  the  rim  and  axle  of  the  disc  respectively,    i?  is  a  standard 
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coil  whose  resistance  is  required  in  absolute  electromagnetic 
units,  S  and  T  other  resistances  whose  magnitudes  are  known, 
relatively  to  that  of  R.  The  disc  can  he  driven  at  a  rapid  and 
uniform  speed  of  n  revolutions  per  second  by  a  belt  from  a  small 
electric  motor,  and  is  fitted  with  a  counting  device  for  registering 
the  revolutions. 


S  T 


AAAAr 

R 


Fig.  189 

A  deflexion  of  the  galvanometer  will  generally  occur  on 
rotation  even  when  no  current  flows  in  the  coil  C,  on  account  of 
the  earth's  magnetic  field  and  other  stray  fields  causing  a  flux  of 
force  through  the  disc.  This  deflexion  is  taken  as  the  zero  and 
T  adjusted  till  the  deflexion  does  not  alter  on  reversing  the 
current  in  the  battery  circuit.  The  fall  of  potential  down  S  due 
to  the  external  current  is  then  equal  to  that  generated  by  the 
rotation  of  the  disc  in  the  field  of  the  coil  C,  so  that  equation  (36) 
gives 

R  +  S+T-""^- 

Let  Ml  be  the  mutual  inductance  of  the  coil  C  and  the  rim  of 
the  disc,  calculated  for  a  single  turn  in  the  mean  position  of  the 
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turns  of  C,  M.^  the  same  calculated  for  C  and  the  axle  of  the 
disc.     Then  N  =  mi  (M-^  -  M^),  so  that 

Rj^^l^j.  =  mn{M,-M,) (37). 

Mj  and  M^  can  be  found  from  formulae  already  given  (cf. 
Art.  94,  and  Table,  p.  197) ;  and  since  the  ratios  of  R,  S,  T  are 
known  R  is  given  by  this  equation  in  absolute  electromagnetic 
units. 

As  far  as  the  principle  of  the  method  is  concerned,  we  might 
suppress  the  shunt  circuit  S  +  T  and  shunt  the  Lorenz  disc 
directly  across  the  resistance  R,  in  which  case  equation  (37) 
becomes  simply  R  =  mn  (M^  —  Afj).  But  with  an  apparatus  of 
ordinary  size  the  requisite  value  of  R  would  be  very  small  (of 
the  order  1/1000  ohm),  and  also  the  only  means  of  obtaining  the 
balance  would  be  to  adjust  the  speed  of  rotation,  which  is  not 
very  practicable. 

Other  methods  have  been  used  to  determine  resistances  in 
absolute  measure,  all  depending  on  the  principle  of  electro- 
magnetic induction.  Thus  the  ordinary  method  of  measuring  a 
mutual  inductance  consists  in  comparing  it  with  a  resistance  X, 
in  terms  of  which  other  resistances  R,  S,  6  are  supposed  to  be 
known  (cf.  Art.  124,  equation  (7)).  But  whereas  in  the  laboratory 
X  would  be  taken  as  known  in  ohms,  we  might  just  as  well  calcu- 
late the  mutual  inductance  theoretically  from  Neumann's  formula 
or  otherwise,  and  use  the  experiment  to  determine  X  in  absolute 
measure. 

The  older  experiments  seemed  to  show  that  the  ohm  is  the 
resistance,  at  0°  C,  of  a  column  of  mercury  of  cross-section 
1  sq.  mm.  and  of  length  nearly  equal  to  106-3  centimetres.  In 
practice  the  diameter  of  the  containing  tube  of  the  mercury 
resistance  would  itself  be  determined  by  weighing  a  column  of 
mercury,  so  that  it  is  expedient  to  define  by  weight  instead  of 
by  cross-section.  The  international  conference  held  in  London 
in  1908  defined  the  international  ohm  as  the  resistance  offered  to 
an  unvarying  electric  current  by  a  column  of  mercury  at  the 
temperature  of  melting  ice,  14-4521  grams  in  mass,  of  a  constant 
cross-sectional  area  and  of  a  length  106-300  centimetres.     It  had 
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previously  been  found  that  resistance  standards  consisting  of 
mercury  columns  in  glass  were  far  more  reliable  than  wire  coils. 
Of  all  these  methods  that  of  Lorenz  is  generally  considered 
the  best.  Nevertheless,  until  quite  recently  the  results  of  the 
most  accurate  absolute  measurements  of  resistance  were  uncertain 
to  about  one  part  in  2000.  The  chief  difficulties  that  have  to 
be  overcome  are  as  foUows. 

(1)  Secular  changes  in  wire  standards  of  resistance.  While 
carefully  constructed  mercury  standards  can  be  relied  on  to  about 
two  parts  in  100,000,  the  best  resistance  coils  are  Hable  to  alter 
in  time,  the  change  in  some  cases  exceeding  one  part  in  5000. 
This  seems  to  be  chiefly  due  to  the  effect  of  moisture  on  the  shellac 
used  to  cover  the  wire.  Recently  hermetically  sealed  ooils  have 
been  introduced,  and  are  found  much  more  rehable.  All  coils 
should  however  be  frequently  compared  with  mercury  standards. 

(2)  Effects  due  to  rapid  variations  of  terrestrial  magnetism. 

(3)  Thermoelectric  effects  at  the  sliding  contacts  of  the 
brushes.  Such  effects  are  Hable  to  sudden  changes  which,  like 
the  foregoing,  render  it  difficult  to  obtain  an  accurate  balance. 

(4)  The  difficulty  of  keeping  the  angular  velocity  of  the 
disc  sufficiently  uniform. 

A  very  careful  determination  of  the  ohm  has  recently  been 
carried  out  by  F.  E.  Smith  at  the  National  Physical  Laboratory. 
In  these  experiments  two  discs  were  used,  the  currents  in  the 
two  sets  of  coils  circulating  in  opposite  directions,  so  that  the 
effect  of  terrestrial  magnetism  is  eliminated.  Thermoelectric 
effects  were  much  reduced  by  this  arrangement  and  by  the  use 
of  a  special  form  of  brush  resembhng  a  violin  bow,  lubricated  with 
petrol.  Further,  it  was  arranged  that  the  edge  of  the  discs  should 
be  in  a  region  of  zero  magnetic  force,  so  that  a  slight  uncertainty 
as  to  their  diameters  should  not  affect  the  mutual  inductance 
between  them  and  the  coils.  The  axle  carried  with  it  a  commu- 
tator which  charged  and  discharged  a  condenser  in  one  arm  of 
a  Wheatstone's  bridge  (cf.  Art.  140) ;  and  by  keeping  the  bridge 
balanced  during  a  run  the  speed  of  rotation  could  be  kept  very 
accurately  rmiform. 

Smith  foimd  that  the  international  ohm  is  equal  to  1-00052 
absolute  ohms,  with  an  estimated  probable  error  of  4  in  the  last 
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place.  It  thus  appears  that  the  true  ohm  may  be  defined,  to 
an  accuracy  of  about  one  part  in  25,000,  as  the  resistance  of  a 
mercury  column  of  mass  14-4446  grams  and  length  106-245  cm., 
the  area  of  cross-section  being  nearly  1  sq.  mm.  as  before. 

139.  International  and  true  electrical  units.  E.M.F. 
in  absolute  measure.  The  true  electrical  units  are  defined 
in  a  general  way  without  reference  to  the  feasibility  of  any  tests 
that  may  be  impUed.  Thus  the  ampere  is  specified  by  its  magnetic 
effect.  In  this  case  the  definition  is  practically  useful,  as  it  really 
amounts  to  supposing  that  all  currents  are  measured  with  an 
electrodynamometer  of  known  dimensions.  The  case  of  potential 
is  however  quite  difierent,  the  true  volt  being  taken  as  the  difference 
of  potential  between  two  points  A,  B  such  that  W  ergs  of  work 
are  required  to  move  one  coulomb  from  A  to  B.  The  definition 
by  energy  is  unsuited  for  practical  realisation,  and  in  practice 
we  are  driven  to  take  the  ohm  as  the  second  fundamental  unit, 
defining  the  volt  as  the  difference  of  potential  between  A  and  B 
when  the  resistance  is  one  ohm  and  a  current  of  one  ampere  is 
flowing.  Fortunately,  the  ohm  can  be  determined  in  absolute 
measure  independently  of  all  other  electrical  units,  as  we  have 
shown  in  the  last  article. 

The  international  system  of  ufnits  recommended  by  the  London 
Conference  (1908)  aims  at  being  easily  realisable  in  practice, 
and  at  the  same  time  sufficiently  near  to  the  true  units  for  all 
but  the  most  accurate  experiments.  It  has  already  been  mentioned 
that  the  international  ampere  is  too  small  by  about  one  part  in 
4000,  while  the  international  ohm  is  too  large  by  about  one  part 
in  2000.  These  errors  are  too  small  to  affect  ordinary  experiments, 
and  the  international  units  have  very  properly  been  adopted  for 
legal  purposes  connected  with  the  sale  of  electricity  and  electric 
power.  The  important  point  to  notice  is  that  the  international 
units  themselves  can  be  reproduced  with  great  accuracy.  For 
example,  the  researches  of  Smith,  Mather  and  Lowry  have  shown 
that  the  amounts  of  silver  deposited  by  the  same  current  in 
different  silver  voltameters  agree  to  about  one  part  in  100,000 
if  proper  precautions  are  taken,  so  that  a  current  can  be  measured 
in  international  amperes  to  this  order  of  accuracy.     A  shghtly 
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smaller  accuracy  is  attained  in  the  construction  of  mercury 
standards  of  resistance. 

The  London  Conference  defined  the  international  volt  as  the 
difference  of  potential  which,  when  apphed  to  a  conductor  whose 
resistance  is  one  international  ohm,  would  produce  a  current  of 
one  international  ampere. 

We  have  now  to  complete  the  account  of  standard  cells  given 
in  Art.  59,  by  showing  how  their  e.m.f.  may  be  determined  in 
absolute  measure.  A  circuit  is  set  up  containing  a  silver  volta- 
meter and  a  standard  resistance  of  (say)  one  international  ohm, 
together  with  a  battery  and  a  regulating  resistance.  A  standard 
cell  is  placed  in  series  with  a  key  and  a  sensitive  galvanometer 
so  as  to  form  a  potentiometer  circuit  connected  to  the  terminals 
of  the  standard  resistance.  The  current  is  adjusted  till  the 
galvanometer  shows  no  deflexion,  and  is  then  measiired  by  means 
of  the  silver  voltameter.  If  its  magnitude  is  F  international 
amperes,  then  the  e.m.f.  of  the  standard  cell  is  V  international 
volts. 

The  London  Conference  recommended  the  following  formula 
for  the  E.M.F.  of  the  Weston  normal  cell  at  temperatures  between 
0°  and  40°  C.  in  terms  of  its  e.m.f.  E^o  at  20°  C. : 

Et  =  E^o  -  0-0000406  {t  -  20f  -  0-00000095  (t  -  20)^ 

+  0-00000001  (t  -  20)3 . . .  (38). 

The  value  of  ^20  '^as  taken  provisionally  as  1-0184  international 
volts,  but  this  number  was  not  insisted  on  and  a  committee  was 
appointed  to  ascertain  the  most  probable  value  to  be  assigned. 
Experiments  were  accordingly  carried  out  at  Washington  in 
1910  by  representatives  of  the  four  principal  standardising 
laboratories  of  the  world,  and  gave  the  value  1-0183  international 
volts  for  the  e.m.f.  of  the  Weston  normal  cell  at  20°.  This  value 
is  probably  correct  to  about  one  part  in  50,000,  and  is  now  univer- 
sally adopted  for  standardising  purposes.  In  the  case  of  a  cell 
whose  E.M.F.  at  20°  differs  from  the  normal  value,  formula  (38) 
may  still  be  used  with  the  proper  value  of  jBgo- 

Using  the  most  recent  value  for  the  international  ohm  and 
ampere  in  terms  of  the  true  units,  the  e.m.f.  of  the  Weston  cell 
at  20°  may  be  taken  as  1-0188  true  volts. 
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140.  Measurement  of  the  ratio  of  the  electromagnetic 
to  the  electrostatic  unit  of  charge.  The  question  of  the 
absolute  magnitude  of  the  electromagnetic  units  having  been 
placed  on  a  firm  basis,  we  are  now  in  a  position  to  consider  the 
relation  of  these  units  to  the  electrostatic  system. 

An  approximate  determination  of  the  ratio  of  the  units  may- 
be made  in  the  laboratory  as  follows.     T^  is  a  tuning  fork  of 


Fig.  190 


known  frequency  {n  per  second),  one  of  whose  prongs  carries  a 
projection  which  dips  into  a  trough  M  containing  mercury  covered 
with  a  layer  of  alcohol.  T^  is  a  fork  of  similar  dimensions,  and 
both  forks  are  fitted  with  small  flat  electro-magnet  coils  between 
their  prongs,  attracting  the  prongs  whenever  the  circuit  is  com- 
pleted. The  whole  arrangement  serves  to  maintain  the  vibra- 
tions of  the  tuning  fork  T^,  in  just  the  same  way  that  the  vibrations 
of  the  hammer  of  an  iaduction  coil  are  maintained.  The  current 
through  both  coils  is  broken  regularly  n  times  per  second,  and 
the  tuning  fork  T^  is  set  into  forced  vibration,  which  may  be 
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made  as  vigorous  as  desired  by  adjusting  a  small  weight  on 
one  of  the  prongs.  An  insulated  piece  Q  vibrates  between  two 
fixed  pieces  P,  R  fitted  with  springs,  P,  Q  and  R  being  connected 
to  an  electrical  circuit  as  shown.  In  this  way  the  condenser  C 
is  discharged  n  times  per  second  through  the  dead-beat  galvano- 
meter G  after  having  been  charged  up  to  potential  V,  producing 
a  steady  deflexion  6.     Hence 

nCV  =  kd. 

The  experiment  is  performed  in  succession  with  two  parallel 
plate  condensers  of  equal  perimeter  and  separation.  Subtracting 
ehminates  the  edge  correction  and  the  capacity  of  the  leads  in 
the  experiment,  and  then 

n  (Gi  -  G^)  V  =  h  {e,  -  e^), 

where  Oj  —  G^  can  be  calculated  in  electrostatic  units  from  the 
dimensions  of  the  condensers. 

The  galvanometer  is  then  standardised  as  in  Art.  68,  using 
the  same  cell  F  and  adjusting  the  resistances  for  a  steady  deflexion 
e-^-e^.     Then 

VX  =  R{S  +  G)h  {01  -  6*2). 

The  last  two  equations  give  on  division 

^^~^'  =  nR  {S  +  G) (^^)- 

If  derived  units  are  used  throughout,  this  equation  gives  C^  —  G^ 
in  farads.  By  reduction  G^  —  C2  can  be  foimd  in  true  electro- 
magnetic units,  and  since  it  is  known  in  electrostatic  units  the 
quantity 

2  _  electromagnetic  unit  of  capacity 
electrostatic  unit  of  capacity 

is  found.     Hence  c  is  known. 

Maxwell  devised  a  most  accurate  null  method  for  measuring 
the  capacity  in  electromagnetic  units,  which  does  away  with  the 
standardisation  of  the  galvanometer.  The  condenser  is  placed 
in  the  arm  BC  of  a  Wheatstone's  bridge  (Fig.  191).  The  ter- 
minals P,  Q,  R  represent  a  Adbrating  tuning  fork,  so  that  Q  makes 
contact  alternately  with  P  and  R.     The  phenomena  occurring 
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dixring  a  single  period  of  vibration  may  be  divided  into  two 
stages : 


(1)  When  QR  is  joined  the  condenser  begins  to  be  charged 
up,  and  rapidly  acquires  its  final  charge  corresponding  to  the 
difference  of  potential  v^  which  would  exist  in  the  absence  of  the 
arm  BG  of  the  bridge. 

(2)  When  PQ  is  joined  the  condenser  is  discharged  and  steady 
currents  flow  through  the  arms  of  the  bridge  just  as  if  BG  was 
absent. 

The  stage  (1)  differs  from  (2)  in  superposing  a  sudden  discharge 
of  electricity  on  the  steady  current  that  would  flow  in  the  absence 
of  the  condenser.  We  shall  find  the  condition  that  the  total 
charge  passing  through  the  galvanometer  in  a  single  period  is 
zero,  i.e.  that  the  galvanometer  should  show  no  deflexion. 

Let  the  period  (1)  last  from  time  i  =  0  to  i  =  T,  the  currents 
at  any  intermediate  time  t  being  as  shown  in  the  figure.  Let 
V  be  the  difference  of  potential  between  B  and  G  at  time  t.     Then 

Gi  +  Ri(k  +  i)  =  V 
Rs1c+Ri(k  +  i)=  V 
Ri  (i+j)  =  -Rs^-  Gil 
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Writing  7,  J,  K  for  f    idt,  f   jit,  [    Mt  respectively,  we  have 

on  integration 

J  =  Gv, 

R^K  +  RAK  +  I)- 

R^  {I  +  J)  =  R,K  - 

R,VT-(R,  +  R,)RiCvo  ,,Q. 

H^'^^"  ^  =  (R,  +  G){R,  +  R,)  +  R,R,  ^*''^- 

Let  the  stage  (2)  last  from  time  t=  T  to  t=  Ijn,  where  n  is  the 
frequency  of  the  tuning  fork.     The  currents  in  this  stage  are 

given  by  j  =  0  and 

R3k=(R^+G)i    - 

R^k  +  Ri  {k .+  i")  =  F  • . 

Gi  +  R^(k+i)  =  Uo. 

H^^°^  '=(R,  +  G){R,  +  R,)  +  R,R, ^*^)' 

V,     R,  (R,  +  G)  +  R,  {R,  +  G) 

^''^  V-(R,+  G)(Rs  +  R,)  +  R,R, ^    '' 

It  follows  from  (40)  and  (41)  that  the  total  charge  passing  through 
the  galvanometer  in  the  period  Ijn  is 

j.a_T\-  RsVln-{R,  +  R,)RiCv, 
^^''{n      ')      (R^  +  G)(R3  +  R^)  +  RsRi' 
Hence  the  galvanometer  will  show  no  deflexion  if 

R^V  =  n{R3  +  Ri)RiCvo, 
or,  using  (42),  if 

r  =  ^3  (^X  +  G)  {R^  +  Rj)  +  -^3-^4  ,AO\ 

nR^  (R^  +  R^)  R^R^  +  G)  +  R^(Ri  +  G)   ' '  ^     '' 

Thus  the  capacity  is  measured  in  electromagnetic  units  in  terms 
of  the  resistances. 

In  the  experiments  of  Thomson  and  Searle  the  tuning  fork  was 
replaced  by  a  rotating  commutator  running  at  a  known  speed, 
and  the  method  was  modified  so  as  to  permit  of  the  use  of  a 
condenser  with  a  guard-ring,  whose  electrostatic  capacity  could 
be  ascertained  by  direct  measurement. 

A  beautifxil  method  of  determining  c  by  measurement  of 
electromotive  force  was  used  by  Fabry  and  Perot.     By  means  of 
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their  sensitive  absolute  electrometer  (Art.   43)   they  found  the 
E.M.F.  of  the  Clark  cell  at  0°  C.  to  be  4-8443  x  10-^  electrostatic 
units ;    and  taking  the  accepted  value  in  electromagnetic  units 
<1-4491  volts  =  1-4491  x  10'  e.m.u.)  the  quantity 
electrostatic  unit  of  potential 
electromagnetic  unit  of  potential 
is  found  to  be  2-9913  x  lO^". 

The  following  table  gives  some  of  the  more  recent  determina- 
tions of  the  ratio  of  the  units: 

Rowland  (1889) 2-982  x  lO"* 

J.  J.  Thomson  and  Searle  (1890)        2-996 
Abraham  (1892)    . .         . .         . .         2-991 

Hurmuzescu  (1896)  . .         . .         3-001 

Fabry  and  Perot  (1898)  . .         . .         2-991 

Rosa  and  Dorsey  (1907)..         ..         2-997 

Hence  although  it  is  probable  that  c  is  less  than  3  x  10^", 
the  difference  is  certainly  small  and  not  yet  known  with  sufficient 
accuracy  to  make  it  worth  while  to  take  it  into  account. 

141.  Iiocalisation  of  the  induced  E.M.F.  in  a  moving 
circuit.  The  law  of  electromagnetic  induction  tells  us  the 
total  E.M.F.  produced  in  any  circuit  by  electromagnetic  induction, 
that  is  the  line-integral  of  electric  force  round  the  circuit.  It  is 
of  some  theoretical  interest  to  find  what  the  electric  force  is  at 
every  point.  We  can  do  this  for  a  circuit  moving  in  a  fixed 
magnetic  field  by  means  of  the  electron  theory,  as  has  already 
been  done  in  the  case  of  Faraday's  rotating  disc.  Let  PQ  =  ds 
be  an  element  of  an  open  or  closed  wire  moving  in  a  magnetic 
field,  the  field-strength  in  the  vicinity  being  H  (H^,  Hy,  H^)  and 
the  velocity  of  the  element  u  {u^,  Uy,  u^).  In  addition  to  the 
impressed  velocity  u,  the  electrons  in  the  element  of  wire  have 
also  a  certain  velocity  v  in  virtue  of  the  electric  current;  that 
is,  the  component  velocities  of  an  electron  altogether  are  u^  +  v^, 
Uy-\-  Vy,  u^  +  v^.  Hence  the  magnetic  field  exerts  on  the  group 
of  electrons  a  mechanical  force  per  unit  of  charge  which  consists 
of  two  parts :  one,  the  vector  product  of  H/c  and  v  which  would 
exist  already  in  a  circuit  at  rest;  and  the  other  which  we  are 
now  seeking,  the  vector  product  of  H/c  and  u.     The  resultant  of 
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these  is  the  apparent  electric  force  in  the  position  of  the  element 
as  far  as  it  is  due  to  electromagnetic  induction,  the  electrostatic 
effect  of  any  charges  present  in  the  wire  or  surrounding  field 
being  added  to  obtain  the  total  electric  force.  We  are  not  however 
concerned  with  the  resultant  force  but  only  with  its  component 
in  the  direction  of  PQ ;  for  a  transverse  force  only  tends  to  drive 
electrons  to  one  side  of  the  wire,  and  this  effect  is  unimportant* 
when  the  wire  is  thin.  Now  of  the  two  forces  mentioned  above, 
the  first  is  entirely  transverse  and  may  be  neglected ;  the  com- 
ponents of  the  second  are 

Since  the  direction-cosines  of  PQ  are  (dx/ds,  dyjds,  dz/ds)  the 
apparent  electric  force  in  question  may  be  taken  as 
1      dx      dy      dz 
ds  '     ds  '    ds 

The  difference  of  potential  between  P  and  Q,  as  far  as  it  is  due 
to  electromagnetic  induction,  is  therefore 

-I  H^.,    H,,    H, 


dx. 


dy. 


dz 

u. 


in  electromagnetic  units.  Now 
suppose  that  PQ  moves  in  time 
dt  into  the  position  P'Q',  and  let 
dN  be  the  flux  of  magnetic  force 
through  the  small  parallelogram 
PQQ'P'.  The  direction-cosines  of 
the  normal  to  the  plane  of  the 
parallelogram  are  (Z,  m,  n),  where 

dy  .u^  — 


I- 


dz  . 
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.  u  sm 


*  That  is,  electrically.  The  transference  of  this  transverse  mechanical  action 
on  the  electrons  to  the  molecules  of  the  metal  is  of  course  the  cause  of  the 
mechanical  action  of  magnetic  fields  on  currents. 
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Hence  dN  =  dsudt  sin  6  (IH^  +  mHy  +  nH^) 

=  dt 


H., 

By, 

H. 

dx, 

%> 

dz 

Ux, 

Uy, 

u. 

The  difference  of  potential  between  P  and  Q  is  therefore  equal 
to  —  dNjdt.  Evidently  the  result  may  be  extended  at  once  to 
finite  portions  of  the  wire,  and  we  have  the  •  following  enunci- 
ation : 

Let  P,  Q  be  any  two  points  on  a  wire  moving  in  a  magnetic 
field,  and  let  the  ends  of  the  wire  move  into  the  position  P',  Q' 
in  the  time  dt.  Then  if  dN  is  the  flux  of  magnetic  force  through 
the  band-like  space  contained  between  PP',  QQ'  and  the  twa 
positions  of  the  wire,  the  difierence  of  potential  between  P  and 
Q  caused  by  electromagnetic  induction  is  —  dNjdt. 

When  the  wire  forms  a  closed  loop  this  reduces  to  the  ordinarv 
form  of  the  law  of  induction,  since  what  we  have  called  difference 
of  potential  is  the  line-integral  of  electric  force  along  the  wire. 
Moreover,  there  is  no  appreciable  accumulation  of  electric  charge 
in  an  ordinary  closed  circuit,  so  that  the  only  potential  differences 
are  those  due  to  electromagnetic  induction.  But  it  need  not  be 
thought  that  the  theory  of  this  article  applies  only  to  closed 
circuits,  because  it  also  gives  the  electric  force  at  all  points  of  a 
hmited  piece  of  wire  in  motion  in  a  magnetic  field.  Suppose  for 
example  that  we  have  a  straight  piece  of  wire  PQ  moving  uniformly 
across  lines  of  magnetic  force  at  right  angles  to  its  length.  Here 
there  will  be  an  apparent  electric  force,  say,  from  P  to  Q.  But 
this  will  pull  electrons  down  to  the  P  end  of  the  wire,  where  they 
will  accumulate  until  the  electrostatic  effect  of  the  separated 
charges  exactly  neutraUses  the  effect  of  electromagnetic  induction, 
because  there  can  be  no  steady  current  along  the  incomplete  wire. 
It  is,  perhaps,  of  some  interest  to  notice  that  in  this  and  similar 
cases  there  are  charges  spread  through  the  volume  of  the  wire 
in  addition  to  possible  surface-charges  on  the  outside. 

When  the  wire  (open  or  closed)  remains  stationary  and  the 
magnetic  field  changes,  we  could  not  explain  the  observed 
E-M.!".  of  electromagnetic  induction  on  the  present  lines.  It  is, 
in  fact,  necessary  to  suppose  that  a  changing  magnetic  field  is 

p.  B.  20 
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accompanied  by  an  electric  field,  which  in  general  has  a  tangential 
component  at  points  on  the  wire.  The  point  of  view  has  thus 
changed  somewhat,  and  we  fix  attention  rather  on  the  medium 
in  which  the  interaction  of  magnetic  and  electric  force  occurs 
than  in  any  pecuKarity  in  the  action  of  the  field  on  the  electrons 
in  the  wire.  This  widening  of  our  views  is  of  the  utmost  import- 
ance, and  it  is  the  properties  of  the  electromagnetic  medium  (the 
ether)  that  will  occupy  our  attention  later  (cf.  Ch.  xi). 


CHAPTER  IX 

APPLIED   ELECTRICITY 

142.     Mechanical   generation   of   electricity.      The  use 

of  primary  batteries  on  a  large  scale  is,  for  various  reasons,  quite 
out  of  the  question ;  and  recourse  is  had  to  the  generation  of  cur- 
rents by  electromagnetic  induction.  The  simplest  apparatus  for 
generating  direct  currents  is  shown  diagrammatically  in  Fig.  193. 


Fig.  193 

An  iron  ring  lies  between  the  poles  of  a  magnet,  and  is  fixed 
on  an  axle  so  that  it  can  be  made  to  revolve  at  any  desired  speed. 
The  axle  also  carries  a  commutator  C,  consisting  of  a  number  of 
copper  strips  parallel  to  the  axle  and  insulated  from  it  and  from 
each  other.  The  ring  is  wound  uniformly  with  a  continuous 
length  of  wire,  and  contacts  are  taken  off  at  regular  intervals 
(in  Fig.  193  at  every  single  turn)  to  the  separate  segments  of  the 
commutator.     The  whole  system  of  ring,  wires  and  commutator 

20—2 
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is  rigidly  attached  to  the  axle  and  rotates  with  it.  The  brushes 
A,  B  are  two  pieces  of  carbon  pressed  against  the  commutator  at 
opposite  points  of  its  circumference,  but  fixed  in  space  so  that 
when  the  machine  is  running  the  commutator  slides  under  the 
brushes.  Wires  lead  from  the  brushes  to  carry  oii  the  currents 
generated. 

Fig.  194  shows  roughly  the  way  in  which  the  lines  of  magnetic 
induction  pass  through  the  ring  from  left  to  right.     We  may,  if 


Kg.  194 


we  wish,  suppose  that  they  pass  straight  across ;  but  this  is 
imnecessary,  as  the  e.m.f.  generated  can  easily  be  found  for  any 
given  distribution  of  the  lines.  Such  a  distribution  is  specified 
in  terms  of  the  fiux  of  magnetic  induction  across  an  assigned 
cross-section  of  the  ring:  thus  if  N  is  the  flux  across  a  section 
making  an  angle  6  with  the  horizontal,  we  shall  take  N  =f(d), 
a  given  function  of  6.  The  flux  evidently  changes  sign  twice  as 
we  pass  round  the  ring :  the  sign  may  be  fixed  by  supposing  N 
positive  when  6  lies  between  0  and  tt,  and  negative  when  9  lies 
between  n  and  2tt. 

Let  P,  Q  (Fig.  195)  represent  points  on  two  adjacent  segments 
of  the  commutator,  joined  to  the  windings  on  the  ring  by  wires 
PP',  QQ'  respectively.  The  angle  which  PP'  rriakes  with  the 
horizontal  at  time  t  will  be  denoted  by  6  or  cot  according  as  it  is 
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desired  to  call  attention  to  the  actual  position  of  P  in  space  or 
the  position  of  a  particular  commutator  segment  at  time  t. 


initial 


Fig.  195 

The  number  of  commutator  segments  is  usually  considerable 
(at  least  20),  and  the  theory  is  simplified  by  supposing  the  number 
to  be  indefinitely  great.  We  shall  further  assume  that  the  windings 
on  the  ring  are  very  close  together  like  those  on  a  solenoid. 
Writing  dd  for  the  infinitesimal  angle  between  PP'  and  QQ', 
P'  and  Q'  may  be  regarded  as  the  ends  of  a  flat  and  nearly  closed 
coil  of  md6/2Tr  turns,  where  m  is  the  number  of  turns  of  wire  on 
the  whole  ring.  The  flux  of  magnetic  induction  through  this 
small  coil  at  time  t  is  of  the  same  sign  as  N  if  the  coil  is  supposed 
to  begin  at  Q'  and  end  at  P',  the  magnitude  of  the  flux  being 

Nmdd     mdO  , ,   ^. 

since  N=f(e). 

Inside  the  ring  electromagnetic  induction  causes  an  e.m.f. 
which  drives  the  electric  charges  on  the  ring  into  certain  definite 
positions,  as  in  an  electrostatic  problem.  But  at  a  stationary 
point  outside  the  ring  (such  as  one  of  the  brushes)  there  is  no 
electromagnetic  induction,  but  only  the  effect  of  the  accumulated 
charges.  Hence  what  we  are  really  interested  in  is  the  potential 
at  any  point  of  the  ring  due  to  the  charges  on  the  ring.    Let  this 
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be  V  at  the  point  9.  Then  applying  the  law  of  electromagnetic 
induction  to  the  small  coil  Q'P',  we  have 

rf7-J  =  0 (1), 

at 

since  no  current  flows  in  the  coil.     Hence 

Integrating,  we  have 

7  =  const.  H s^-^ 

mNco 
=  const.  H — jr-     . 

27r 

The  arbitrary  constant  is  unimportant,  so  that  the  distribution 
of  potential  is  completely  determined.  If  n  is  the  number  of 
revolutions  of  the  ring  per  second,  to  =  27rn,  and 

7  =  const.  +  mnN   (2). 

In  Fig.  193  the  potential  is  greatest  at  the  top,  opposite  the 
brush  A,  and  least  opposite  the  brush  B. 

The  general  formula  (2)  is  easily  adapted  to  the  ideal  case, 
not  realisable  with  an  iron  ring,  in  which  the  lines  of  magnetic 
induction  pass  straight  across  from  left  to  right,  so  that  the  ring 
is  situated  in  a  region  of  constant  B.  If  A  is  the  area  of  cross- 
section  of  the  ring,  we  have  f{d)  =  AB  sin  6,  and  therefore 

7  =  const.  +  mnAB  sin  6  (3). 

Since  9  =  wt  this  may  equally  well  be  written 

7  =  const.  +  mnAB  sin  cut (4). 

A  study  of  the  last  two  formulae  reveals  the  part  played  by 
the  commutator  of  the  machine.  If  we  fix  our  attention  on  a 
particular  segment  of  the  commutator  and  follow  it  round  as  it 
moves,  the  potential  will  alternate  in  time  in  accordance  with  the 
law  (4).  A  fixed  brush  however  does  not  follow  the  segment 
round  in  this  way,  but  picks  out  a  definite  position  in  space 
corresponding  to  a  particular  value  of  6,  and  takes  up  the  potential 
of  the  segments  as  they  pass  it.  The  formula  (3),  or  more  generally 
(2),  therefore  gives  the  steady  potential  acquired  by  a  brush 
placed  in  the  position  d. 
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The  brushes  are  naturally  placed  in  such  a  position  that 
their  difference  of  potential  is  as  great  as  possible.  If  N^^^  is 
the  greatest  value  of  N  for  any  cross-section,  the  opposite  point 
on  the  ring  will  have  the  value  -  2V„^^  of  N,  and  if  the  brushes 
are  placed  at  these  points  the  e.m.f.  developed  is 

Vg  =  2mwiV„jj  true  electromagnetic  units 


2mnN, 


max 


108 


volts (5). 


To  see  the  order  of  magnitude  of  the  potentials  generated, 
consider  the  case  of  a  ring  of  cross-section  150  sq.  cm.,  lying  in 
a  strong  field  so  that  the  greatest  value  of  B  in  the  ring  is  15,000, 
and  performing  25  revolutions  a  second.  If  there  are  100  turns 
of  wire  on  the  ring, 

m  =  100,     n  =  25,    and   N  =  2-25  x  10«. 

Hence  Fq  =  112  volts. 

The  positive  sign  in  equation  (5)  means  that  the  brush  A  in 
Fig.  193  is  the  positive  brush.  This  would  of  course  cease  to  be 
true  if  the  north  and  south  poles  of  the  permanent  magnet  were 
interchanged,  or  if  the  rotation  was  in  the  clockwise  direction. 
A  reversal  of  polarity  would  also  be  produced  if  the  ring  was 
wound  in  the  opposite  direction  to  that  shown  in  the  figure.  For 
the  sake  of  uniformity  we  shall  always  suppose  the  ring  wound 
as   shown. 

143.  The  drum  armature.  The  term  armature  is  used 
generally  for  the  part  of  a  direct-current  generator  from  which 
the  currents  are  drawn,  in  contrast  with  the  field  magnets  which 
furnish  the  field  of  force.  The  ring  armature  already  described 
has  the  advantage  of  being  easy  to  understand :  but  it  is  never- 
theless rarely  used,  as  it  does  not  advantageously  utilise  the 
space  between  the  field  magnets.  The  effective  flux  of  induction 
is  confined  to  the  comparatively  small  cross-section  of  the  ring 
itself,  whereas  it  is  desirable  to  use  th<  much  greater  flux  obtainable 
from  a  solid  core  lying  between  tit>  poles  of  the  field  magnets. 
The  latter  object  is  attained  in  the  drum  armature  introduced 
by  von  Hefner-Alteneck  in   1872.     The  principle  of  the  drum 
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armature,  illustrated  diagrammatically  in  Fig.  196,  is  to  wind  a 
soUd  cylindrical  core  uniformly  with  wire  somewhat  after  the 


Fig.  196 

manner  in  which  wool  is  wound  into  a  ball.  The  small  circles 
marked  1  to  12  represent  copper  wires  or  bars  lying  parallel  to 
the  axle,  and  let  into  slots  in  the  core.  The  commutator,  here 
shown  as  having  six  segments  only,  is  rigidly  fixed  to  the  axle  as 
before,  and  is  joined  to  the  numbered  wires  by  connexions  shown 
in  the  left-hand  figure.  The  right-hand  figure  shows  the  way 
in  which  the  wires  are  joined  up  at  the  back,  and  represents  a 
view  from  the  same  end  as  before,  i.e.  it  is  what  we  should  see 
at  the  back  if  the  armature  core  was  transparent. 

The  drum  winding  gives  a  closed  circuit  returning  on  itself. 
The  wire  may  be  supposed  to  begin  at  the  nearest  end  of  the  bar  1, 
to  proceed  to  the  commutator  and  to  the  bar  8,  thence  to  the 
back  and  to  3.  Coming  to  the  front  it  proceeds  to  10  via  a  com- 
mutator segment,  thence  to  5,  and  so  on.     The  complete  cycle  is 


12 


where  the  top  Une  includes  bars  traversed  from  back  to  front  and 
the  bottom  line  those  traversed  from  front  to  back*. 

The  essential  identity  of  ring  and  drum  armatures  may  be 

*  The  arrows  on  the  right-hand  figure  have  a   special  signifloanoe.      See 
Art.  147. 
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seen  by  considering  the  case  in  which  the  number  of  turns  of  wire 
is  very  great.  The  section  1 8  3  of  the  drum  winding,  for  example, 
may  be  considered  as  a  single  nearly  closed  flat  coil,  since  the  ends 
1 , 3  are  now  very  near  together.  This  is  connected  to  a  commutator 
segment  hke  the  top  turn  of  the  ring  winding  in  Fig.  193,  the  only 
difference  being  that  the  corresponding  segment  of  the  drum  is 
displaced  through  an  angle  of  90°  in  the  counter-clockwise  direction 
with  reference  to  that  of  the  ring.  Hence,  with  drum  armatures, 
the  line  of  brushes  is  nearly  parallel  to  the  direction  of  the  magnetic 
field. 

The  formulae  of  the  last  article  therefore  apply  to  the  drum 
winding  also,  N  now  denoting  the  maximum  flux  of  induction 
through  any  cross-section  of  the  whole  core,  which  is  much  greater 
than  that  for  a  ring  occupying  the  same  space. 

If  the  iron  armature  was  soKd  its  motion  in  a  magnetic  field 
would  give  rise  to  Foucault  currents  in  the  mass  of  metal,  which 
would  heat  the  armature  considerably  and  also  absorb  a  great 
deal  of  power  which  might  otherwise  be  saved.  For  this  reason 
the  cores  of  armatures  are  laminated ;  that  is,  formed  of  thin  iron 
discs  insulated  from  one  another. 


Fig.  197 

Fig.  197  shows  a  drum  armature  completely  wound  and  with 
commutator  attached. 
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144.  Field-magnets.  Saturation  curve.  The  power  of 
the  magneto-electric  machine  is  considerably  increased  by  dis- 
carding the  permanent  steel  field-magnets  in  favour  of  electro- 
magnets excited  by  external  current.  A  fundamental  experiment 
is  to  find  out  how  the  difference  of  potential  between  the  brushes 
when  no  current  is  taken  off  (called  the  brush  voltage  on  open 
circuit)  varies  with  the  current  used  to  excite  the  field-magnets. 
Fig.  198  gives  a  diagrammatic  representation  of  the  generator  and 


Fig.  198 

of  the  connexions  for  this  experiment.  It  is  convenient  to  have 
wires  from  the  brushes  brought  out  to  two  insulated  screw 
terminals  A,  B  on  the  case  of  the  machine,  while  the  terminals 
C,  D  are  joined  inside  to  the  magnetising  coils,  which  are  them- 
selves connected  across  by  a  wire  not  shown  in  the  figure.  The 
magnetising  current  is  supplied  from  the  electric  mains  or  from 
accumulators,  and  regulated  by  a  rheostat  capable  of  carrying 
the  required  current  at  every  stage.  The  terminals  A,  B  are 
joined  to  a  suitable  voltmeter,  and  readings  of  the  ammeter  and 
voltmeter  are  taken  with  the  machine  running  at  constant  speed. 
Fig.  199  shows  a  curve  taken  off  from  a  certain  small  generator. 
Its  general  shape  is  readily  predicted :  for  the  field  magnets  and 
the  armature  core  constitute  a  nearly  continuous  iron  or  steel 
bar  wound  with  wire  somewhat  after  the  manner  of  a  solenoid. 
The  "magnetising  force"  is  therefore  roughly  proportional  to 
the  current  in  the  coils,  while  equation  (5)  shows  that  the  brush 
voltage  is  proportional  to  the  flux  of  induction  across  the  arma- 
ture core.     The  {i,  V)  curve  of  Fig.  199  should  therefore  resemble 
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the  {H,  B)  curve  of  a  specimen  of  iron :  the  bend  in  the  curve  is 
however  generally  found  to  be  less  pronounced.  In  practice^ 
there  will  always  be  enough  residual  magnetism  left  over  from 
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previous  experiments  to  prevent  the  curve  from  passing  through 
the  origin.  The  curve  with  decreasing  current,  it  will  be  noticed, 
is  but  slightly  higher  than  that  obtained  on  ascending,  as  the 
complete  hysteresis  cycle  is  not  described. 

Although  Fig.  198  is  entirely  diagrammatic,  it  does  in  fact 
represent  a  favourable  shape  for  the  field-magnets  and  shell  of  the 
machine.  The  field-magnet  windings  should  be  near  the  armature, 
so  that  the  flux  of  magnetic  induction  through  the  latter  should 
be  as  great  as  possible.  Some  old  patterns  of  generator  are  very 
unfavourable  in  this  respect,  as  many  lines  of  magnetic  induction 
which  might  have  passed  through  the  core  are  allowed  to  crowd 
into  other  masses  of  iron  in  the  vicinity. 

The  {i,  V)  curve  of  the  present  article  is  known  as  the  saturation 
curve  (or  magnetic  characteristic)  of  the  machine,  and  is  useful 
in  helping  us  to  predict  its  performance  under  various  conditions. 
In  making  the  experiment  it  is  convenient  to  drive  the  machine 
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by  means  of  an  electric  motor,  the  speed  of  wMch  can  be  kept 
constant  or  varied  at  will.  The  fact  that  V  is  proportional  to 
the  speed  of  rotation  can  be  verified  in  this  way. 

145.  Shunt,  series,  and  compound  generators.  Machines 
which  have  their  field-magnets  excited  electrically  are  known 
as  generators  (or  dynamos)  to  distinguish  them  from  magneto- 
electric  machines  with  permanent  magnets.  In  the  early  stages 
of  electrical  engineering  the  exciting  current  was  suppUed  by  a 
few  primary  batteries.  An  improvement  on  this  practice  was  to 
use  a  small  auxihary  magneto-electric  machine  to  excite  the 
field-magnets ;  but  the  really  important  advance  was  that  made 
by  S.  Hjorth  about  1851,  and  by  W.  von  Siemens  in  1867,  who 
suggested  the  use  of  the  currents  produced  by  the  generatdr  for 
the  excitation  of  its  own  field-magnets. 

The  two  principal  kinds  of  self-exciting  generators  are  the 
shunt-wound  and  series-wound  types.  These  are  shown  diagram- 
matically  in  Fig.  200,  where  the  field-magnets  are  drawn  as  a 
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separate  coil  M  for  the  sake  of  clearness.  The  wires  at  the  bottom 
lead  to  the  external  circuit,  and  the  names  of  the  machines  are 
derived  from  the  fact,  which  is  obvious  from  the  diagrams,  that 
the  field-magnets  are  shunted  across  the  armature  in  one  case  and 
are  in  series  with  it  in  the  other.  If  the  generator  is  provided  with 
four  separate  terminals  as  shown  in  Fig.  198  it  may  be  arranged 
as  a  shunt  or  series  generator  at  will:  thus  if  AC  and  BD  are 
joined  and  the  current  taken  from  A   and  B  the  machine  is 
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shunt- wound,  while  a  series  winding  is  obtained  by  joining  AtoC 
and  using  B  and  D  as  the  terminals  for  the  external  circuit. 

These  generators  depend  in  the  first  place  on  residual  magnetism 
to  start  them.  Consider  the  case  of  a  shunt-wound  machine  on 
open  circuit.  The  residual  magnetisation  of  the  field-magnets 
gives  rise  to  a  small  e.m.f.  on  rotation  of  the  armature.  This 
results  in  a  small  current  being  sent  round  the  field-magnets, 
which  may  reinforce  or  destroy  the  original  magnetisation.  If 
the  former,  the  increased  field  causes  a  rise  in  the  brush  voltage, 
which  again  strengthens  the  field-magnets,  and  so  on.  The 
result  is  that  after  a  few  revolutions  of  the  machine  the  field- 
magnets  are  saturated  and  the  generator  is  developing  its  full 
brush  voltage.  If  on  the  other  hand  the  first  weak  current  sent 
through  the  field-magnets  is  in  the  direction  of  demagnetisation, 
the  process  will  go  on  until  the  magnetisation  is  all  removed,  and 
the  generator  will  not  work  at  all.  The  reader  can  verify  this  latter 
fact  himself,  by  taking  a  shunt- wound  generator  and  reversing  the 
connexions  of  the  field-magnets,  when  the  generator  will  be  found 
to  yield  no  brush  voltage. 

The  compound  generator  has  both  shunt  and  series  windings 
on  the  field-magnets,  thus  combining  the  two  previous  types. 

146.  Characteristic  curves  of  generators.  We  have 
hitherto  supposed  that  no  current  is  taken  off  the  generator  to 
any  external  circuit.  But  if  the  armature  terminals  are  connected 
through  an  external  resistance,  a  current  flows  round  the  circuit, 
and  this  in  general  will  give  rise  to  a  change  in  the  brush  voltage. 
Consider  for  example  the  case  of  the  magneto-electric  machine  or 
separately  excited  generator,  and  assume  for  the  present  that 
the  currents  in  the  armature  do  not  disturb  the  impressed  magnetic 
field.  If  i  is  the  current  from  A  to  B  in  the  external  circuit,  a 
current  i  flows  inside  the  armature  from  5  to  .4,  and  this  is  divided 
so  that  a  current  |i  flows  down  the  elementary  coil  P'Q'  considered 
in  Art.  142.  If  dR  is  the  resistance  of  P'Q',  equation  (1)  now 
becomes 

dV-f^  =  ~iidR, 
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This  may  be  written  dV  =  dV^  —  \idR,  where  Fq  corresponds  to 

the  case  of  zero  current.     Hence  if  F  is  the  actual  brush  voltage 

and  Fo  the  brush  voltage  on  open  circuit,  or  the  total  e.m.f. 

developed,  we  have 

F=  Y^-Ri (6), 

where  R  =  ^dR  is  the  resistance  of  the  armature  considered  as 
a  divided  circuit  connecting  B  and  A. 

The  behaviour  of  a  generator  under  load,  i.e.  when  supplying 
current,  is  shown  by  a  curve  connecting  the  external  current  i 
with  the  difference  of  potential  F  between  the  brushes.  This 
curve  is  called  the  external  characteristic,  or  simply  the  characteristic 
of  the  generator,  and  it  is  usually  imderstood  that  the  speed  is 
maintained  at  the  same  value  for  all  the  currents.  It  follows  from 
what  has  been  said  that  the  characteristic  of  the  separately  excited 
generator  would  be  a  straight  line  if  it  were  not  for  the  effect  of 
the  currents  in  the  armature  in  disturbing  the  impressed  magnetic 
field  (armature  reaction).  In  practice,  the  brush  voltage  is 
slightly  lower  than  that  calculated  from  the  formula  (6),  par- 
ticularly for  the  higher  currents.     The  calculated  and  observed 

Separately  excited  generator 
Exciting  current  -54  ampere,  resistance  of  armaiure  2-15  ohms 
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voltages  for  a  certain  small  generator  are  given  in  Fig.  201,  the 
difference  between  the  two  curves  showing  the  effect  of  armature 
reaction. 

Fig.  202  shows  the  connexions  for  taking  off  the  characteristic 
of  a  shunt-wound  generator,  A,  B  being  the  terminals  of  the 
armature  and  0,  D  of  the  field- 
magnets.  In  this  case  any  fall  of 
brush  voltage  diminishes  the  cur- 
rent in  the  field-magnets  in  the 
same  ratio,  so  that  the  brush  volt- 
age falls  more  rapidly  than  before 
as  the  load  increases.  If  the 
armature  resistance  is  sufficiently 
high  it  may  even  happen  that  the 
generator  will  not  yield  more  than 
a  certain  current,  and  if  the  ex- 
ternal resistance  is  gradually  de- 
creased the  current  will  ultimately  fall  as  well  as  the  brush 
voltage  (Fig.  203).  Peculiar  results  are  also  found  for  the 
return  half  of  the  curve  obtained  by  increasing  the  external 
resistance  from  a  small  value  to  infinity,  the  effect  of  hysteresis 
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being  particularly  noticeable  here.  These  curves  give  insight  into 
the  working  of  generators  (of.  Art.  147),  but  it  is  only  fair  to 
say  that  they  do  not  represent  the  facts  with  large  modern 
machines.  The  armature  resistance  is  generally  so  low  that  the 
voltage  falls  onty  a  few  per  cent,  up  to  full  load,  the  theoretical 
maximum  current  being  far  greater  than  the  windings  of  the 
generator  would  carry. 

In  the  series  generator  the  whole  current  passes  through  the 
field-magnets.  It  follows  that  there  is  no  excitation  on  open 
circuit,  so  that  the  terminal  voltage  has  the  low  value  resulting 
from  remanent  magnetism.  As  more  and  more  current  is  taken 
off  the  excitation  rises,  and  with  it  the  terminal  voltage :  but 
the  increase  cannot  go  on  indefinitely  since  the  field-magnets 
must  ultimately  become  saturated.  The  terminal  voltage  thus 
rises  to  a  maximum  and  then  decreases  somewhat  like  that  of 
a  separately  excited  generator.  In  the  compound  generator  the 
initial  rise  of  excitation  due  to  the  series  winding  tends  to  prevent 
the  drop  of  terminal  voltage  that  would  occur  with  the  simple 
shunt  machine,  and  by  suitable  design  the  terminal  voltage  may 
be  made  nearly  independent  of  the  current  over  a  large  range. 

The  compound  generator  is  useful  for  small  lighting  installa- 
tions, where  constancy  of  voltage  is  very  desirable.  But  it  is 
by  no  means  generally  employed  in  large  generating  stations, 
because  it  is  found  quite  convenient  to  regulate  the  voltage  of 
simple  shunt  machines  with  an  adjustable  resistance  in  the  field- 
magnet  circuit.  The  series  generator,  on  account  of  the  great 
variation  of  terminal  voltage  with  current,  is  but  rarely  used. 

147.  Theory  of  direct-current  generators.  We  have 
seen  that  the  variation  of  terminal  voltage  with  current  depends 
on  three  factors,  namely 

(1)  loss  of  potential  due  to  the  resistance  of  armature,  or 
armature  and  field-magnets ; 

(2)  change  of  potential  due  to  alteration  in  the  excitation 
of  the  field-magnets; 

(3)  armature  reaction. 

The  effect  of  the  first  two  causes  may  be  determined  graphically 
from  a  knowledge  of  the  saturation  curve  and  the  resistances  of 
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the  armature  and  field-magnets.     We  shall  neglect  hysteresis  and 
consider  first  the  case  of  the  shunt  generator. 

Let  R  be  the  resistance  of  the  armature,  S  the  resistance  of  the 
field-magnets  and  j  the  current  through  them,  i  the  current  in 
the  external  circuit.  The  curve  Fq  in  Fig.  204  is  the  mean  of  the 
ascending  and  descending  curves  in  Fig.  199.  The  brush  voltage 
V  is  evidently  given  by  F  =  Sj,  and  is  therefore  represented  by 
a  straight  line  in  the  diagram.     Now  the  current  in  the  armature 
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Fig.  204 

IS  i  +  j  since  the  armature  supphes  current  to  the  field-magnets 
as  well  as  to  the  external  circuit,  so  that  F  =  Fq  —  i?  {i  +  j). 
Hence  i+  j  '=  (Fq  —  F)/i2  and  may  be  plotted  on  the  figure  for 
various  values  of  j,  and  the  curve  representing  i  as  a  function  of 
j  may  also  be  drawn.  If  we  now  pick  off  values  of  i  and  plot  them 
against  the  corresponding  values  of  F  we  have  the  theoretical 
form  of  the  shi:!,nt  characteristic  (Fig.  205).  This  curve  may  be 
compared  with  Fig.  203,  and  we  see  that  the  chief  features  of  the 
characteristic  are  correctly  represented.  We  should  not  expect 
absolute  numerical  agreement,  firstly  because  we  have  neglected 
armature  reaction  and  secondly  because  it  is  not  always  easy  to 
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ascertain  accurately  the  resistance  of  the  armature  under  the 
conditions  of  running.  An  appreciable  part  of  the  resistance 
always  occurs  where  the  carbon  brushes  press  on  the  commutator. 
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The  theory  of  the  series  generator  is  simpler,  because  the 
external  current  i  is  the  same  as  that  through  the  field-magnets. 
If  Fq  is  the  voltage  corresponding  to  the  current  i  in  the  saturation 
curve  and  V  the  terminal  voltage  (difference  of  potential  between 
the  ends  of  the  external  circuit,  not  that  between  the  brushes), 
we  have  V=Vo-{R  +  S)  i. 

As  regards  armature  reaction,  it  is  easy  to  see  in  a  general 
way  what  effects  it  will  produce.  Consider  for  example  the  drum 
armature  represented  in  Fig.  196.  If  a  current  is  taken  from  the 
brushes,  the  complete  cycle  of  the  armature  winding  is  represented 
by  the  diagram 


where  we  have  shown  the  position  of  the  brushes  at  the  time 
being  and  the  direction  of  the  currents  in  the  armature  coils. 
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These  directions  have  already  been  shown  on  the  right-hand 
part  of  Fig.  196.  Remembering  that  this  diagram  represents  the 
coils  at  the  back  of  the  armature,  it  is  easy  to  see  that  the  magnetic 
effect  of  the  armature  currents  is  to  give  a  transverse  field  pointing 
from  below  to  above  as  shown  by  the  central  arrow.  The  field 
is  thus  twisted  round  in  a  counter-clockwise  direction  inside  the 
armature,  and  if  the  brushes  are  left  in  the  same  position  and 
various  currents  taken  from  the  generator  the  e.m.f.  developed 
will  fall  on  this  account  alone,  quite  apart  from  the  loss  of  voltage 
due  to  resistance. 

Since  the  brushes  always  short-circuit  a  part  of  the  armature 
when  passing  from  one  segment  of  the  commutator  to  the  next 
(cf.  Fig.  193),  sparking  will  occur  if  the  difference  of  potential  is 
too  great.  For  this  reason  it  is  usual  to  advance  the  brushes 
of  a  generator  slightly,  i.e.  to  move  them  round  in  the  direction 
of  rotation.  The  field  due  to  the  armature  currents  in  Fig.  196 
is  now  turned  slightly  in  the  counter-clockwise  direction,  and 
the  reader  can  satisfy  himself  that  it  is  possible  to  aiTange  matters 
so  that  the  resultant  field  for  any  particular  current  is  paraillel 
to  the  fine  of  brushes.  It  is  not  necessary,  or  even  desirable,  that 
the  adjustment  should  be  exact,  and  in  practice  it  is  usual  to 
give  the  brushes  a  fixed  advance  corresponding  to  moderate 
armature  currents. 

148.  The  direct-current  motor.  Suppose  that  the  arma- 
ture of  a  magneto-electric  machine  (Fig.  206)  is  held  fast,  and  a 
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current  sent  through  the  armature  from  A  to  B  from  an  external 
battery,  A  being  attached  to  the  positive  pole  of  the  battery. 
The  two  halves  of  a  ring  armature  may  be  considered  as  two 
solenoids  bent  over  until  their  ends  meet,  so  that  the  armature 
coils  may  for  all  intents  and  purposes  be  replaced  by  two  magnetic 
poles  SN  at  the  ends  of  the  solenoids  (of.  Art.  85).  The  N  pole 
of  the  field-magnets  repels  the  N  pole  in  the  armature  and  attracts 
the  S  pole.  Similarly  the  S  pole  of  the  field-magnets  exerts 
attractions  and  repulsions  on  the  armature  poles,  and  the  result 
of  all  four  forces  in  the  present  case  is  to  produce  a  couple  tending 
to  turn  the  armature  in  a  counter-clockwise  direction.  If  the 
armature  is  free  to  move  it  will  do  so  and  may  be  made  to  perform 
mechanical  work.     This  is  the  principle  of  the  electric  motor. 

It  is  clear  from  what  has  been  said  that  motors  and  generators 
are  essentially  the  same  in  construction,  and  indeed  every  generator 
can  be  made  to  run  as  a  motor  without  structural  alteration. 
We  proceed  to  find  an  expression  for  the  couple  exerted  on  the 
armature,  or  the  torque  as  it  is  called,  when  a  current  *  flows 
through  it.  Consider  the  elementary  coil  in  Fig.  195,  in  which 
current  ^i  now  flows  from  Q'  to  P'.  The  potential  energy  of  this 
coil  in  the  magnetic  field  is  —  ^iN  per  turn,  in  the  sense  that  the 

couple  on  it  is  ^i  -^  per  turn.     Since  there  are  m  ^  turns,  the 

couple  on  the  elementary  coil  is  j-  dN. 

"When  the  brushes  are  placed  in  the  position  of  maximum 
flux  the  total  couple  on  the  coils  of  the  right-hand  half  of  the 
armature  is  imN^^^j2iT ;  and  since  there  is  an  equal  couple  on 
the  left-hand  half  the  torque  Tq  is  given  by 

To^imN^Jn (7). 

If  *  is  measured  in  true  electromagnetic  units  Tq  comes  out 
in  absolute  c.G.s.  units ;  but  it  is  more  instructive  to  measure  i 
in  amperes  and  T  in  kilogram-metres  (moment  due  to  the  weight 
of  1  kilogram  at  a  distance  of  1  metre).  Then  equation  (7)  is 
replaced  by 

3-24  .    ,^ 
2^0  =  jQlO  *Wi^max     (8). 

For   example,  if  a  current  of  50  amperes  is  sent  through   the 
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armature  of  the  magneto- electric  macidiie  considered  in  Art.  143, 
To  =  3-6  kilogram-metres.  It  should  be  noticed  that  in  these 
formulae  iV^ax  is  the  maximum  flux  due  to  the  field-magnets 
only,  neglecting  any  change  in  the  magnetism  of  the  ring  caused 
by  the  armature  current  and  that  the  formulae  apply  as  well 
to  the  drum  as  to  the  ring  armature. 

The  electric  motor  has  the  remarkable  property  of  self-regu- 
lation ;  that  is,  it  takes  only  just  enough  current  from  the  mains 
to  perform  the  work  on  hand.  In  order  to  obtain  insight  into 
the  process  of  regulation,  let  us  suppose  that  the  motor  is  running 
steadily  at  a  speed  of  n  revolutions  per  second,  and  that  its  rotation 
is  resisted  by  a  couple  T  arising  from  external  braking  and  from 
friction  or  other  dissipative  causes  in  the  motor  itself.  Since 
there  is  no  angular  acceleration  T  must  be  equal  to  the  couple 
jTq  arising  from  the  mechanical  action  of  the  magnetic  field  on 
the  current  i  in  the  armature,  so  that 

T  =  imN^j7T (9). 

If  A  and  B  are  connected  to  the  terminals  of  a  battery  of 
potential  Vg,  and  R  is  the  resistance  of  the  armature,  we  can- 
not conclude  that  i  =  VJR,  because  the  mere  rotation  of  the 
armature  makes  it  develop  an  e.m.f.  just  as  if  it  was  the 
armature  of  a  generator.  This  E.M.r.  is  already  known  to  be 
given    bv 

F=2mnAr„,, (10), 

and  tends  to  drive  a  current  through  the  armature  from  B  to  A, 
i.e.  to  oppose  the  applied  potential  Fq.     Hence 

Ri=  Vo-V=Vo-  2mnN,^, (11). 

The  E.M.E.  V  is  called  the  back  e.m.f.  of  the  motor,  and  it 
is  necessary  to  take  it  into  consideration  in  any  discussion  of 
the  action  of  motors. 

Neglecting  for  the  present  the  effect  of  armature  currents  on 
N  (motor  armature  reaction),  we  have  the  two  equations  (9)  and 
(11)  to  determine  i  and  n  when  the  applied  voltage  and  the  resisting 
couple  are  given ;  that  is,  current  and  speed  regulate  themselves 
after  the  applied  load.  As  T  increases,  equation  (9)  shows  that 
i  rises  in  proportion.      Equation  (11)   then  shows  that  n  must 
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decrease,  and  with  it  the  back  e.m.f.  Hence  with  a  motor  whose 
field-magnets  have  constant  excitation,  an  increase  in  the  load 
causes  a  rise  in  the  armature  current  and  a  drop  in  the  speed : 
this  drop  will  be  smaller  the  smaller  the  resistance  of  the  arma- 
ture. In  modern  machines  it  does  not  amount  to  more  than  a 
few  per  cent,  at  full  load :  in  fact,  the  limit  to  the  load  is  deter- 
mined rather  by  the  heating  of  the  armature  coils  with  increasing 
current  than  by  any  marked  slowing  down  of  the  motor. 

Returning  to  the  example  of  the  magneto-electric  machine 
already  considered,  suppose  that  the  armature  resistance  is 
1  ohm  and  the  apphed  potential  100  volts.  The  following  table 
gives  the  current  and  speed  for  various  resisting  couples: 


Couple  in  kilogram-metres 

■1 

•5 

1 

2 

Armature  current  in  amperes 

1-4 

7 

14 

28 

Back  E.M.F.  in  volts 

98.6 

93 

86 

72 

Speed,  revolutions  per  second 

22 

21 

19 

16 

For  a  given  direction  of  field  and  rotation,  the  direction  of 
the  armature  current  is  difFerent  in  a  motor  and  a  generator. 
Hence  the  effect  of  armature  reaction  is  reversed;  and  for  this 
reason  the  brushes  of  a  motor  have  to  be  displaced  backwards 
along  the  commutator  in  order  to  ensure  sparkless  commutation. 

Motors  may  be  either  shunt  or  series-wound  like  generators. 
The  two  types,  which  have  important  and  very  distinct  properties, 
are  considered  separately  in  the  two  following  articles.  Compound 
motors  are  seldom  used., 

149.  The  shunt  motor.  In  the  shunt-wound  motor  running 
normally,  the  armature  AB  is  joined  in  parallel  with  the  field- 
magnet  coil  CD.  Thus  both  armature  and  field-magnets  are 
connected  directly  to  the  mains.  But  it  would  not  be  safe  to 
start  the  motor  by  simply  putting  on  the  mains,  because  the 
armature  resistance  is  generally  so  low  that  an  excessive  current 
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would  have  passed  before  the  motor  acquired  enough  speed  to 
develop  sufficient  back  e.m.p.  The  proper  method  of  starting  a 
shunt  motor  is  by  means  of  a  starting  switch,  one  form  of  which 
is  shown  diagrammatically  in  Fig.  207.     The  switch  carries  three 


terjninals  usually  marked  L  (hne),  M  (magnets),  A  (armature) 
respectively.  L  is  joined  inside  to  a  lever  moved  by  a  handle  H, 
and  carrying  two  metallic  spring  contacts.  One  of  these  contacts 
moves  over  a  solid  metal  bar,  in  the  form  of  a  sector  of  a  circle, 
■  connected  to  the  field-magnets ;  the  other  over  a  row  of  metallic 
studs,  between  each  of  which  is  a  resistance  coil  so  that  the  whole 
forms  a  rheostat,  the  further  end  being  connected  to  one  end  of 
the  armature.  The  other  ends  of  the  armature  and  field-magnets 
are  connected  together  and  joined  directly  to  the  mains.  On 
putting  on  the  switch  connexion  is  first  made  with  the  metal 
sector,  thus  exciting  the  field-magnets  fully  while  the  motor  is 
still  at  rest.  When  connexion  is  made  with  the  first  stud  of  the 
rheostat  a  weak  current  is  sent  through  the  armature,  sufficient 
to  set  it  rotating.  A  back  e.m.f.  is  thus  developed  tending  to 
reduce  the  armature  current.  In  this  way,  by  cutting  out  the 
resistance  in  the  armature  circuit  gradually,  the  motor  can  be 
got  going  without  any  excessive  current  passing  at  any  stage ; 
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and  when  the  switch  is  pushed  right  over  the  mains  are  applied 
directly  to  both  armature  and  field-magnets. 

The  shunt- wound  motor,  having  constant  excitation,  has 
thus  the  properties  mentioned  in  the  last  article :  that  is,  it  will 
work  at  a  variety  of  loads  at  nearly  constant  speed.  The  speed 
can,  however,  be  regulated  by  means  of  a  rheostat  S  in  the  field- 
magnet  circuit,  being  greater  the  greater  the  resistance.  We 
shall  consider  this  shortly  in  detail,  as  it  affords  an  interesting 
illustration  of  the  principles  underlying  the  action  of  motors. 

When  the  motor  is  rimning  imloaded  a  certain  power  Tf  i  will 
be  required  to  overcome  fiiction,  hysteresis,  and  Foucault  currents. 
If  Ti  is  the  corresponding  torque  that  has  to  be  exerted  by  the 
motor  at  speed  n,  W^  =  ^TrnT^ .  Now  the  power  required  to 
overcome  friction  is  probably  proportional  to  the  speed :  that 
required  to  overcome  hysteresis  varies  as  the  speed  and  also 
depends  on  the  excitation.  The  strength  of  the  Foucault  currents 
at  any  point  of  the  armature  is  proportional  to  B  and  to  the  speed : 
hence  the  power  lost  in  Foucaidt  currents  is  proportional  to  n^ 
and  also  depends  on  the  excitation.  Hence  T^  is  of  the  form 
A  +  Bn,  where  A.  and  B  depend  on  the  excitation ;  from  which 
it  is  not  difiicult  to  devise  experiments  to  determine  T^  for  all 
speeds  and  exciting  currents.  But  for  our  present  purpose,  since 
Tx  is  generally  small  in  comparison  with  the  external  couple  T 
required  to  be  overcome,  it  may  be  regarded  as  independent  of 
the  speed  or  excitation,  particularly  as  the  variation  of  these 
magnitudes  with  a  shunt  motor  are  not  great.  Moreover,  T^ 
will  be  taken  to  be  independent  of  the  load ;  in  short,  an  absolute 
constant. 

With  this  simplifying  assumption,  which  is  not  claimed  as  repre- 
senting the  actual  facts,  we  can  examine  the  behaviour  of  motors 
theoretically,  provided  that  we  also  neglect  armature  reaction 
as  hitherto.  As  in  the  case  of  the  generator,  we  require  a  know- 
ledge of  the  saturation  curve :  this  can  be  found  by  running  the 
motor  as  a  generator  from  an  external  source  of  power.  Writing 
N  for  iV„„j,  the  brush  voltage  at  constant  speed  n^  is  given  by 
F  =  2mwoiV' ;  hence  the  saturation  curve  gives  us  the  value  of 
mN  for  any  value  of  the  field-magnet  current  j.  As  an  example 
of  these  methods  we  may  consider  the  way  in  which  the  speed 
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of  a  motor  depends  on  the  total  resistance  S  in  the  field-magnet 
circuit,  when  yielding  a  constant  torque  T  (inclusive  of  that 
required  to  overcome  friction,  hysteresis  and  Foucault  currents). 
If  Vo  is  the  apphed  voltage,  the  field-magnet  current  j  =  V/S 
is  known  in  terms  of  S,  and  therefore  also  mN  is  known.  The 
equation  T  =  imNJTT  then  gives  the  armature  current  i,  and  the 
hack  E.M.F.  of  the  motor  is  F  =  7o  —  Ri.  But  if  n  is  the  speed 
Y  =  imnN ;  and  thus  n  can  be  calculated  for  all  values  of  ;S. 
The  following  table  gives  some  figures  for  the  generator  con- 
sidered in  Art.  147,  when  run  as  a  motor  ofi  a  100  volt  circuit. 
The  saturation  curve  Fq  of  Fig.  204,  which  is  the  mean  of  the 
ascending  and  descending  curves  of  Fig.  199,  is  taken  as  a  basis, 
and  the  resisting  torque  is  taken  as  -3  kilogram-metres. 


Total 

resistance 

Sin 

field-magnet 

circuit 

Field- 
magnet 
current  j 
(amperes) 

mN  in 

absolute 

units 

108  X 

Armature 
current  i 
(amperes) 

Back 

E.M.r.  V 
(volts) 

Speed 
(revolutions 
per  second) 

185 
200 
220 
240 
260 
280 
300 
320 
340 

■54 
■50 
■46 
•42 
■39 
■36 
■33 
■31 
■29 

165 

i-m 

b51 
1-43 
137 
131 
1^26 
1^22 
1^18 

5^62 
5^82 
6^14 
6^48 
6-76 
7^06 
7^35 
7-60 
7^85 

87^9 
87^5 
86^8 
86-1 
85^5 
84^8 
84^2 
83^7 
83^1 

266 
27^5 
28^7 
301 
31^2 
32-4 
33^4 
343 
352 

It  is  easy  to  see  from  the  general  formulae  how  it  is  that  the 
speed  rises  with  decreasing  excitation.  The  speed  is  proportional 
to  VjN ;  but  if  R  is  small  F  does  not  vary  very  much,  so  that  n 
varies  inversely  as  the  flux.  But  the  armature  current  is  accurately 
proportional  to  IjN  on  the  present  theory,  so  that  it  rises  even 
more  rapidly  than  the  speed.  Hence  the  resistance  of  the  field- 
magnet  circuit  cannot  be  altered  within  very  wide  limits  without 
causing  a  dangerous  speed  of  the  motor,  or  an  excessive  armature 
current,  or  both.  For  this  reason  it  is  important  to  make  sure 
before  starting  a  motor  that  the  field-magnet  circuit  is  not  discon- 
nected. 
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An  examination  of  the  diagrams  already  given  in  this  chapter 
will  show  that  if  A  is  the  positive  brush  of  a  shunt  generator,  it 
will  run  as  a  motor  in  the  same  direction  when  A  is  connected  with 
the  positive  pole  of  the  external  supply. 

150.  The  series  motor.  In  the  series  motor,  as  in  the 
series  generator,  the  same  current  flows  through  both  armature 
and  field-magnets.     The  connexions  are  shown  in  Fig.  208  :    the 


-AAA^^ 


Fig.  208 

starting  arrangements  are  simpler  than  for  the  shunt  motor,  a 
simple  resistance  that  can  be  cut  out  in  stages  being  all  that  is 
required. 

The  series  motor  has  the  following  distinguishing  advantages 
over  the  shunt  motor : 

(1)  It  has  a  high  "initial  torque";  that  is,  when  started 
against  a  load  it  exerts  a  large  couple  to  begin  with,  so  that  it 
comes  quickly  to  its  full  speed. 

(2)  As  the  load  increases  the  consumption  of  current  increases, 
but  not  so  rapidly.  This,  of  course,  necessitates  a  slowing  down 
of  the  motor  under  heavy  load. 

These  two  properties  render  the  series  motor  invaluable  for 
electric  traction.  By  their  aid  electric  trains  are  enabled  to  get 
up  speed  rapidly :  less  time  is  wasted  in  starting  and  stopping  at 
stations.  As  regards  (2),  it  is  highly  desirable  in  the  interests 
of  uniform  consumption  of  power  that  excessive  current  should 
not  be  taken,  for  example,  by  an  electric  tram  mounting  an 
incline,  even  though  it  results  in  a  decrease  of  speed. 
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Against  these  advantages  is  the  great  drawback  that,  if  the 
load  of  a  series  motor  is  suddenly  removed  the  motor  will  generally 
run  at  a  dangerously  high  speed.  This  prevents  its  use  in  labora- 
tory work  and  generally  in  cases  of  sudden  fluctuation  of  load ; 
e.g.  in  driving  by  a  belt,  which  may  suddenly  come  off. 

In  order  to  see  clearly  how  these  eSects  are  produced,  let  us 
make  the  approximate  assumption  of  the  last  article,  namely 
that  it  requires  a  certain  constant  torque  T^  to  overcome  friction, 
hysteresis  and  Foucault  currents.  Let  T  be  the  torque  exerted 
by  the  motor  at  speed  n  when  carrying  a  current  i,  and  let  R  be 
the  total  resistance  in  the  motor  circuit,  inclusive  of  any  starting 
resistance  that  may  be  present.     Then  T  =  imNJTT  and 

Ri=Va-  2mnN. 
As  before,  a  knowledge  of  the  saturation  curve  gives  mN  as  a 
function  of  the  magnetising  current,  which  in  this  case  is  i.  Since 
mN  increases  with  i,  the  torque  increases  more  rapidly  than  the 
current,  which  explains  the  above-mentioned  property  (2).  More- 
over, when  the  motor  is  starting  there  is  a  small  back  e.m.p.  and 
a  large  momentary  current.  As  a  result  the  field-magnets  are 
highly  saturated  and  a  great  torque  is  produced. 

In  general,  the  speed  is  given  by 

Fq  -  Ri 

^~    2mN    ' 

and  in  normal  running,  with  the  start- 
ing resistance  short-circuited,  R  is  small. 
Hence  the  speed  is  not  far  from  being 
inversely  proportional  to  the  flux  N. 
If  the  load  is  suddenly  removed  T  sinks 
immediately  to  T^,  the  current  falls  to 
a  low  value  and  the  speed  becomes  very 
high. 

151.  Brake  test  of  a  motor.  In 
order  to  test  a  motor  in  the  laboratory 
we  require  a  means  of  applying  a  known 
retarding  couple  to  it.  One  method  is 
afforded  by  the  rope  brake,  shown  in 
Fig.  209.     A  represents  an  end  view  of 
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a  drum  fixed  on  one  end  of  the  armature  shaft.  A  rope  R  is 
wound  once  or  twice  over  the  drum,  and  after  passing  over  a 
pulley  supports  a  mass  M  whose  magnitude  can  be  varied.  The 
other  end  of  the  rope  is  attached  to  a  fixed  beam,  a  spring 
balance  S  being  placed  between  the  rope  and  the  beam  to 
register  the  pull  on  the  "Kght"  side  of  the  rope,  equivalent 
say  to  the  weight  of  a  mass  Mi.  If  M  and  M^  are  measured 
in  grams  and  a  is  the  distance  of  the  centre-line  of  the 
rope  from  the  axis  of  the  motor,  measured  in  centimetres,  the 

external  couple  is  {M  —  Mj)  ^^  kilogram-metres.     If  n  is  the 

number  of  revolutions  of  the  motor  per  second,  the  rate  at  which 
the  motor  is  performing  useful  work  is  easily  seen  to  be 

2iT«  (M  —  Mj)  ga  ergs  per  second  =  -j^  {M  —  ilfj)  na  watts. 

The  test  of  a  shunt-wound  motor  is  advantageously  carried 
out  at  constant  speed  and  with  a  constant  e.m.e.  applied  to  the 
brushes.  The  voltage  of  the  mains  will  tend  to  drop  as  more 
current  is  taken  by  the  motor,  so  that  it  is  necessary  to  have 
a  resistance  in  the  main  circuit,  which  can  be  adjusted  until 
a  voltmeter  attached  to  the  brushes  gives  a  certain  specified 
reading  Fp.  The  speed  is  maintained  constant  by  means  of  a 
regulating  resistance  in  the  field-magnet  circuit. 

Let  i  be  the  main  current,  j  the  current  in  the  field-magnets 
at  any  stage.  Then  the  electrical  power  supplied  is  V^i  watts. 
If  W  is  the  useful  power,  measured  as  explained  above,  the  fraction 
of  the  power  supplied  which  is  really  utihsed  is  given  by  ■>;  =  WjVai. 
This  fraction  is  called  the  efficiency  of  the  motor,  and  is  obviously 
of  great  importance  in  judging  the  economy  of  motors  under 
various  circumstances. 

It  is  interesting  to  discover  where  the  energy  which  is  not 
utilised  goes  to,  and  to  do  this  we  require  to  know  the  resistances 
of  the  armature  and  field-magnets  of  the  motor.  The  field- 
magnet  resistance  can  be  measured  on  the  Wheatstone's  bridge. 
The  armature  resistance  is  often  very  low  and  can  be  measured 
by  passing  various  currents  through  the  armature  and  observing 
the  corresponding  difierence  of  potential  between  the  brushes, 
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the  motor  of  course  remaining  at  rest  during  the  process.  It  is 
found  that  the  resistance  is  less  for  large  than  for  small  currents, 
■because  it  partly  consists  in  contact  resistance  between  the 
brushes  and  the  commutator.  No  great  error  is  committed  in 
taking  the  value  corresponding  to  the  normal  working  current, 
as  has  already  been  done  in  theoretical  discussions.  If  R  is  the 
armature  resistance,  R  {i  —  jf  watts  are  lost  in  heating  the  arma- 
ture conductors ;  and  VqJ  watts  go  to  heat  the  field-magnet 
windings.  The  remainder,  say  Wg,  is  expended  in  friction, 
hysteresis  and  Foucault  currents.  We  have  thus  a  means  of 
estimating  the  relative  magnitudes  of  the  three  losses ;  and  it 
may  be  mentioned  that  methods  have  also  been  devised  for  further 
analysing  the  loss  Wq  .  Fig.  210  shows  the  result  of  an  experiment 
on  a  4  horse-power  shunt  motor  running  at  speed  1150  per  minute 
and  brush  voltage  98. 
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The  loss  Wq  is  found  to  rise,  sometimes  very  considerably, 
as  the  load  increases.     This  is  largely  due  to  the  increased  friction 
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of  the  bearings  caused  by  the  weight  on  the  rope  brake.  Of 
recent  years  another  brake  method  has  been  introduced  for  use 
with  small  motors,  which  does  away  with  this  difficulty.  A  copper  ■ 
disc  is  fixed  to  the  axle  of  the  motor,  and  hes  partly  between  the 
poles  of  an  electro-magnet,  or  better  between  the  poles  of  two 
similar  electro-magnets  placed  symmetrically  on  either  side  of 
the  axle.  As  the  motor  rotates  Foucault  currents  are  developed 
in  the  disc,  which  react  and  produce  a  couple  on  the  electro-magnets. 
This  couple  can  be  altered  by  adjusting  the  exciting  current,  and 
can  be  counterbalanced  by  a  sHding  weight  on  the  frame  holding 
the  electro-magnets,  which  is  made  moveable  about  an  axis. 
The  retarding  couple  on  the  motor,  which  is  equal  and  opposite 
to  that  on  the  electro-magnets,  is  therefore  known. 

The  testing  of  series  motors  is  similar  to  that  of  shunt  motors, 

except  that  care  has  to  be  taken  not  to  reduce  the  load  too  much, 

otherwise  the  speed  of  the  motor  may  become  excessive.    Fig.  211- 
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shows  the  result  of  a  test  on  a  100  horse-power  series  motor  for  use 
in  electric  traction.     The  applied  potential  is  500  volts. 
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The  attainment  of  high  efficiency  in  motors  of  course  depends 
on  careful  construction  and  design.  In  this  connexion  it  may  be 
noted  that  the  two-pole  construction  is  unusual  except  for  small 
motors,  as  it  does  not  advantageously  utilise  the  space  surrounding 
the  armature.  Large  motors  are  always  built  with  four  or  more 
poles. 

152.  Testing  and  efficiency  of  generators.  If  it  requires 
W  watts  to  drive  a  generator  which  is  only  delivering  W  watts 
in  electrical  power,  the  ratio  17  =  W'lW  is  called  the  efficiency  of 
the  generator.  Theoretically,  the  best  way  to  find  the  efficiency 
of  a  generator  for  various  currents  is  to  drive  it  with  an  auxiliarv 
motor  which  has  already  had  a  brake  test  performed  on  it,  so  that 
the  power  W  supphed  to  the  generator  is  known  in  terms  of  the 
main  motor  current.  In  practice,  however,  there  is  always  some 
uncertainty  as  to  whether  the  friction  of  the  bearings  is  the  same 
in  the  two  cases,  and  for  laboratory  purposes  the  method  described 
below  is  found  more  convenient  and  of  equal  or  greater  accuracy. 

Let  R  be  the  resistance  of  the  armature  and  S  that  of  the  field- 
magnets  of  a  shunt  generator  dehvering  a  current  i  at  voltage  F. 
The  useful  electrical  power  of  the  generator  is  Yi  watts ;  but  it 
requires  more  power  than  this  to  drive  the  generator  on  account 
of  the  energy  lost  (1)  in  heating  the  armature  coils,  (2)  in  heating 
the  field-magnet  coils,  (3)  in  hysteresis,  Foucault  currents  and 
friction.  The  loss  under  (1)  is  R{i-{-jf'  watts,  where  y=  VjS 
is  the  field-magnet  current,  and  the  loss  under  (2)  is  8j^  watts. 
As  regards  (3),  we  notice  that  the  drag  of  the  generator  on  the 
motor,  with  direct  coupling,  does  not  tend  to  increase  the  friction 
of  the  bearings,  and  therefore  the  loss  under  (3)  will  certainly 
not  increase  to  the  same  extent  as  under  a  rope  brake  test.  This 
loss  will  be  provisionally  assumed  to  have  the  constant  value  W^. 
Then  the  efficiency  of  the  genera^ior  is  given  by 

Vi 
'''  ~  Vi+  R  {i  +  JT  +  Sf  +  Wi  ■ 

It  follows  that  7]  can  be  found  for  all  currents  if  W^  is  known.  To 
find  it,  first  run  the  driving  motor  alone  at  the  assigned  speed. 
The  electrical  power  consumed,  less  that  lost  in  heating  the 
armature  and  field-magnet  coils,  is  the  IFq  required  to  overcome 
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hysteresis,  Foucault  currents  and  friction  in  the  motor.  Next 
couple  the  generator  to  the  motor  and  let  it  run  with  shunt 
winding  on  open  circuit.  Subtracting  always  the  power  lost  m 
heating  the  various  coils,  we  can  find  the  power  Wo  +  W^  absorbed 
in  hysteresis,  Foucault  currents  and  friction  in  motor  and  generator 
together,  and  hence  TFj  is  known. 

There  is  a  simple  means  of  checking  the  assumption  that 
Wo  and  Wi  are  constant,  because  the  total  loss  of  energy  at  any 
stage,  less  that  lost  in  heating  the  conductors,  gives  the  loss  of 
energy  in  hysteresis,  Foucault  currents  and  friction  in  both  motor 
and  generator.  This  will  usually  be  found  not  to  differ  very  much 
from  Wq+  Wi;  but  if  it  increases  we  may  divide  the  loss  among 
the  two  machines  in  the  ratio  of  Tf  o  to  W^ .  This  is  all  the  more 
reasonable  in  that  we  have  no  means  of  judging  exactly  where 
the  frictional  losses  arise.  Moreover,  when  the  efficiency  is  high 
a  sUght  error  in  estimating  the  losses  is  of  no  importance. 
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delivering  current  at  250  volts,  will  give  the  reader  an  idea  of 
the  efficiency  attainable  with  large  machines  under  favourable 
conditions. 

153.  Generation  of  alternating  currents.  The  principle 
of  the  generation  of  alternating  currents  has  already  been  given 
(Art.  129).  There  are,  however,  practical  reasons  which  make 
it  inadvisable  to  construct  large  generators  in  the  simple  way 
there  described.  It  may  be  said  that  the  chief  advantage 
of  alternating  over  direct  current  occurs  when  high  voltages 
are  used  (cf.  Art.  157).  In  this  case  it  is  desirable  that  the 
slip-rings  shoxild  be  abolished  and  the  currents  collected  from 
stationary  windings :  the  induced  currents  may  be  obtained  by 
making  the  field-magnets  move  instead  of  the  armature  because 
the  requisite  magnetising  current  can  always  be  obtained  with 
quite  low  voltages.  The  principle  on  which  modern  alternators 
are  constructed  will  be  understood  from  Fig.   213.     The  field- 


Fig.  213 

magnet  frame,  which  carries  an  even  number  of  coils,  forms  the 
rotating  part  of  the  machine.  Current  is  furnished  to  the  coils, 
which  are  not  shown  in  the  figure,  by  slip-rings  attached  to  the 
axle,  and  the  windings  are  arranged  so  as  to  produce  positive 
and  negative  magnetic  poles  alternately  along  the  circumference. 
The  armature  coils  consist  of  one  or  more  turns, of  stout  wire 
p.  E.  22 
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or  of  copper  strip,  and  are  wound  alternately  in  opposite  directions, 
being  finally  connected  to  two  fixed  terminals  TT  on  the  frame 
of  the  machine.  In  the  position  shown  each  coil  is  pierced  by 
the  maximum  magnetic  flux :  the  sign  of  the  flux,  is  the  same 
for  all  the  coils  since  the  direction  of  winding  alternates  to  keep 
pace  with  the  alternations  of  the  field-poles.  When  the  axle  has 
moved  round  so  that  a  north  pole  is  in  the  place  originally  occupied 
by  a  south  pole,  the  sign  of  aU  the  fluxes  has  changed,  and  this 
corresponds  to  one-half  the  period  of  alternation  of  the  current. 
It  is  thus  easy  to  see  that  if  the  speed  of  revolution  is  n  per 
second,  and  if  there  are  m  poles  on  the  machine,  the  number  of 
complete  periods  of  the  alternating  current  is  \mn  per  second. 

A  convenient  source  of  alternating  current  for  laboratory 
purposes  is  the  rotary  converter  (Fig.  214).     It  consists  essentially 


Kg.  214 


of  a  direct-current  shunt  motor  with  certain  additions  made  to 
the  armature.  In  order  to  avoid  confusing  the  figure  the  com- 
mutator has  been  suppressed  and  the  brushes  A,  B  allowed  to 
slide  directly  over  the  armature  windings.  Connexions  are  taken 
from  two  opposite  points  P,  Q  on  the  armature  to  two  slip-rings 
sliding  under  two  brushes  C,  D.  Let  us  first  calculate  the 
difference  of  potential  between  C  and  D  as  a  function  of  the 
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time,  supposing  that  no  current  is  taken  from  CD  and  that  the 
lines  of  magnetic  induction  run  straight  across  from  left  to  right. 
If  OP  makes  an  angle  wt  with  the  initial  line  at  time  t,  it  follows 
from  equation  (4)  of  Art.  142  that  the  potential  of  P  may  be  taken 
to  be  equal  to  mn  AB  sin  wt. 

The  potential  of  Q  is  mn  AB  sin  [wt  +  v)  =  —  mn  AB  sin  lot, 
so  that  the  difference  of  potential  between  the  brushes  G,  D  is 
given  by  7  =  2mn  AB  sin  wt.  Now  since  the  rotary  converter 
is  running  as  a  motor  with  A,  B  connected  directly  to  the  mains, 
this  potential-difference  must  become  equal  to  Vg,  the  e.m.f.  of 
the  mains,  when  cot  becomes  equal  to  |77.  Hence  2mn  AB  =  Fq, 
so  that 

F  =  Fq  sin  a)t. 

Thus  alternating  currents  can  be  taken  from  the  brushes  C,  D  ; 
but  the  amplitude  of  the  e.m.f.  developed  is  not  adjustable  at 
will,  being  equal  to  the  e.m.f.  of  the  mains  for  all  speeds  of  the 
converter.  However,  smaller  amplitudes  can  be  obtained  by 
connecting  different  points  of  the  armature  to  slip-rings.  Suppose 
for  example  that  the  angle  POQ,  instead  of  being  two  right  angles, 
is  equal  to  a.  Then  the  potentials  at  P  and  Q  are  |Fosincoi 
and  ^V a  sin  {cot  +  a)  respectively,  so  that  we  should  have 

F  =  Fo  sin  |a  cos  (oif  +  ia) (12). 

This  is  the  most  general  case.     The  amplitude  is  proportional 

F 

to  sin  ha,  the  "effective  value"  of  the  voltage  being  —~  sin  Ja. 

It  is  thus  possible  to  ascertain  the  angle  a  in  any  given  case  by 
measurements  with  an  alternate-current  voltmeter. 

The  rotary  converter,  with  drum  armature,  generally  gives 
a  good  approximation  to  a  sine-curve  of  e.m.f. 

The  frequency  of  alternating  currents  can  be  determined  ex- 
perimentally by  an  ingenious  method  depending  on  the  principle 
of  resonance.  A  number  of  steel  springs  are  arranged  side  by 
side,  and  near  each  one  is  placed  a  small  electro-magnet  coil, 
all  the  coils  being  placed  in  parallel  across  the  source  of  alternating 
potential.  The  alternating  currents  through  the  coils  give  rise  to 
a  forced  vibration  of  the  steel  springs,  which  is  most  pronounced 
for  that  spring  whose  natural  frequency  of  vibration  most  nearly 

22—2 
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coincides  with  the  frequency  of  the  alternating  supply.  This  is 
the  principle  of  the  resonance  frequency-meter  of  Hartmann- 
Kempf. 

High-frequency  alternators  (400  to  2000  complete  periods 
per  second)  are  now  supplied  for  laboratory  purposes.  One 
pattern  (Fig.  215)  consists  of  a  small  motor  carrying  on  the  end 
of  the  axle  a  corrugated  wheel 
made  up  of  steel  stampings. 
A  small  electro-magnet  AA  with 
wedge-shaped  poles  is  placed 
near  the  wheel  and  arranged 
so  that  the  poles  are  opposite 
projections  on  the  corrugated 
wheel  at  the  same  time.  When 
this  occurs  the  lines  of  magnetic 
induction  find  an  easy  path 
through  the  wheel,  and  the.  flux 
of  magnetic  induction  through 
the  core  has  its  greatest  value. 
Half-way  between  the  teeth  the 
induction  has  its  least  Value. 
The  coils  AA  are  excited  with 
direct  current  arid  the  change  of 
induction  in  the  coil  B  wound 
over  the  core  gives  rise  to  an  alternating  electromotive  force. 
The  frequency  is  mn,  where  m  is  the  number  of  teeth  on  the 
wheel  and  n  the  number  of  revolutions  per  second. 


Fig.  215 


154.  Delineation  of  alternating  current  curves.  The 
oscillograph.  The  form  of  the  curve  connecting  the  e.m.p.  of 
an  alternator  with  the.  time  can  be  determined  experimentally 
by  a  method  due  to  Joubert.  On  the  axle  C  of  the  alternator 
(Fig.  216)  is  fixed  a  thick  disc  of  ebonite  or  insulating  fibre, 
interrupted  at  one  point  of  its  circumference  by  a  brass  strip 
EE  let  into  it.  Two  copper  brushes  FF,  carrying  screw  terminals, 
press  on  the  disc,  and  are  mounted  on  a  holder  so  that  they  can 
be  turned  round  into  any  position  by  the  handle  G.  The  angular 
position  of  the  brushes  FF  is  indicated  by  means  of  a  pointer 
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fixed  opposite  a  scale  on  a  plate  K  attached  to  the  brush-holder. 
To  determine  the  e.m.f.   between  the  terminals  A,   B  of  the 
alternator, a  circuit  is  set  up  containing  the  terminals  AB,  the 
brushes  FF,  a  suitable  resistance 
and   a   galvanometer   as    shown. 
The    galvanometer    should    give 
readings    on    both    sides    of    the 
zero.  ', 

It  is  obvious  that  a  current 
can  only  flow  in  the  galvanometer 
when  the  brass  piece  EE  com- 
pletes the  circuit,  i.e.  when  the 
armature  occupies  a  definite  posi- 
tion in  space.  In  this  position  the 
difierence  of  potential  between  A 
ind  B  will  have  a  certain  value, 
and  an  instantaneous  current  will 
be  sent  rou^d  the  circuit  in  a 
direction  depending  on  whether 
the  potential  of  A  is  higher  than 
that  of  B  or  not.  The  result  of 
these  instantaneous  currents  oc- 
curring once  in  every  revolution  will  be  to  give  a  steady  deflexion 
of  the  galvanometer  proportional  to  the  difference  of  potential 
between  A  and  B  at  the  time  being.  By  moving  the  brushes 
round  the  e.m.f.  is  found  corresponding  to  all  positions  of  the 
armature.  Absolute  values  are  obtained  by  replacing  AB  by 
an  accumulator  of  known  e.m.f.  and  observing  the  deflexion  of 
the  galvanometer. 

This  method  is  not  restricted  to  measuring  the  e.m.f.  at  the 
terminals  of  an  alternator,  but  can  also  be  used  to  find  the  time- 
variation  of  any  current  or  potential  having  the  same  frequency 
as  the  alternator.  Thus  AB  may  be  replaced  by  the  ends  of  a 
1  ohm  coil  placed  in  any  of  the  circuits  used :  then  the  method 
will  measure  the  fall  of  potential  down  the  coil,  i.e.  the  current 
in  the  circuit.  In  this  way  we  can  put  in  evidence  the  difierence 
of  phase  between  the  current  and  e.m.f.  in  a  circuit  containing 
self-inductance  (Art.  130). 
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Alternate  current  and  potential  curves  can  be  exhibited  to 
the  eye,  and  also  photographed,  by  means  of  the  oscillograph. 
The  principle  of  the  instrument  is  shown  in  Fig.  217.  A  piece 
of  phosphor-bronze  is  bent  over  a  small  pulley  P  so  as  to  form 
two  thin  parallel  strips  ss  lying  be- 
tween the  wedge-shaped  poles  of  a 
powerful  electro- magnet.  The  strips 
are  kept  tight  by  a  spring  attached 
to  P,  so  that  the  restraining  tension 
is  high  and  the  inertia  low.  Hence 
the  natural  period  of  vibration  of 
the  strips,  even  with  the  attached 
mirror  M,  is  very  small  (of  the 
order  1/10,000  second).  When  a 
current  flows  through  the  strip  the 
two  sides  are  urged  in  opposite 
directions  like  the  fibre  of  a  string 
galvanometer,  and  the  small  mirror 
M  shows  a  deflexion.  With  ar 
alternating  current  the  mirror  oscil- 
lates backwards  and  forwards,  but  this  oscillation  has  nothing 
to  do  with  the  natural  vibration  of  the  strips  and  corresponds 
merely  to  a  succession  of  equilibrium  positions.  The  oil-bath 
KL,  in  fact,  makes  the  movement  of  the  strips  so  dead-beat 
that  they  respond  completely  even  to  rapidly  changing  currents. 

In  order  to  obtain  a  record  of  the  motion  of  the  mirror  we 
may  receive  the  spot  of  light  on  a  photographic  plate  which  is 
made  to  move  at  right  angles  to  the  direction  of  vibration.  In 
this  way  the  curve  connecting  the  current  with  the  time  is  obtained 
directly  on  the  plate.  Oscillographs  are  usually  fitted  with  two 
separate  strips  for  simultaneous  observation  of  the  current  and 
E.M.F.  in  a  circuit,  the  current  strip  being  shunted  and  the  voltage 
strip  in  series  with  a  fairly  high  resistance. 

The  chief  difficulty  with  oscillographs  is  to  obtain  sufficient 
sensitiveness  together  with  a  small  natural  period  of  vibration. 
Instruments  on  the  principle  of  the  string  galvanometer,  with 
perforated  magnetic  poles,  have  been  devised  and  are  found 
very  satisfactory. 


Fig.  217 
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155.    Harmonic  analysis  of  curves.    According  to  Fourier's 
theorem*  an  arbitrary  function /(a;)  can  be  expanded,  in  the  range 
.  0  S  a;  S  27r,  in  a  series  of  the  form 

/  (x)  =  ao  +  »!  cos  X  +  bi  sin  x  +  . . . 

+  o„  cos  nx  +  b„sinnx  + (13), 

1    f^" 
where  ag  =  ^r-  \     f{x)  dx 

^■J^  J  a 

and  the  other  coefficients  are  given  by 

1  r2n-  1  f2«- 

a„  =  —       f{x)  cos  nxdx,    b„=  ~  \     f(x)  sin  nxdx. 

In  the  case  with  which  we  are  concerned/  {x)  is  a  periodic  function 
of  X,  of  period  27r,  and  the  expansion  (13)  holds  for  all  values  of  x. 

The  curve  y  =f{x)  is  said  to  be  harmonically  analysed  when 
the  coefficients  a  and  b  are  known.  The  constant  term  a^ 
represents  the  mean  value  of  /  {x)  over  a  complete  period,  and 
is  generally  zero  in  electrical  problems.  The  most  important 
terms  are  usually  the  terms  %  cos  x+b^  sin  x  of  the  first  order ; 
and  if  the  curve  is  a  pure  sine-curve  these  are  the  only  terms 
occurring.  The  higher  terms  are  called  harmonics  by  analogy 
with  the  modes  of  vibration  of  a  stretched  string,  and  the  magni- 
tude of  the  harmonics  shows  the  extent  to  which  the  curve  deviates 
from  the  sine-form. 

It  is  interesting  to  examine  the  effect  of  inductance  on  the 
form  of  the  current  curve  when  harmonics  are  present  in  the 
alternating  e.m.f.  applied  to  a  circuit.  ,  Let  fj^ir  be  the  frequency 
of  the  applied  e.m.f.  F,  and  let  F  be  expanded  in  the  Fourier 
series 

F  =  flo  +  %  cos  ft  +  &i  sin  ^i  H-  ... 

-I-  a„  cos  n-pt  -\-  b„  sin  npt  +  . . . . 

Suppose  that  a(,  =  0  and  that  the  resistance  in  the  circuit  is 
negligible.     Then  the  equation  L  dijdt  =  V  gives  on  integration 

csj  sin  j)t  —  6j  cos  pt  a„  sin  npt  —  &„  cos  npt 

"  Lp  ' "  nLp 

*  The  conditions  of   validity  are  the  reverse   of  stringent.      See  Carslaw, 
Fourier  Series  and  Integrals,  pp.  126-7 
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Since  the  denominators  increase  steadily  vdth  n,  it  is  obvious 
that  the  effect  of  harmonics  in  the  ji.m.f.  curve  is  diminished : 
hence  the  efiect  of  self-inductance  is  to  make  the  current  curve 
approximate  more  nearly  to  a  curve  of  sines.  The  effect  of 
capacity  in  the  circuit,  on  the  other  hand,  is  to  exaggerate  the 
harmonics  and  may  cause  a  considerable  deviation  from  the 
sine-form  even  when  the  e.m.p.  curve  does  not  deviate  much  from 
it.     For  in  this  case  we  have 

dV  °° 

i  =  C  -J-  =  C  S  np  (bn  cos  npt  —  a„  sin  npt), 
at  n=l 

and  the  higher  harmonics  are  multiplied  by  larger  and  larger 
factors. 

The  curves  considered  in  electrical  problems  nearly  always 
satisfy  the  condition/  (x  +  tt)  =  —f  (x),  i.e.  they  repeat  themselves 
after  a  half-wave  on  the  opposite  side  of  the  axis  of  x.  In  this 
case  the  only  admissible  terms  are  those  which  change  sign  when 
X  is  increased  by  tt,  so  that  only  odd  harmonics  can  occur.  In 
practical  harmonic  analysis  we  may  take  as  given  2w  ordinates 
on  a  half-wave  corresponding  to  equidistant  values  of  x  and  deter- 
mine the  coefficients  in  the  equation 

y  =  a^  cos  X  +  ag  cos  3x  +  ...  +  a2„_i  cos  {2n  —  1)  a; 
+  bi  sin  a;  -f-  63  sin  3a;  +  ...  4-  b^m-i  sin  (2n  —  1)  a; . .  (14), 
so  that  y  may  have  assigned  values  for  the  values 

^  17  27r  (2W  —   1)  TT 

'     2n'     2n'  '"         2w 

of  X.  If  these  values  are  y^,  y^,  ...  y^n-i,  we  have  then  2n 
equations  to  determine  the  coefficients,  namely  those  of  the 
type 


TTT 


Sttt  (2w-l)r77- 


2/,  =  «i  cos  ^  +  a,coB  ^  +  . . .  +  «.„-,  cos ^ 

+  6ism^+&3sm  — +...  +  6^_,smi      ^J       ■ -{15). 

To  solve  the  equations  (15),   multiply  the  rth  equation  by 
(2m  —  1)  rTT        T 
cos —  and  sum  from  r  =  0  to  r  =  2w— 1.     The  left- 
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On  the  right-hand 
side  all  the  terms  vanish  except  that  containing  osam-i-     Hence 


%-l  {2m  -\)  TTT 

Zj      2/r  COS  ^^ 

r  =  0  W 


2»-i         (2m  -  1)  rTT 


«2m-i    ^    cos2 

f=0 


so  that 
Similarly 


Wfflo, 


''■''am-i  — 


2«-i             {2m -1)  rTT 
Zi    M~  cos  ■'^ . 

2™-i        .    (2m-l)r7r 
li    w.  sin  -i ^ — . 

r=0  W 


.(16) 


Thus  the  coefficients  can  be  found.  The  following  scheme,  due 
essentially  to  Runge,  gives  a  convenient  method  of  carrying  out 
the  calculation  for  12  equidistant  ordinates  yo,yi,  ...  2/ii  on  the 
half-wave,  corresponding  to  the  values  0°,  15°,  . . .  165°  of  x. 
It  is  understood  that  the  ordinates  corresponding  to  a;  =  180°, 
195°,  . . .  345°  are  equal  and  opposite  to  the  above.  The  higher 
harmonics  are  not  calculated. 


Schema  for  twelve  ordinates. 
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2/2 

2/3 
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«4 
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do 
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d^ 

d. 

d. 

d. 
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-d. 

-d. 

^2  ~  ^0 

-d. 
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+  S3- 

-  Ss 

%a. 
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663 

60a 
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dB 

«i 
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«5 

sin  30°  =500 

d. 

«2 

— 

— 

d. 

«2 

sin  45°= -707 

d. 

«3 

ei 

63 

-d. 

-«3 

sin  60°= -866 

d. 

«4 

— 

— 

-d. 

-Si 

sin  75°  =  -966 

d. 

«5 

— 

— ■ 

d. 

.»1 

sin  90°  =  1 

do 

«e 

62 

64 

do 

«6 
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The  meaning  of  the  last  table  is  that  the  rows  are  first  to  be 
multiplied  by  the  sines  on  the  left,  and  the.  columns  are  then  to 
be  added.     Thus 


6a^  =  dj  sin  15°  +  d^  sin  30°  -  d^  sin  45°  -  ^  sin  60° 

+  d.  sin  75°  +  d^  sin  90° 


.(17). 


The  accuracy  of  this  table  may  be  verified  from  the  formulae 
(16).  Consider  for  example  the  last  equation.  Here  m  =  3  and 
n  =  6,  so  that  (16)  gives 

Ga^  =  y^  cos  0°  +  2/i  cos  75°  +  y^  cos  150°  +  2/3  cos  225° 
+  y^  cos  300°  +  2/b  cos  375°  +  y^  cos  450°  +  y^  cos  525° 
+  2/8  cos  600°  +  2/9  cos  675°  +  2/10  cos  750°  +  y-^  cos  825°. 

The  trigonometric  functions  can  clearly  be  expressed  in  terms, 
of  sin  15°,  sin  30°,  ...  sin  90°,  and  we  find 

6a5  =  iVi  -  Vu)  sin  15°  +  (y^  -  y^)  sin  30°  +  (2/9  -  2/3)  sin  45°' 
+  (2/10  -  2/2)  sin  60°  +  (2/5  -  2/7)  sin  75°  +  2/0  sin  90°, 
which  is  identical  with  (17). 

156.  Investigation  of  a  coil  vtrith  an  iron  core.  When 
a  simple  harmonic  e.m.f.  is  applied  to  the  terminals  of  a  coil 
without  iron,  the  current  curve  is  also  simple  harmonic,   but 


Fig.  218 


displaced  from  the  e.m.p.   curve  by  the  amount  tan-i  (Lp/R), 
reckoning  a  whole  wave  as  2*.     This  ceases^  to  be  true  when  the 
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coil  has  an  iron  core,  the  current  curve  being  in  general  distorted 
as  well  as  displaced.  Fig.  218  is  a  copy  of  an  oscillograph  curve 
of  current  and  potential  in  this  case. 

The  important  things  to  find  out  about  a  given  coil  are  the 
current  I  that  it  takes  for  an  applied  voltage  F  (effective  values) 
and  the  power  W  absorbed  by  it.     The  connexions  for  this  are 


r-ANW^ 


Fig.  219 


shown  in  Pig.  219,  where  the  crossed  coils  represent  symbolically 
the  current  and  voltage  coils  of  the  wattmeter  W.  The  current 
coil  is  placed  in  the  main  circuit  and  the  voltage  coil  applied  to 
the  coil  AB  as  a  shunt,  so  that  the  wattmeter  measures  the  power 
W  directly. 

Strictly  speaking,  the  coil  cannot  be  said  to  have  a  self- 
inductance  at  all,  since  the  flux  through  it  is  not  proportional 
to  the  current.  But  there  must  be  something  which  corresponds 
to  inductance,  and  we  should  define  it  in  such  a  way  that  the 
commonest  electrical  formulae  still  hold  good. 

The  apparent  resistance  of  the  coil  is  defined  so  that  the  power 
W  is  equal  to  RP.  Here  R  is  no  longer  the  true  resistance  of 
the  coil,  but  considerably  greater,  since  power  is  absorbed  not 
only  in  heating  the  windings  but  also  in  hysteresis  and  Foucaidt 
currents  in  the  core.  We  next  define  a  phase  angle  a  so  that 
W  =  VI  cos  a  (cf.  Art.  130) ;  and  finally  the  self-inductance  L 
so  that. tan  a  =  LpjR,  where  jj/27t  is  the  frequency  of  the  e.m.f. 
applied. 

Since  the  last  three  equations  have  been  used  as  definitions, 
it  follows  that  they  always  hold.  The  apparent  resistance  and 
the  self-inductance,  of  course,  are  not  constants,  but  vary  with 


348 


APPLIED    ELECTRICITY 


[CH. 


the  frequency  and  voltage.     The  extent  to  which  these  quantities 
may  vary  in  practice  will  be  seen  from  Fig.  220. 

Number  of  turns  32,  cross-section  of  core  20  sq.  cm., 
actual  resistance  of  coil  0-15  ohms 

125 


30  40  50  60  70  BO 

Applied  voltage 
Fig.  220 

157.     The  transformer  and  the  transmission  of  power. 

The  principle  of  the  alternating  current  transformer  has  already 
feeen  given  (Art.  134).  Its  function  is  to  change  the  e.m.f.  of  an 
alternating  current  circuit;  and  it  is  in  this  connexion  that  the 
special  advantages  of  alternating  currents  begin  to  appear.  In 
order  to  raise  the  e.m.p.  of  a  direct-current  circuit  from  100  to 
1000  volts  it  is  necessary  to  employ  a  100-volt  motor  to  drive  a 
1000-volt  generator ;  that  is,  to  use  rotating  machinery.  With 
alternating  currents  the  transformation  is  performed  by  a 
stationary  transformer  which  requires  no  attention  whatever  and 
in  addition  has  a  higher  efficiency  than  any  machine. 

In  transmitting  power  to  long  distances  a  change  of  voltage 
is  sometimes  necessary  and  generally  advantageous.  Suppose 
for  example  that  100  kilowatts  have  to  be  transmitted,  over  a 
distance  of  10  kilometres  (6  miles).  If  this  is  done  at  200  volts 
a  current  of  500  amperes  would  have  to  be  sent,  and  the  cost  of 
the  cable  would  be  about  £7000.  If,  however,  the  voltage  was 
raised  to  2000  the  current  would  be  only  50  amperes,  and  the 
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cost  of  cable  £1000.  It  is  evident,  therefore,  that  there  is  a  con- 
siderable saving  in  the  cost  of  copper  when  high  voltages  are 
used,  and  50,000  volts  is  not  unusual  for  long-distance  trans- 
mission. The  high  voltages  used  for  transmission,  however, 
would  be  dangerous  for  the  ordinary  user,  so  that  it  is  necessary 
to  instal  a  second  transformer  at  the  end  of  the  line  in  order  to 
reduce  the  voltage  again  to  a  convenient  amount. 

The  arrangements  for  testing  a  transformer  in  the  laboratory 
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Fig.  221 

are  shown  in  Fig.  221.  The  primary  circuit  is  set  up  with  an 
ammeter  and  wattmeter  as  in  Fig.  219,  and  various  currents 
are  taken  off  the  secondary  by  means  of  a  tray  of  lamps  of  suitable 
resistance  (see  Ai't.  63).  In  addition  to  the  primary  and  secondary 
ammeters  we  require  a  special  key  for  placing  one  and  the  same 
voltmeter  across  the  primary  and  secondary  terminals.  This 
may  be  made  easily  by  removing  the  cross-wires  from  an  ordinary 
reversing-key. 

Readings  are  taken  of  all  the  instruments  when  1,  2,  3,  ... 
lamps  are  placed  in  parallel  in  the  secondary  circuit.  It  is 
best  to  adjust  the  rheostat  each  time  till  the  secondary  voltage 
Fa  has  an  assigned  value.  The  wattmeter  gives  the  primary 
power  Wi  directly.  It  is  not  necessary  to  have  a  wattmeter  in 
the  secondary,  because  the  lamps  are  practically  non-inductive* 
and  the  power  is  given  by  TFa  =  Vih,  where  I^  is  the  secondary 
current.     The  efficiency  of  the  transformer  is  tj  =  W2/W1. 

*  Tor  a  single  lamp  L  is  of  probably  the  order  200  E.M.tr.  =  2  x  10"'  henry 
(of.  Art.  122),  and  B  of  the  order  300  ohms.  Hence  when  p  =  300,  LpjR  is  of 
the  order  2  x  10"'.  The  self-inductance  of  a  laboratory  circuit  of  ordinary 
dimensions  is  of  the  order  of  2000  e.m.u. 
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Fig.  222  shows  the  result  of  a  test  on  a  small  laboratory  trans- 
former, in  which  the  primary  voltage  and  efficiency  are  plotted 
in  terms  of  the  secondary  power  Tfj.  It  will  be  noticed  that 
Fj  rises  as  more  and  more  current  is  taken  from  the  secondary. 

Mean  radius  of  ring  7-5  cm.,  oross-seotion  of  core  18-8  sq.  cm.    Primary  294  turns, , 
resiatance  1-76  ohms.    Secondary  226  turns,  resistance  1-61  ohms.    Secondary 
voltage  53'5. 

801 — '■ : 180 


40  60 

Secondary  power  (watts) 

Fig.  222 

Hence  in  order  to  maintain  constant  voltage  at  the  consumer's 
terminals  in  a  hghting  system  the  primary  voltage  must  be 
increased  with  increasing  load. 

The  efficiency  of  commercial  transformers  is  very  high,  often 
exceeding  95  per  cent.  The  losses  in  transformers  are  much  the 
same  as  those  in  other  electrical  machines,  namely  hysteresis, 
Foucault  currents,  and  heating  of  the  copper  windings.  The 
modern  steel  alloys  with  low  hysteresis  loss  (Art.  108)  are  extensively 
used  in  the  construction  of  transformers.     It  is  also  advantageous 
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to  wind  the  secondary  coils  closely  over  or  near  to  the  primary 
.•coils,  so  that  all  the  lines  of  force  passing  through  the  primary 
shall  also  pass  through  the  secondary. 

158.  Alternating  current  motors.  Until  lately  the  use 
of  alternating  currents  for  power  purposes  has  been  hampered  by 
the  difficulty  of  obtaining  a  motor  at  all  comparable  to  the  direct- 
current  motor  in  efficiency  and  reliability.  As  it  is,  there  is  no 
alternating  current  machine  having  the  properties  of  the  direct- 
current  shunt  motor,  because  self-inductance  in  armature  and 
field-magnets  entirely  alters  the  ordinary  relationship  of  shunt 
circuits.  Of  recent  years,  however,  alternating  current  motors 
Jiave  been  designed  with  the  properties  of  the  direct-current 
series  motor,  which  are  coming  into  use  for  electric  railways 
and  traction  generally.  These  motors  have  a  commutator  like 
direct-current  machines. 

The  alternating  current  series  motor  is  similar  in  principle  to 
the  corresponding  direct-current  machine.  At  any  instant  the 
torque  is  proportional  to  the  product  of  the  armature  current  i 
and  the  flux  N.  These  are  however  in  phase  with  each  other, 
so  that  if  both  of  them  are  supposed  to  vary  as  cos  pt  the  couple 
at  any  time  is  proportional  to  cos^pt.  There  will  thus  be  a  definite 
average  couple  tending  to  set  the  armature  in  rotation.  The 
modifications  required  for  converting  a  direct  into  an  alternating 
current  series  motor  are  twofold.  In  the  first  place,  the  field- 
magnet  core  must  be  laminated  as  well  as  the  armature  in  order 
to  avoid  excessive  development  of  Foucault  currents.  Secondly, 
steps  must  be  taken  to  diminish  what  corresponds  to  the  self- 
inductance  of  the  whole  circuit.  In  order  to  see  how  necessary 
this  is,  consider  the  analogous  case  of  a  simple  coil  without  iron 
attached  to  a  source  of  alternating  e.m.f.  Here  the  power 
consumed  isW=VI  cos  a,  where  tan  a  =  Lp/R.  If  L  is  excessive 
a  becomes  nearly  equal  to  ^,  and  the  power  becomes  small  in 
comparison  with  the  amplitudes  of  the  voltage  and  current.  In 
other  words,  a  motor  of  any  power  would  be  required  to  carry 
unduly  heavy  currents  and  would  therefore  be  very  bulky  and 
expensive. 

The  method  of  overcoming  this  defect  in  the  series  motor  is 
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very  interesting.  We  clearly  cannot  short-circuit  either  field- 
magnets  or  armature  without  preventing  the  motor  from  working : 
but  the  inductive  effect  of  the  armature  can  be  neutralised  by 
making  it  the  primary  of  a  transformer,  the  secondary  winding 
being  a  fixed  coil  short-circuited  on  itself. 

In  order  to  see  how  this  comes  about,  let  N  denote  the  flux 
of  magnetic  induction  through  the  secondary,  R  the  resistance  and 
i  the  current  in  the  secondary.  Then  dNjdt  +  Ri  =  0.  When  R 
is  small,  Ri  would  remain  finite  if  all  the  inductance  of  the 
primary  was  in  the  armature  (Art.  134) ;  but  since  this  is  not  so 
Ri  becomes  small  withi?.  Hence  the  flux  N  is  small,  which  is  the 
principle  of  compensation  referred  to.  Since  the  magnetic  field 
due  to  the  armature  currents  is  perpendicidar  to  the  main  field, 
the  additional  windings  on  the  field-magnet  frame  are  placed 
at  right  angles  to  the  ordinary  coils. 

The  alternating  current  series  motor  was  first  used  in  England 
on  a  large  scale  on  the  London  Bridge — Victoria  section  of  the 
London,  Brighton  and  South  Coast  Eailway. 

Another  alternating  ciirrent  commutator  motor  is  the  repulsion 
motor,  invented  by  Elihu  Thomson.  In  this  machine  alternating 
currents  are  suppHed  to  the  field-magnets,  and  the  armature, 
which  is  the  same  as  that  of  a  direct-current  motor,  is  short- 
circuited  across  the  brushes.  The  varying  flux  in  the  field-magnets 
first  induces  currents  in  the  armature  and  then  acts  on  them 
mechanically  just  as  in  Elihu  Thomson's  experiments  (Art.  136); 
which  were,  in  fact,  devised  to  illustrate  the  principle  of  the 
repulsion  motor.  It  has  the 
advantage  that  the  armature  Q  D 

is  entirely  insulated  from  the 
field. 


159.    Polyphase  currents 
and  the  rotating  field.     Let 

AB,  CD  (Fig.  223)  represent  a 
vertical  view  of  two  coils  at 
right  angles  to  one  another, 
AB  being  parallel  to  the  axis 
of  X  and  CD  to  the  axis  of  y. 
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The  current  in  AB  is  reckoned  as  positive  when  it  flows  up- 
wards at  A  and  downwards  at  B,  so  that  the  current  in  the 
top  half  of  the  coil  is  in  the  direction  of  the  arrow.  Similarly 
the  current  in  CD  is  reckoned  as  positive  when  it  flows  upwards 
at  C  and  downwards  at  D.  Now  let  alternating  currents  of  equal 
amplitude  be  sent  through  the  coils,  the  phases  however  differing 
by  the  angle  ^,  the  current  in  AB  being  cos  pt  when  that 
in  CD  is  sin  pt.  The  magnetic  force  at  the  centre  of  the  coils 
is  then  compounded  of  a  force  A  cos  pt  parallel  to  the  y-a,xis 
and  —  A  sin  pt  parallel  to  the  a;-axis,  where  4  is  a  constant. 
The  resultant  is  of  magnitude  A  and  makes  an  angle  ^+  pt 
with  the  axis  of  x.  Hence  the  effect  of  the  two  coils  is  to  produce 
at  the  centre  a  magnetic  field  of  constant  intensity,  which  rotates 
with  the  angular  velocity  p.  If  iron  is  present  the  same  is  true 
of  the  induced  magnetisation,  and  thus  we  have  the  remark- 
able phenomenon  of  magnetic  poles  rotating  in  a  solid  mass 
of  iron  at  rest,  caused  by  two  alternating  currents  in  difierent 
phases. 

The  same  efEect  can  also  be  produced  by  three  (or  more) 
alternating  currents.     Let  AB,  CD,  EF  (Fig.  224)  be  traversed 


by  the  currents  cos  pt,  cos  [pt  +  ^j ,  cos  (pt  +  --^)  respectively. 
Then  the  components  of  magnetic  force  at  the  centre  are 
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and  A  \cos  p  +  ^  cos  (pt  +  k)  —  i  cos  (pt  +  -o-)\ ' 

3A    .      ^         ,    3A 

or  -^  sm  pt    and    -^  cos  pt. 

The  resultant  field  -^  therefore  rotates  with  angular  velocity  p 

as  before. 

The  method  of  generating  polyphase  electromotive  forces 
will  be  understood  from  Fig.  213.  If  an  extra  set  of  coils  is 
inserted  half-way  between  those  shown,  and  brought  out  to  two 
additional  terminals,  the  phenomena  of  induction  in  them  will 
clearly  take  place  a  quarter  of  a  period  after  those  in  the  first 
set  of  coils.  A  machine  so  constructed  would  be  a  two-phase 
generator.  Similarly  a  three-phase  generator  can  be  constructed 
by  arranging  three  sets  of  coils  between  every  two  consecutive 
field-magnet  coils. 

Two-phase  currents  may  also  be  taken  from  a  rotary  converter 
by  suitable  arrangement.  For  this  purpose  four  points  on  the 
armature,  separated  from  each  other  by  90°,  are  connected  to 
four  shp-rings  mounted  on  the  axle.  If  the  vectorial  angles 
of  OP  and  OQ  in  Fig.  214  are  cot  and  cot  +  nat  time  t,  the  vectorial 
angles  corresponding  to  the  other  phase  (say  OR,  OS)  are  cot  +  \tt 
and  (xit  -\-  fTT.  It  has  been  shown  (Art.  153)  that  the  difference 
of  potential  between  P  and  Q  at  time  t  is  Fosinwi,  and  hence 
the  difierence  of  potential  between  B,  and  S  is 

Vq  sin  {(Dt  +  \tt)  =  Vq  cos  cx)t. 

The  two  potentials  have  therefore  the  proper  phase-relation  to 
give  two-phase  currents.  Similarly  with  six  slip-rings  a  three- 
phase  current  can  be  taken  off. 

In  practice  it  is  possible,  by  using  devices  known  as  the  star 
and  mesh  groupings,  to  obtain  three-phase  currents  with  three, 
or  at  most  four,  wires  instead  of  six.  It  is  not  however  proposed 
to  describe  these  methods  here. 

160.  The  induction  motor.  One  form  of  rotating  field 
motor  is  that  known  as  the  squirrel-cage  motor,  the  principle  of 
which  is  shown  in  Fig.  225.     The  currents,  in  this  case  two-phase, 
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are  led  through  two  coils  AB,  CD  in  a  fixed  laminated  iron  frame 
called  the  stator.     The  moving  part,  or  rotor,  is  made  up  of  thin 


Pig.  225 

discs  threaded  on  a  spindle  like  the  drum  armature  of  a  direct- 
current  machine.  The  slots  in  the  discs  hold  a  number  of  stout 
wires  or  strips  of  copper  :  these  however  are  not  wound  according 
to  any  system,  but  simply  connected  together  at  both  ends  by 
a  solid  copper  ring,  so  that  they  are  all  short-circuited. 

In  order  to  see  how  the  squirrel-cage  motor  works,  let  us 
begin  by  calculating  the  currents  in  the  bars  under  the  assumption 
that  the  inductive  effect  of  the  bars  on  one  another  can  be  neglected. 
Consider  two  opposite  bars  P,  Q  (Fig.  226)  situated  in  a  uniform 
magnetic  field  H  which  rotates  with  angular  velocity  p,  the 
angular  velocity  of  the  rotor  being  oi.  Any  current  that  may 
flow  up  the  bar  P  will  enter  the  binding  ring  at  the  nearer  end 
of  the  rotor,  and  by  symmetry  will  flow  down  the  opposite  bar  Q. 
Hence  we  may  imagine  the  bars  P,  Q  joined  at  top  and  bottom 
so  as  to  form  an  insulated  circuit  of  resistance  R,  where  ^R  is 
the  resistance  of  a  single  bar.  Let  A  be  the  area  of  this  imaginary 
circuit,  and  write  Ng  =  HA  for  the  greatest  possible  flux  of  force 
through  a  coil.  The  actual  flux  through  the  coil  PQ  is  then 
N  =  Nf,  sin  6.     In  calculating  dN/dt  we  must  remember  that  the 

23—2 
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coil  is  rotating  with  angular  velocity  co,  so  that  -r:  (6  +  pi)  =  ("■ 
Hence  ddjdt  =  -  {p  —  aj)  and  the  current  i  in  the  coil  is  given  by 

Ri  =  -  '^^  =  -  N„cos 9  .'^^  =  No  {p  -  oi)  cos  B. 


Fig.  226 

The  induced  current  vanishes  when  p  =  w,  since  the  coil  would 
then  rotate  at  the  same  rate  as  the  field  and  the  flux  of  force  would 
never  change.  In  order  that  currents  may  be  developed  the 
speed  of  rotation  of  the  motor  must  be  less  than  that  of  the  field. 
However,  since  R  is  very  small  a  considerable  current  will  be 
developed  for  quite  small  values  oi  p  —  co,  so  that  the  difference 
between  the  two  speeds  in  practice  need  not  be  very  great.  This 
difference  is  called  the  slip,  and  in  large  motors  does  not  amount 
to  more  than  2  or  3  per  cent,  at  full  load.  It  will  be  noticed  that 
the  current  in  a  bar  depends  on  its  position  with  respect  to  the 
field  at  the  time  being.  In  the  present  case  the  current  is  greatest 
when  6  =  0  and  vanishes  at  right  angles  to  the  field.  The  couple 
on  the  coil  PQ  due  to  the  field  H  is 

iHA  cos  e  =  Ng^  (p  -  to)  cos2  d/R, 
which  is  positive  for  all  values  of  6.     It  is  obvious  therefore '  that 
there  is  always  a  couple  on  the  rotor  when  cu  is  less  than  p,  and 
that  this  couple,  caeteris  paribus,  is  proportional  to  the  slip. 

In  reahty,  the  mutual  inductive  effects  of  the  currents  in  the 
rotor  are  very  great  and  have  to  be  taken  into  account.     Now 
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since  the  current  in  a  bar  determines  its  inductive  efEect  and  the 
current  itself  is  determined  by  the  total  flux  through  it,  it  is  obviously 
impossible  to  determine  the  currents  by  a  direct  method  as  hitherto. 

In  spite  of  this,  however,  it  is  possible  to  find  the  distribution 
of  current,  provided  that  two  simplifying  assumptions  are  made. 
In  the  first  place  the  number  of  rotor  bars  wiU  be  taken  to  be 
very  great,  so  that  the  number  between  angles  a  and  a  +  da  is 
equal  to  'indajir,  where  in  is  the  total  number  of  bars  on  the 
rotor.  Again,  the  calculation  of  the  mutual  inductances  obviously 
gives  rise  to  difficulty  and  must  be  replaced  by  some  approximation. 
We  notice  that  the  flux  of  magnetic  force  through  one  coil  due 
to  unit  current  in  another  is  greatest  when  the  coils  coincide 
and  zero  when  their  planes  are  at  right  angles.  Hence  we  shall 
not  be  very  far  wrong  in  assuming  that  the  flux  is  L  cos  6,  where 
L  is  a  constant  and  d  is  the  angle  between  the  two  coils.  We 
shall  also  suppose  that  no  iron  is  present  in  the  field. 

We  have  now  to  calculate  the  flux  of  magnetic  force  through 

the  coil  PQ  (Fig.   226)   due  to   the  currents  in  the  remaining 

fictitious  coils.     If  f(d)  is  the  current  in  the  bar  P,   the  flux 

through  PQ  due  to  the  group  of  2ndaJ7T  coils  between  6  =  a  and 

6  =  a  +  da  is 

2nda  n,  .  r         /a        \ 
J  (a)  L  cos  (0  —  a). 

77 

Hence  the  required  flux  is 

IT 

/  (a)  cos  (d  —  a)  da, 

2 

and  therefore 

IT 

2nL  [^ 
N  =  NoSinO  -] /  (a)  cos  (9  -  a)  da. 

~2 

As  before,  in  calculating  dN/dt  we  must  remember  that 

ddjdt  =  -  {p-  o)), 
while  a  is  merely  a  variable  of  integration.     Hence 

n- 

-J-  =  —  Nq(p  —  (o)  cos  6  -\ = •  I       /  (a)  sm  (a  —  a)  da, 
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and  the  law  of  electromagnetic  induction  gives 

TT 

Rf(e)  =N„(i)-co)cose-^''^^^^~'^^  r  f(a)sm(e-a)da..{18). 

"2 

The  equation  (18)  has  to  be  used  to  determine  bhe  distribution 
of  current  along  the  circumference.     Assume  a  solution 

f{e)  =  Xco&e+  Y  smd. 

Substituting  in  (18),  we  have  to  satisfy  the  equation 

i?  (Z  cos  61  +  Y  sin  d)  =  N^ip-  co)  cos  9 

~  nL{j)  —  co)  {X  sin  ^  —  Y  cos  9) 

for  all  values  of  9.     This  can  be  done  provided  that 

XR -  YnL {p-co)  =  No{p~oi) 

and  XnL  (p-co)+YR  =  0. 

Hence  we  find  that 

fm\      -AT  I  \^  ^os  9  —  nL  {p  —  co)  sin  9      ,,  _ , 

/  {9)  =  nap-  -)      jg.  +  ^.xMy-J)^    '  •  •  ('^)- 

Thus  the  distribution  of  current  changes  according  to  a  sine-law 
as  we  pass  round  the  circumference,  as  before :  but  the  maximum 
is  displaced  and  the  current  is  no  longer  zero  at  right  angles  to 

the  field.     On  midtiplying  the  expression  (19)  by  iVoCos^.-^^^ — 

and  integrating  we  find  that  the  torque  exerted  by  the  motor 
is  given  by 

TT 

'^^'^  R'+n^L^p-wrJ   „  i^ ^°^' ^ -  nL{p -co)  cos 9 sin 9} d9 

„         nRNg^  {v-  co) 

^^R^  +  Jl^P-L)^ (20)- 

If  the  motor  is  working  on  a  constant  voltage  supply  the  flux 
N^  will  not  be  constant,  because  the  rotor  currents  react  on  the 
stator  and  induce  electromotive  forces  in  it.  Nevertheless,  the 
performance  of  the  motor  is  given  in  its  main  features  by  equation 
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(20),   regarding  iVg  as  constant.     Writing  x  for  nL  {p  —  co)jR, 
T  is  given  as  a  function  of  the  speed  to  by  the  equation 


■where  ^  is  a  constant.  This  expression  has  a  maximum  value 
\A  when  x=l:  it  vanishes  when  a;  =  0  and  is  small  when  x  is 
large.  Hence  we  should  expect  the  torque  exerted  by  the  motor 
to  be  greatest  for  some  speed  less  than  f,  and  to  be  comparatively 
small  when  the  motor  is  starting  {ay  =  0).  This  is  what  actually 
occurs,  the  relation  between  speed  and  torque  being  somewhat 


STANDSTILL 


FULL  LOAD  / 
SYNCHRONISM 


as  shown  in  Fig.  227.  In  practice,  the  starting  torque  is  even 
smaller  than  we  might  expect,  because  the  heavy  currents  induced 
in  the  rotor  tend  to  weaken  the  field  just  as  the  short-circuited 
secondary  of  a  transformer  weakens  the  flux,  so  that  Nq  is  smaller 
at  low  than  at  high  speeds. 

The  combination  of  low  starting  torque  with  high  starting 
current  is  a  serious  drawback  to  the  squirrel-cage  motor.  For 
this  reason  motors  larger  than  about  five  horse-power  require 
some  starting  device,  especially  if  they  are  liable  to  be  started 
against  a  load.  The  most  satisfactory  way  is  to  give  up  the 
closed  squirrel-cage  construction  and  have  regular  windings  on 
the  rotor,  which  are  brought  out  to  slip-rings  situated  on  the 
axle.     In  this  way  the  resistance  of  the  rotor  can  be  made  large 
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to  begin  with,  and  gradually  cut  out  as  the  speed  rises.  Not 
only  is  the  current  cut  down,  but  also  the  starting  torque  may 
be  considerably  increased  by  suitable  choice  of  the  starting, 
resistance. 

161.  The  electric  arc.  The  electric  arc  was  discovered 
in'  1806  by  Davy,  who  observed  that  if  two  carbon  rods,  attached 
to  the  terminals  of  a  battery  of  sufficiently  high  potential,  are 
brought  together  and  then  separated,  a  brilliant  light  is  produced 
so  long  as  the  rods  are  not  too  far  from  one  another.     Fig.  228 


Fig.  228 

shows  a  carbon  arc  lamp  suitable  for  lantern  lighting,  in  which 
the  screws  are  used  for  striking  the  arc  and  for  adjusting  the 
position  of  the  carbons.  The  phenomena  occurring  on  lighting 
are  as  follows.  When  the  carbons  are  first  brought  into  contact 
a  fairly  large  current  flows  through  the  circuit.  Since,  however, 
the  chief  resistance  in  the  circuit  occurs  where  the  carbons 
touch,  there  is  a  considerable  development  of  heat  there,  which 
is  sufficient  to  raise  the  electrodes  to  incandescence.  On  separating 
the  electrodes  the  intervening  space  becomes  a  conductor,  partly 
because  air  conducts  at  a  sufficiently  high  temperature  and  partly 
on  account  of  the  constant  emission  of  electrons  from  the  negative 
carbon  (cf.  Art.  226),  and  the  current  continues  to  flow. 
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The  physiological  effect  of  the  arc  lamp  makes  it  dangerous 
to  fix  one's  eyes  upon  it  for  more  than  a  fraction  of  a  second  :  but 
the  arc  may  be  conveniently  observed  by  focusing  its  image  with 
a  lens  on  to  a  sheet  of  white  paper.  The  positive  carbon,  which 
becomes  the  hotter  of  the  two,  is  rounded  off  and  has  a  white-hot 
depression  in  the  centre,  from  which  most  of  the  light  of  the  arc 
comes.  The  negative  carbon  is  seen  to  be  covered  with  small 
bubbles  which  constantly  rise  and  evaporate  and  are  probably 
due  to  impurities  contained  in  the  carbon.  The  air  between  the 
carbons  emits  comparatively  little  light,  consisting  of  a  yellowish 
patch  in  the  form  of  a  bow  touching  the  negative  carbon  and  a 
violet  portion  opposite  the  hottest  part  of  the  positive  carbon. 

Other  materials  may  be  used  in  the  arc  as  well  as  carbon. 
Thus  the  mineral  magnetite  may  be  used  for  the  negative  electrode, 
with  a  copper  rod  as  the  positive,  which  has  the  advantage  of 
increasing  the  brightness  of  the  arc  itself.  This  is  attained  in 
another  way  in  the  flame  arc,  in  which  the  positive  carbon  is 
impregnated  with  certain  salts,  usually  calcium,  which  evaporate 
and  impart  a  brilliant  luminosity  to  the  arc  stream.  The  high 
temperature  of  the  electrodes  of  the  carbon  arc  (positive  about 
3700°  C,  negative  about  3000°  C.)  causes  them  to  be  consumed 
in  air  at  the  rate  of  about  2  cm.  per  hour,  and  arc  lamps  are 
consequently  fitted  with  automatic  devices  for  keeping  the 
carbons  at  a  constant  distance  apart.  The  rate  of  consumption 
is  reduced  to  about  1  mm.  per  hour  in  the  enclosed  arcs,  which 
are  enclosed  in  a  globe  which  is  air-tight,  or  nearly  so.  The 
relative  advantages  of  the  various  kinds  of  arc  depend  very  much 
on  circumstances  such  as  the  cost  of  current  and  carbons,  and  so 
forth,  and  it  is  difficult  to  lay  down  general  rules. 

The  characteristic  of  direct-current  arcs  is  that,  as  the 
current  rises,  the  difference  of  potential  between  the  electrodes 
falls.  Fig.  229  shows  the  potential-difference  for  magnetite  arcs 
of  various  lengths  and  for  currents  up  to  8  amperes.  With  the 
longer  arcs  more  voltage  is  required  for  the  same  current,  and 
Steinmetz  has  shown  that  the  voltage  can  be  represented  over 
a  large  range  by  the  formula 
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Fig.  229 

where  I  is  the  length  of  the  arc  and  Fp,  a,  b  are  constants.  For 
the  magnetite  arc 

Fo  =  30,     a  =  48-5,     b  =  0-125. 

The  carbon  arc  has  the  constants 

Fo  =  36,     a=  51,        b  =  0-8, 

but  the  agreement  in  this  case  is  less  close.  The  quantity  Fq 
clearly  represents  the  least  possible  voltage  that  will  burn  an 
arc  at  all. 

Arcs  can  be  produced  between  metallic  terminals,  but  it 
may  be  necessary  to  employ  water  cooling  in  order  to  prevent 
the  terminals  from  becoming  too  hot.  The  mercury  arc  lamp, 
which  is  sometimes  used,  burns  between  mercury  electrodes  in 
a  vacuum.  The  arc  can  be  struck  by  tilting  the  tube  until  the 
two  streams  of  mercury  run  together. 
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The  light  from  the  carbon  arc,  when  examined  with  the 
spectroscope,  is  found  to  be  mainly  continuous,  being  crossed 
by  lines  only  slightly  brighter  than  the  background.  Metal 
arcs,  on  the  other  hand,  yield  brilliant  line-spectra.  Thus  the 
mercury  arc  contains  about  seven  bright  lines,  of  which  the 
three  strongest  are  in  the  blue,  green  and  yellow.  The  absence 
of  strong  lines  in  the  red  unfits  the  mercury  arc  for  certain  purposes, 
as  red  objects  appear  black  by  its  light. 

The  asymmetry  of  the  arc,  that  is  the  difference  in  the  appear- 
ance at  the  positive  and  negative  terminals,  is  an  example  of  the 
contrast  between  positive  and  negative  electricity  already  referred 
to  (Art.  23).  This  asymmetry  has  been  utilised  in  the  mercury 
rectifier,  by  which  alternating  current  can  be  converted  into 
direct  current  without  the  use  of  rotary  machinery. 

162.  Electric  lighting.  Meters.  Electric  lighting  in 
rooms  is  carried  out  by  means  of  the  electric  glow-lamp,  which  is 
familiar  to  every  reader.  The  form  generally  used  at  present 
contains  a  filament  of  pure  drawn  tungsten  wire  stretched  over 
a  frame  consisting  of  two  sets  of  radial  metal  strips  attached 
to  a  glass  rod.  The  ends  of  the  filament  are  attached  to  short 
strips  of  platinum  or  nickel-steel  wire  fused  through  the  glass 
and  making  contact  with  the  terminals  of  the  lamp. 

A  description  of  the  methods  of  determining  the  amount  of 
light'  given  out  by  a  lamp,  or  its  candle-power,  is  beyond  the 
scope  of  this  book :  but  a  relative  determination  may  be  made 
in  the  laboratory  to  illustrate  the  conditions  regulating  the 
economic  emission  of  light.  The  comparison  is  conveniently 
carried  out  by  means  of  the  parafiin-block  photometer,  which 
is  the  most  accurate  of  the  simple  instruments.  It  consists  of 
two  similar  blocks  of  paraffin-wax  pressed  together  after  being 
slightly  warmed,  with  a  sheet  of  tinfoil  between.  Parafiin  is 
translucent,  and  when  illuminated  from  one  side  one-half  of  the 
compound  block  appears  bright  and  the  other  half  dark.  When 
illuminated  on  opposite  sides  by  lamps  of  candle-power  /,  J  at 
distances  r,  s  respectively,  the  two  halves  will  appear  equally 
bright  when  Ijr^  =  J/s^,  so  that  the  ratio  of  7  to  J  can  be  deter- 
mined by  experiment.     For  our  present  purpose  it  is  sufficiently 
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accurate  to  take  as  a  standard  a  new  lamp  by  a  good  maker, 
run  it  off  the  marked  voltage  (say  100)  and  assume  that  its  marked 
candle-power  is  correct.  The  lamp  to  be  tested  is  also  run  off 
the  same  mains  in  series  with  an  ammeter  and  a  resistance  box, 
so  that  various  currents  can  be  sent  through  it.  More  than  the 
normal  current  can  be  used  by  placing  one  or  more  accumulators 
in  series  with  the  lamp. 

Suppose  that  at  any  particular  stage  the  applied  voltage  is 
F  and  the  current  i,  and  that  the  resistance  in  circuit,  other  than 
the  lamp  itself,  is  R.  The  difference  of  potential  between  the 
terminals  of  the  lamp  will  be  F  —  Ri,  so  that  Vi  —  Ri^  watts  are 
consumed  in  the  lamp.  Dividing  this  by  the  candle-power  of  the 
lamp,  as  found  with  the  photometer,  we  can  find  the  watts  required 
per  candle-power  for  any  current.     The  resistance  of  the  filament 

will  rise  as  its  temperature  increases,  and  is  equal  to  - — -. —  for 

current  i.     Fig.  230  shows  the  result  of  such  an  experiment. 
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The  efficiency  of  a  lamp  is  measured  by  the  number  of  watts 
consumed  per  candle-power.     This  is  about  1-25  for  the  tungsten 
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lamp.  The  efficiency  falls  very  quickly  when  less  than  the  normal 
current  is  sent  through  the  lamp,  because  the  filament  emits  less 
light  in  proportion  to  its  total  radiation  at  lower  temperatures. 
Conversely,  high  efficiency  results  from  the  passage  of  a  large 
current ;  but  if  this  is  carried  too  far  the  life  of  the  filament, 
which  is  limited  by  the  gradual  evaporation  of  the  tungsten,  is 
unduly  shortened.  The  average  life  under  normal  conditions  is 
roughly  1500  hours  of  actual  running. 

It  is  evident  from  what  has  been  said  that  an  efficient  glow- 
lamp  must  contain  a  filament  of  high  melting-point.  The  melting- 
point  of  tungsten,  which  is  about  3000°  C,  is  the  highest  among 
the  metals.  Carbon  vaporises  at  about  3700°  C,  but  the  evapora- 
tion becomes  appreciable  very  much  below  this  point,  and  lamps 
with  carbon  filaments  cannot  be  advantageously  used  above 
1900°  C.  A  recent  advance  in  the  manufacture  of  tungsten 
lamps  has  been  to  place  the  filament  in  an  atmosphere  of 
nitrogen,  which  permits  the  use  of  even  higher  temperatures 
than  in  a  vacuum. 

The  Nernst  lamp  has  now  gone  out  of  general  use,  but  is 
employed  in  laboratories  for  lamp  and  scale  work,  since  practically 
all  the  light  comes  from  a  single  point.  It  consists  essentially 
of  a  short  stout  filament  composed  of  the  oxides  of  thorium  and 
cerium,  which  becomes  incandescent  when  heated  by  an  electric 
current  and  gives  off  a  brilliant  white  light.     As,  however,  the 
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Fig.  231 

filament  will  not  conduct  at  ordinary  temperatures  special  means 
have  to  be  adopted  for  heating  it,  as  indicated  in  Fig.  231,  which 
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shows  the  arrangement  of  the  complete  lamp.  A  represents 
the  filament  and  B  the  heating  coil,  composed  of  a  fine  platinum 
wire  contained  in  a  porcelain  tube.  (7  is  a  small  piece  of  iron 
shaped  somewhat  like  a  horse-shoe,  over  which  is  wound  a  coil  of 
wire  F  attached  to  C  at  one  end,  but  otherwise  insulated  from  it. 
The  iron  piece  D  is  attached  to  C  by  a  spring,  and  rests  normally 
against  another  metallic  piece  E,  thus  completing  the  circuit 
through  B.  As  soon  as  the  filament  A  becomes  hot  enough  to 
conduct,  a  current  passes  through  F  which  magnetises  the  iron 
core  and  attracts  the  moveable  piece  D.  The  heating,  circuit 
is  thus  automatically  broken. 

The  following  table  gives  the  approximate  efficiency  of  various 
lamps : 

Watts  per 
Lamp  candle-power 

Mercury  arc . .  . .  . .  . .  0-25 

Flame  arc 0-25 

Carbon  arc  . .  . .  . .  . .  0-5 

Tungsten  filament  lamp  in  nitrogen  0-5 

Tungsten  filament  lamp  in  vacuo  . .  1-25 

Nernst  lamp  . .  . .  . .  1-6 

Carbon  filament  lamp         . .  .  .  3-5 

Direct-current  supply  in  towns  is  at  a  constant  voltage,  usually 
about  220,  but  sometimes  100.  Hence  the  electrical  energy 
used  by  a  consumer  can  be  ascertained  by  measuring  the  total 
quantity  of  electricity  passing  through  the  circuit.  Ampere- 
hour  meters  on  the  electrolytic  principle  are  extensively  used. 

An  interesting  type  of  meter  is  the  Kelvin  watt-hour  meter, 
which  registers  the  power  consumed  on  direct  or  alternating 
current  circuits  in  any  interval  of  time.  It  consists  of  a  small 
commutator  motor  without  iron,  of  which  the  field  is  produced 
by  the  main  current  i  flowing  in  a  coil.  The  voltage  terminals 
are  connected  through  the  armature  and  also  through  a  compen- 
sating coil  assisting  the  field  coil.  The  armature  axle  carries 
an  aluminium  disc  which  lies  between  the  poles  of  a  permanent 
magnet.  When  the  impressed  voltage  is  V,  the  driving  couple 
on  the  motor  is  (Xi  -\-  (jlV)  V,  where  A  and  /x  are  constants,  and 
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the  retarding  couple  due  to  Foucault  currents  is  vddjdt.  Hence 
the  equation  of  motion  of  the  armature  is 

where  R  is  the  retarding  couple  due  to  friction.  On  integrating 
over  a  long  time  T  the  left-hand  side  becomes  negligible,  and  we 
have 

XW  +  fiV^T  -va-RT  =  0, 

where  W  =jiVdt  is  the  power  consumed  and  a  =  jdO  the  angle 
turned  through  by  the  armature.  The  compensating  coil  is  ad- 
justed as  nearly  as  possible  so  that  R  =  /aF^  Hence  XW  =  va. 
Thus  W  can  be  measured  by  means  of  a  clockwork  attachment 
which  registers  a. 
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163.     Experimental  evidence  for  Faraday's  laws.     We 

have  now  to  consider  the  laws  of  electrolytic  decomposition, 
which  were  dismissed  somewhat  briefly  in  Art.  57.  In  Faraday's 
original  experiments  the  first  step  was  to  investigate  carefully 
the  electrolysis  of  diluted  sulphuric  acid  in  order  to  see  whether 
consistent  results  could  be  obtained  irrespective  of  the  size  of 
the  electrodes,  the  absolute  magnitude  of  the  current,  and  the 
strength  of  the  acid.  The  method  was  to  place  several  voltameters 
in  series,  so  that  the  same  amount  of  electricity  must  pass  through 
all.  Thus  in  one  case  three  voltameters  were  placed  in  series, 
the  first  having  small  electrodes  of  platinum  wire  and  the  second 
having  plates  of  the  metal  as  electrodes,  while  in  the  third  the 
products  of  electrolysis  were  collected  separately,  instead  of 
together  as  in  the  first  two.  The  sum  of  the  volumes  of  hydrogen 
and  oxygen  in  the  three  cases  were  respectively  74-30,  73-25  and 
73-65  in  arbitrary  measure.  The  small  differences  that  occurred 
were  such  as  might  be  explained  by  the  solubility  of  the  gases 
in  the  liquid,  and  Faraday  concluded  that  the  greatest  accuracy 
was  obtained  with  sulphuric  acid  of  density  about  1-25,  collecting 
the  hydrogen  only. 

As  an  example  of  Faraday's  second  law  we  may  take  the 
electrolysis  of  lead  chloride  (PbClj).  Faraday  found  that  the 
mass  of  lead  deposited  was  to  the  mass  of  hydrogen  liberated 
from  a  water  voltameter  in  the  same  circuit  in  the  ratio  100-85 
to  1.  The  ratio  of  the  atomic  weights  is  207,  and  the  valency 
of  lead  is  here  2,  so  that  the  agreement  is  fairly  satisfactory. 
Similarly  the  amount  of  tin  deposited  from  stannous  chloride 
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(SnCla)  was  about  58  times  the  amount  of  hydrogen  liberated, 
the  ratio  of  the  atomic  weights  being  118. 

It  is  not  by  any  means  every  substance  that  lends  itself  to 
direct  investigation,  because  in  many  cases  there  are  disturbing 
reactions  which  mask  the  eiiect  sought  for.  Thus  Faraday  failed 
to  obtain  the  expected  amount  of  lead  by  electrolysis  of  fused 
lead  iodide,  and  attributed  the  discrepancy  to  the  formation  of 
a  periodide. 

Liipke  recommends  the  following  solutions  for  verifying 
Faraday's  second  law  by  a  simple  laboratory  experiment : 

(1)  Solution  of  3  grams  of  silver  nitrate  and  5  grams  of 
potassium  cyanide  in  200  c.c.  of  water ; 

(2)  Solution  of  3  grams  of  cuprous  chloride  in  hydrochloric 
acid,  diluted  with  200  c.c.  of  water ; 

(3)  100  grams  of  a  saturated  solution  of  copper  sulphate 
added  to  15  c.c.  of  nitric  acid  and  diluted  with  100  c.c.  of  water ; 

(4)  One  gram  of  stannic  chloride  dissolved  in  100  c.c.  of 
water  and  added  to  100  c.c.  of  a  saturated  solution  of  ammonium 
oxalate. 

These  are  placed  in  voltameters  with  clean  platinum  cathodes, 
in  series  with  a  water  voltameter.  The  following  is  the  result 
of  an  experiment  described  by  Liipke : 


Cation 

Valency 

Atomic  weight 
Valency 

Electrolytic 
deposition  in 
arbitrary  units 

Hydrogen 

(1)  Silver 

(2)  Copper 

(3)  Copper 

(4)  Tin 

1 

1 
1 
2 
4 

1-008 

107-88 

63-57 

31-78 

29-75 

1-008 

1090 

6i-l 

32-3 

28-6 

The  more  accurate  verifications  have  referred  mainly  to  the 
ratio  of  the  depositions  of  silver  and  copper.  Shaw,  working  with 
solutions  of  silver  nitrate  and  copper  sulphate,  tried  to  ascertain 
whether  there  was  any  error  due  to  the  solubihty  of  the  copper 
in  the  sulphate  solution,  by  arranging  his  results  in  the  order  of 
increasing  current-density.     The  results   did  not  entirely  agree 
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in  showing  that  this  was  the  only  cause,  but  when  corrected  in 
the  light  of  this  hypothesis  they  became  more  consistent.  Finally 
only  the  results  with  the  higher  current-densities  were  taken, 
and  no  correction  was  applied.  The  ratio  of  the  depositions  of 
silver  and  copper  was  found  to  be  3-3998,  while  the  value  to  be 
expected  on  the  basis  of  the  atomic  weights  is  3-3946. 

It  has  recently  been  shown  that  accurate  experiments  can 
be  made  with  a  cadmium  sulphate  solution.  Taking  silver  as 
a  standard,  the  value  112-31  is  obtained  for  the  atomic  weight 
of  cadmium,  the  accepted  value  from  chemical  data  being  112-40. 

164.     The    theory    of    electrolytic    dissociation.      The 

view  of  electrolysis  now  generally  adopted  rests  on  a  theory  of 
the  nature  of  solutions,  which  we  proceed  to  expound.  It  is 
desirable  in  the  first  place  to  get  clear  ideas,  from  the  physical 
point  of  view,  of  what  is  meant  by  atom  and  molecule.  According 
to  the  ordinary  definition,  an  atom  is  the  smallest  amount  of  an 
element  that  can  enter  into  chemical  combination.  The  physical 
molecule  is  the  smallest  amount  of  a  substance  capable  of  per- 
manent independent  existence,  as  in  the  kinetic  theory  of  gases. 
The  question  of  molecular  weight  is  partly  a  physical  one,  as  it  is 
based  in  simple  cases  on  Avogadro's  principle,  namely  that  the 
number  of  molecules  per  cubic  centimetre  of  a  gas  at  an  assigned 
temperature  and  pressure  is  a  definite  constant,  independent  of 
the  nature  of  the  gas.  This  principle,  which  cannot  be  regarded 
as  self-evident,  is  shown  in  the  kinetic  theory  of  gases  to  depend 
on  a  statistical  theorem,  that  of  the  equipartition  of  energy, 
namely  that  two  sets  of  molecules  in  presence  of  one  another  (as 
in  a  mixture  of  gases)  idtimately  reach  a  state  in  which  the 
average  kinetic  energy  of  a  molecule  of  either  kind  is  the  same. 
In  the  liquid  and  solid  states  of  aggregation  the  molecule  is 
defined  by  chemical  properties  which  cannot  be  discussed  here*. 
If  p  is  the  pressure  and  p  the  density  of  a  substance  in  gaseous 
form  at  absolute  temperature  6,  then  the  combined  laws  of  Boyle 
and  Gay-Lussac  are  expressed  by 

P  =  RpdlM (1), 

*  See  Nernst,  Theoretical  Chemistry,  pp.  165-7. 
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where  M  is  the  molecular  weight  and  R  the  universal  gas-constant 
=  8-31  X  10'. 

Somewhat  similar  considerations  apply  to  osmotic  pressures, 
though  the  subject  is  by  no  means  free  from  diflSbulty.  There 
seems,  however,  no  reason  to  doubt  the  conclusion  that  the 
osmotic  pressure  of  a  substance  in  dilute  solution  is  the  same  as 
would  be  produced  by  the  same  number  of  independent  particles 
existing  in  the  gaseous  form.  The  term  independent  particles 
is  used  intentionally  instead  of  molecules,  because  we  have  so 
far  no  means  of  knowing  what  happens  to  the  molecules  of  a 
substance  when  it  is  dissolved.  If  the  particles  were  really 
molecules  of  the  substance  the  osmotic  pressure  would  be  given 
by  an  equation  analogous  to  (1),  namely 

P  =  RceiM (2), 

where  c  is  the  concentration  of  the  solution  in  grams  per  c.c. 

If  this  equation  is  found  to  hold  good,  therefore,  we  may 
conclude  that  the  particles  in  solution  are  molecules. 

For  example,  Pfeffer  found  that  a  1  per  cent,  solution  of  cane 
sugar  in  water  had  the  osmotic  pressure  6-73  x  10^,  while  the 
above  formula  (c  =  1/100,  M  =  342)  gives  6-80  x  lO^. 

As  a  matter  of  fact,  most  of  the  experimental  work  has  been 
done  on  the  depression  of  the  freezing  point  of  dilute  solutions, 
which  is  easier  to  determine  than  the  osmotic  pressure.  This 
depression  is  connected  with  the  osmotic  pressure  by  the  equation 
S6  =  PQjJXp,  where  J  is  the  mechanical  equivalent  of  heat,  d  the 
absolute  temperature  of  freezing  of  the  solvent,  A  its  latent  heat 
of  fusion  and  p  its  density*.  Using  equation  (2)  we  find  for  water 
solutions  the  equation 

861  =  1850  -^  . 

This  equation  has  been  verified  in  the  case  of  cane  sugar  by 
Griffiths,  who  found  that  at  great  dilution  hO  =  1858c/M. 

If  each  molecule  of  the  dissolved  substance  gave  rise  on  the 
average  to  k  independent  particles  from  the  point  of  view  of 
osmotic  pressure,  instead  of  one,  the  last  equation  would  become 
86  =  I850kc/M.     The  factor  k  can  therefore  be  determined  by 

*  See  Whetham,  Theory  of  Solution,  pp.  122-6. 
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experiment.  It  is  found  that,  while  the  equation  8^  =  1850c/M 
holds  for  non-electrolytes  {k  =  1),  it  does  not  hold  for  electrolytic 
solutions,  for  which  h  exceeds  unity.  Thus  with  potassium 
chloride  at  extreme  dilution  Griffiths  found  that  8^  =  3720c/ M, 
indicating  that  k=  2  very  nearly.  The  following  table  gives 
some  other  results,  derived  chiefly  from  experiments  by  Loomis, 
Jahn  and  Bedford: 


Substance 

10^  c/M 

Factor  k 

Substance 

10=  c/M 

Factor  k 

H3PO1 

10 

1-52 

K2SO, 

1-0 

2-62 

BaCla 

1-0 

2-70 

KOH 

10 

1-86 

>» 

002 

302 

NaOH 

2-0 

1-87 

H2SO4 

01 

2-70 

KNO3 

1-0 

1-87 

>3 

0-03 

2-85 

NH4CI 

1-0 

1-93 

K2CO3 

1-0 

2-74 

NaCl 

2-5 

I'&S 

NaaCOj 

1-0 

2-75 

KBr 

2-5 

1-93 

MgCl^ 

1-0 

2-78 

NH4NO3 

1-0 

1-94 

HCl 

1-0 

1-95 

KaCr^O, 

very  dilute 

>302 

HNO3 

0-1 

1-97 

Na^SiOs 

10 

3-50 

KMnO^ 

0-06 

1-98 

K3Fe{CN)6 

0-02 

3-98 

MgSOj 

0-02 

2-00 

SnCl4 

10 

6-82 

With  certain  exceptions  the  values  of  Jc  have  a  remarkable 
tendency  towards  being  whole  numbers,  which  is  the  more  pro- 
nounced the  more  dilute  the  solution.  For  example,  in  dilute 
hydrochloric  acid  (h  =  1-95)  we  conclude  that  practically  all  the 
molecules  are  split  up  into  their  constituent  atoms.  The  weaker 
the  solution  the  less  chance  there  is  of  a  hydrogen  atom  meeting 
a  chlorine  atom  and  becoming  temporarily  united  with  it,  so  that 
we  should  expect  Jc  to  be  larger  in  this  case.  The  case  in  which 
k  approaches  the  value  3  is  attributed  to  the  presence  of  three 
dissociation  products,  it  being  necessary  to  suppose  that  complete 
dissociation  is  not  so  easy  to  attain ;  and  similarly  the  other 
figures  receive  a  more  or  less  satisfactory  explanation.  The  chief 
difficulty  occurs  with  stannic  chloride,  which  has  the  factor 
k  =  6-82  while  yielding  at  the  most  five  atoms.  Loomis  attributes 
this  to  certain  disturbing  effects. 

This  theory  of  electrolytic  dissociation,  namely  that  the  molecules 
of  electrolytic  solutions  are  spUt  up  to  a  greater  or  less  degree 
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€ven  in  the  absence  of  electric  force,  was  first  clearly  enunciated 
by  Arrhenius  in  1887.  Among  known  solvents,  water  is  the  one 
which  most  readily  produces  dissociation.  This  has  been  attri- 
buted by  Nernst  to  its  high  dielectric  constant,  which  would 
tend  to  weaken  the  attraction  between  the  products  of  dissociation, 
assuming  these  to  be  charged. 

165.  Ionic  theory  of  electrolysis.  A  neutral  molecule, 
as  has  already  been  said,  is  regarded  as  containing  a  certain  normal 
number  of  electrons.  It  is  to  be  supposed  that  one  or  more  of 
these  electrons  are  effective  in  holding  the  molecule  together : 
if  an  element,  in  holding  the  component  atoms  together,  and  if 
a  compound,  in  linking  the  constituents.  We  have  seen  in  the 
last  article  that  in  many  cases  the  molecules  of  a  body  in  solution 
a,re  wholly  or  partly  dissociated,  and  we  shall  modify  the  phrase- 
ology of  Faraday  by  giving  to  these  parts  the  name  of  ions.  Since 
all  such  solutions  conduct  electricity  we  conclude  that  the  separate 
ions  are  charged ;  that  is,  that  one  of  the  dissociation  products 
contains  one  or  more  electrons  in  excess  while  others  are  in  defect. 
The  number  of  extra  electrons  in  either  case  will  be  provisionally 
called  the  valency  of  the  ion. 

On  this  view  the  primary  function  of  the  electrodes  in  electro- 
lysis is  to  maintain  a  field  of  force  in  the  liquid.  A  positively 
charged  ion  (or  cation)  is  dragged  along  by  the  field  and  ultimately 
appears  at  the  cathode,  provided  that  no  secondary  reaction 
takes  place.  The  negatively  charged  ions  (or  anions)  move  back- 
wards along  the  lines  of  force  and  may  appear  at  the  anode. 

We  have  now  to  show  that  the  ionic  theory  accounts  for 
Faraday's  laws  of  electrolysis.  Let  e  be  the  charge  on  the 
electron,  M  the  atomic  or  molecular  weight  of  an  ion  and.j)  its 
valency.  Then  we  should  expect  the  passage  of  a  charge  fe  to 
correspond  to  the  transfer  of  an  amount  AM  of  the  ion,  where 
A  is  some  constant.  Hence  the  mass  of  the  ion  liberated  by  unit 
charge  is  fiM/p,  where  fi  =  A/e  is  also  a  constant.  This,  however, 
is  precisely  what  would  be  given  by  Faraday's  laws,  provided  that 
the  number  p  is  identified  with  the  chemical  valency.  Reviewing 
the  theory  as  a  whole,  therefore,  we  find  that  it  involves  the 
following  hypotheses : 


374  ELECTROLYSIS  [CH. 

(1)  A  chemically  univalent  ion  carries  a  certain  definite 
elementary  charge  e  independent  of  its  nature ; 

(2)  A  j)-valent  ion  carries  a  charge  fe. 

The  first  hypothesis,  as  was  pointed  out  by  Helmholtz  in  1881, 
is  sufiicient  of  itself  to  lead  to  the  theory  of  the  atomic  constitution 
of  electricity.  From  our  present  point  of  view,  Faraday's  laws  of 
electrolysis  form  an  experimental  confirmation  of  electron  theory. 

This  conclusion  is  not  invalidated  when  secondary  actions 
occur  at  the  electrodes,  for  we  may  suppose  that  the  ion,  instead 
of  being  liberated,  enters  into  combination  and  releases  a  chemically 
equivalent  amount  of  some  other  substance.  The  amount  of 
matter  actually  liberated  has  therefore  the  same  relation  to  the 
charge  as  if  the  liberation  had  been  caused  by  direct  transfer 
of  ions. 

As  regards  the  constitution  of  the  ions  in  hquids,  we  notice 
that  in  the  electrolysis  of  hydrochloric  acid  hydrogen  appears 
at  the  cathode  and  therefore  carries  a  positive  charge,  the  chlorine 
ion  carrying  an  equal  and  opposite  charge.  The  separation  of 
the  molecules  of  the  solute  into  cations  consisting  of  hydrogen 
or  metals,  and  anions  consisting  of  halogens  or  basic  radicles, 
is  typical  of  those  electrolytes  for  which  It,  approaches  2.  It  is 
natural  on  other  grounds  to  suppose  that  the  line  of  cleavage  is 
drawn  in  this  way,  since  the  basic  radicles  (NO3,  SO4,  etc.)  show 
great  chemical  stability  in  that  they  will  bodily  replace  the 
halogens  in  compounds.  Thus  the  simplest  type  of  dissociation 
is  exhibited  by  the  equations 

HCl     =  H  +  01, 

KN03  =  K  +  N03, 
and  so  on. 

In  magnesium  sulphate,  however,  the  SO4  radicle  is  divalent 
and  therefore  carries  a  double  (negative)  charge.  Hence  we 
can  also  have  the  type 

MgS04  =  Mg+s64. 

Three  ions  must  arise  from  the  molecule  when  Iz  approaches  3. 
The  type  is  that  of  sulphuric  acid 

H2S04=H  +  H  +  Sa, 
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agreeing  with  the  charges  assigned  to  the  H  and  SO4  ions  in  other 
cases.     There  is  also  the  complementary  type  represented  by 

BaCla  =  Ba  +  CI  +  CI. 
The  evidence  from  osmotic  pressure  is  less  definite  for  the  higher 
values  of  h. 

It  must  not  be  concluded  that  the  charge  on  an  ion  is  the 
same  under  all  conditions.  Thus  the  dissociation  of  ferrous 
chloride  may  be  expected  to  be  represented  by 

FeCl2  =  Fe  +  CI  +  CI, 
while  that  of  ferric  chloride  is  similarly 

FeClg  =  Fe  +  CI  +  CI  +  CI. 
The.  electrochemical  equivalents   of  the  more  common  ions 
are  given  in  the  following  table,  expressed  in  grams  per  coulomb. 
The  values  are  not  directly  observed,  but  calculated  in  terms 
of  silver  as  the  standard. 


Cations  ( +  charge) 

Anions  ( -  charge) 

1 

■=  Electrochemical 
^         equivalent 

1- 
S.SP 

i 

■3 

11 

lo-'x 

H     

1-008 

1 

1-045 

0 

16 

2 

8-291 

NH4 

18-04 

1 

18-7 

OH      ... 

1701 

1 

17-63 

Na 

23 

1 

23-83 

P 

19 

1 

19-69 

K     

39-1 

1 

40-52 

ON       ... 

26-01 

1 

26-96 

Fe  (ferrous  salts)  ... 

1     55-85    1 

2 

28-94 

S 

32-07 

2 

16-62 

(ferric  salts) 

3 

19-29 

CI 

35-46 

1 

36-75 

Cu  (cuprous  salts) . . . 

63-57   1 

1 

65-88 

CAO^ 

59-02 

1 

61-16 

(cupric  salts)    ... 

2 

32-94 

C03   ... 

60 

2 

31-09 

Zn 

65-37 

2 

33-87 

N03  ... 

62-01 

1 

64-26 

Ag 

107-88 

1 

111-8 

SiOa     ... 

76-3 

2 

39-54 

Cd 

112-4 

2 

58-2 

Br 

79-92 

1 

82-82 

Sn  (stannous  salts) 

i"»    1 

2 

61-66 

CIO3     ... 

83-46 

1 

86-5 

(stannic  salts)  ... 

4 

30-83 

SO,      ... 

96-07 

2 

49-78 

Ba 

137-37 

2 

71-2 

CrO,    ... 

116 

2 

60-11 

Hg  (merourous  salts) 

1  200        1 

1 

207 

I 

126-92 

1 

131-5 

(mercuric  salts) 

2 

103-5 

BrOa    ... 

127-92 

1 

132-6 

Pb 

207-1 

2 

107-3 
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166.     Physical  constants  connected  with  electrolysis. 

There  is  an  important  relation  connecting  the  elementary  charge 
e  with  the  number  of  molecules  iV  of  a  gas  at  temperature  15°  C. 
and  at  a  pressure  of  760  mm.  of  mercury.  Under  these  conditions 
it  is  known  that  1  coulomb  liberates  0-123  c.c.  of  hydrogen.  Since 
each  molecule  corresponds  to  the  passage  of  a  charge  2e,  we  have 
0-246  Ne=  1  coulomb  =  3  x  10*  electrostatic  units,  so  that 

Ne==l-22  X  10" (3), 

where  e  is  expressed  in  electrostatic  units. 

Further,  let  ?«^  be  the  mass  of  a  hydrogen  atom.  Since 
each  molecule  contains  two  atoms,  and  the  density  of  hydrogen 
at  15°  C.  and  at  a  pressure  of  760  mm.  of  mercury  is  8-517  x  10"*, 
we  have  2NmB  =  8-517  x  10"^,  or 

N7ns  =  4-26  X  10"^ 

Combining  this  with  equation  (3),  we  have 

~  =  2-87  X  10" (4). 

The  value  of  N  can  be  found  from  a  study  of  the  Brownian 
movement  in  liquids,  as  was  shown  by  Perrin*.  Taking  his 
latest  value  N  =  2-90  x  10",  we  find  that  e  =  4-2  x  10-",  but 
this  number  differs  sUghtly  from  that  obtained  in  other  waysf. 
In  this  book  we  shall  adopt  the  value 

e  =  4-75  X  10-"E.s.u (5).' 

Combined  with  equation  (4),  this  gives 

m^=  1-65  X  10-2* (6), 

and  hence  we  can  find  the  mass  of  any  molecule  of  known 
molecular   weight. 

If  m  is  the  mass  of  an  ion  or  molecule  of  atomic  or  molecular 
weight  M,  it  follows  from  (4)  that 

e_  _  2-87  X  10" 
m 


M         (^)- 


This  equation  holds  whatever  value  of  e  is  adopted. 

*  See  J.  Perrin,  Les  Atomes.     Paris,  F.  Alcan. 
t  Cf.  Art.  212. 
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167.     Polarisation   and   secondary   actions.     The  e.m.f. 

of  polarisation  for  various  applied  potentials  may  be  measured 
by  the  method  shown  in  Fig.  232.  For  this  purpose  we  require 
a  source  of  electromotive  force  which  can  be  varied  by  small 


Fig.  232 


stages  from  zero  up  to  about  5  volts.  A  low-voltage  direct- 
current  generator,  which  can  be  excited  separately  by  various 
currents,  is  very  convenient.  The  electrolyte  is  contained  in  a 
voltameter  with  electrodes  E,  E,  one  of  which  is  earthed.  The 
other  is  joined  through  a  key  K  to  the  insiilated  prong  5  of  a 
tuning-fork  making  contact  alternately  with  the  points  A,  C 
connected  to  the  generator  and  an  electrometer  respectively. 
When  the  key  is  up  the  electrometer  quickly  takes  up  the  potential 
V  of  the  generator,  the  absolute  magnitude  of  which  is  given  by 
a  voltmeter  attached  to  its  terminals.  When  the  key  is  down 
the  potential  V  is  applied  to  the  electrolytic  cell  as  long  as  B  is 
joined  to  A,  and  when  B  is  joined  to  C  it  communicates  to  the 
electrometer  a  potential  equal  to  the  e.m.p.  of  polarisation  in 
the  cell.  This  method  is  applicable  in  the  case  of  small  electro- 
lytic cells,  whose  polarisation  b.m.f.  would  disappear  rapidly  if 
they  were  joined  directly  to  a  voltmeter. 

Fig.  233  shows  the  relation  of  polarisation  to  applied  e.m.f 
for  dilute  sulphuric  acid  between  electrodes  of  platinum  foil. 
When  V  is  small  the  polarisation  e.m.f.  is  nearly  equal  to  F, 
and  there  is  no  appreciable  electrolysis.     But  as  V  increases  the 
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polarisation  e.m.f.  tends  to  a  maximum  value  which  in  this  case 

is  about  2  volts,  but  depends  very  much  on  the  state  of  the 

electrodes. 

Dilute  sulphuric  acid,  platinum  electrodes 

3 


<<, 

V 

/ 

^-^  Solaris 

ATION       E.M.I 

/ 

12  3  4  5 

Applied  E.M.F.  (volts) 

rig.  233 

Except  from  the  statement  that  polarisation  is  due  to  the 
formation  of  an  electrical  "  double  layer  "  on  or  near  the  electrodes, 
i.e.  a  layer  of  positively  charged  particles  in  face  of  a  layer  of 
negatively  charged  ones,  no  physical  theory  of  the  phenomenon 
seems  to  have  been  offered. 

The  electrolysis  of  copper  sulphate  with  copper  electrodes, 
as  we  have  seen,  results  in  a  loss  of  copper  by  the  anode  and  an 
equal  gain  by  the  cathode.  Phenomena  of  this  kind  are  classed 
under  the  title  of  secondary  reactions,  and  must  occur  when  one 
of  the  ions  in  the  Hquid  (here  the  SO4  anion)  is  a  radicle  incapable 
of  permanent  separate  existence.  In  such  cases  the  ion  in 
question  combines  with  the  matter  of  the  electrode  or  solvent 
and  causes  the  Hberation  of  some  secondary  product.  In  the 
copper  voltameter  the  SO4  ion  attacks  the  anode  with  the 
formation  of  copper  sulphate,  with  the  result  that  the  solution 
is  not  weakened  by  electrolysis.  With  a  platinum  anode  the 
radicle  attacks  the  water  in  preference  to  the  metal,  and  oxygen 
is  Uberated,  the  reaction  being 

2H20  +  2S04  =  2H,S04+02. 
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The  electrolyte  therefore  becomes  more  and  more  acid  at  the 
expense  of  the  salt. 

The  liberation  of  the  dissociation  products  of  water  from 
weak  solutions  of  salts  or  acids  depends  on  a  similar  reaction. 
Thus  in  the  case  of  sulphuric  acid  the  ions  actually  present  in 
'the  liquid  are  two  hydrogen  cations  to  every  SO4  anion.  The 
hydrogen  is  directly  Uberated,  and  the  SO4  ion  takes  part  in  the 
above  reaction  at  the  anode,  thus  conserving  the  strength  of  the 
acid  solution  throughout. 

Other  examples  of  secondary  action  can  be  given,  which  we 
shall  not  consider  here.  It  is  interesting  to  notice  the  difference 
in  chemical  behaviour  between  the  charged  ion,  moving  unaltered 
through  the  liquid,  and  the  same  ion  when  discharged,  which 
may  attack  the  electrode  or  the  solvent. 


168.  Accumulators.  Accumulators  (see  Art.  58)  are  very 
convenient  for  laboratory  purposes,  as  they  give  an  extremely 
constant  electromotive  force  over  the  interval  of  time  required 
for  an  ordinary  experiment.  The  "  Exide  "  accumulator,  made 
by  the  Chloride  Electric  Storage  Company,  is  an  example  of  a 
good  modern  accumulator.  A  grid  on  each  electrode  holds  the 
active  material,  which  is  thereby  prevented  from  falling  away 
when  in  use.  The  plates  are  separated  by  wooden  partitions, 
rendered  porous  by  a  special  treatment, 
which  keep  the  plates  safely  apart  and 
are  found  not  to  add  to  the  internal 
resistance  of  the  cell.  Bach  cell  con- 
tains about  a  dozen  positive  and  a  like 
number  of  negative  plates,  contained 
in  celluloid  boxes,  and  two  cells  in 
series  form  a  four-volt  accumulator 
(Fig.  234)  suitable  for  laboratory  work. 
As  illustrating  the  proper  treatment  of 
accumulators,  we  may  mention  that 
one  of  these  cells,  which  will  deliver 
1  ampere  continuously  for  20  hours, 
should  first  be  filled  with  the  purest 
sulphuric    acid    diluted    with   distilled  pig.  234 
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water  till  its  density  is  1-25.  It  is  then  charged  at  the  rate  of 
2  amperes  for  at  least  40  hours,  when  gas  is  evolved  freely  from 
all  the  plates.  Subsequent  charging  can  be  done  at  the  rate  of 
4  amperes  for  10-15  hours,  or  in  any  case  till  each  cell  gives  a 
potential-difference  of  2-55  volts.  Loss  of  liquid  by  evaporation 
is  made  up  by.  the  addition  of  distilled  water. 

The  Edison  accumulator  is  unique  in  not  employing  lead 
and  sulphuric  acid.  The  positive  plate  is  of  nickel  oxide  and  the 
negative  of  iron  oxide,  subjected  to  a  special  process,  the  electro- 
lyte being  a  20  %  solution  of  potassium  hydroxide.  The  e.m.f. 
of  each  cell  is  1-2  volts,  and  it  is  claimed  that  more  power  can 
be  obtained,  weight  for  weight,  than  from  the  lead  accumulator. 
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The  changes  of  the  difference  of  potential  between  the  terminals 
of  a  lead  accumulator  during  charging  and  discharge  are  shown 
in  Fig.  235,  which  gives  the  results  of  a  typical  experiment  (Cohen 
and  Donaldson).  It  will  be  noticed  that  while  practically  all 
the  electricity  used  in  charging  is  recovered  on  discharge,  the 
latter  occurs  throughout  at  a  lower  voltage,  so  that  by  no  means 
all  the  energy  is  recoverable.  The  charging  energy  is  represented 
by  iV^de  and  the  electrical  work  available  on  discharge  by 
^y^de,  where  Fj,  V^  are  the  ordinates  of  the  upper  and  lower 
curve  respectively  for  the  abscissa  e.  In' this  way  we  find  that 
about  5-3  X  10^^  ergs  are  used  in  charging  the  accumulator,  of 
which  only  4-4  x  10^^  ergs  are  recovered,  giving  an  efficiency 
of  83  per  cent.  This  is  a  very  favourable  value,  which  is  not 
usually  approached  under  the  conditions  of  practical  working. 

The  chemistry  of  lead  cells  is  complicated  and  difficult.  It 
is,  however,  most  generally  maintained  that  the  principal  part 
of  the  reaction  is  as  follows.  At  the  end  of  a  normal  discharge 
both  electrodes  are  covered  with  a  layer  of  lead  sulphate,  PbS04. 
When  charging  begins  the  hydrogen  proceeding  from  the  electro- 
lysis of  sulphuric  acid  reacts  with  the  lead  sulphate  at  the  cathode 
and  forms  metallic  lead  according  to  the  equation 

H2  +  PbS04  =  Pb  +  H2SO4. 

At  the  anode  the  sulphate  ion  SO4  reacts  with  the  lead  sulphate 
and  the  water  of  dilution  to  form  lead  peroxide  and  sulphuric 
acid,  thus: 

SO4  +  PbSOi  +  2H2O  =  PbOa  +  2H2SO4. 

Hence  the  passage  of  one  coulomb  round  the  circuit  is  accompanied 
by  the  disappearance  of  one  equivalent  of  sulphuric  acid ;  but 
three  equivalents  are  formed  by  secondary  action,  so  that  the 
strength  of  the  acid  increases  during  charging.  This  process 
continues  until  the  anode,  which  is  to  become  the  positive  pole 
of  the  accumulator,  is  covered  with  a  layer  of  lead  peroxide  and 
the  cathode  with  a  layer  of  pure  lead ;  the  potential-difference 
then  being  about  2-2  volts.  Further  charging  results  in  the 
Hberation  of  free  hydrogen  and  oxygen  from  the  electrodes, 
coupled  with  a  sharp  rise  in  the  potential.  Potentials  above 
2-3  volts  are  somewhat  spurious,  as  they  disappear  very  quickly 
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on  cessation  of  charging,  even  when  no  current  is  taken  from 
the  cell. 

During  normal  discharge  the  current  flows  inside  the  cell  from 
the  negative  to  the  positive  pole,  the  latter  forming  the  cathode 
in  the  electrolysis  of  the  acid.  The  reaction  at  the  positive  pole 
is  given  by 

Ha  +  PbOa  +  H2SO4  =  PbS04  +  2H2O, 

and  that  at  the  negative  pole  by 

Pb  +  SO4  =  PbS04. 

The  visible  reactions  are  therefore  exactly  reversed,  the  acid 
becoming  weaker  and  lead  sulphate  appearing  at  both  poles. 
It  is  generally  inadvisable  to  discharge  the  cell  to  a  potential- 
difference  lower  than  l-S  volts. 

169.  Measurement  of  electrolytic  resistance.  Kohl- 
rausch  was  the  first  to  show  that,  when  the  effects  of  polarisation 
are  eliminated  or  avoided,  electrolytes  obey  Ohm's  law  and  have 
a  real  resistance.  If  small,  rapidly  alternating  currents  are  used, 
and  electrodes  of  sufficient  size,  the  products  of  polarisation  form 
but  a  very  thin  layer  on  the  surface  and  are  in  no  case  actually 
liberated.  Under  these  circumstances  it  is  reasonable  to  suppose 
that  the  polarisation  e.m.f.,  whose  direction  is  opposed  to  that  of 
the  impressed  e.m.p.,  is  proportional  to  the  charge  e  that  has 
passed  up  to  the  time  considered.  Assuming  provisionally  the 
existence  of  a  resistance  R  in  the  electrolyte,  the  current  i  is 
given  by 

Ri  =  V  —  Pe, 

where  v  is  the  applied  e.m.f.  and  P  a  constant.  Writing 
V  =  V  cos  pt,  and  remembering  that  i  =  de/dt,  we  find 

j^di  TT      • 

Kji  +  i'i^—  K^  sm  ft. 


dt 
Hence  i  = 


-lcosy^-_^smyiJ 
pa 

It  follows  that,  if  P  is  small  in  comparison  with  Rf,  the  current 
does  not  differ  much,  either  in  amplitude  or  phase,  from  its  value 
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V  COS  pt/R  in  the  absence  of  polarisation.  The  coefficient  P  is 
smaller  the  greater  the  surface  of  the  electrode.  A  large  effective 
surface  can  be  obtained  with  quite  small  electrodes  by  depositing 
on  them  platinum  in  a  finely  divided  form.  These  considerations 
enabled  Kohlrausch  to  enunciate  the  conditions  favourable  to 
success  with  electrolytes;  namely  high  frequency  of  alternation, 
moderately  large  resistance,  and  platinised  electrodes. 

The  method  of  carrying  out  the  measurement  is  as  follows. 
The  platinum  electrodes  of  the  electrolytic  cell  are  first  cleaned 
in  a  solution  of  sulphuric  acid  and  potassium  bichromate,  washed 
well  and  placed  in  the  platinising  liquid.  This  consists  of  3  grams 
of  chloroplatinic  acid  and  -02  gram  of  lead  acetate  dissolved  in 
100  c.c.  of  water.  A  small  current  is  passed  between  the  electrodes 
so  that  there  is  a  slight  but  steady  evolution  of  gas,  arid  is  reversed 
at  intervals  until  both  electrodes  are  covered  with  a  fine  coating 
of  platinum  black.  The  electrodes  are  then  placed  in  dilute 
sulphuric  acid  and  a  current  passed  in  both  directions  in  order 
to  remove  the  last  traces  of  the  platinising  solution.  They  are 
then  washed  well  with  distilled  water  and  replaced  in  the  electrolytic 
cell.  This  may  be  of  the  form  shown  in  Fig.  236  if  the  electrolyte 
is  a  bad  conductor  :  for  better  conductors  one 
like  that  in  Fig.  237,  but  without  the  side 
tubes,  is  more  suitable.  The  electrolytic  cell 
must  be  of  insoluble  Jena  glass  and  the  con- 
tents kept  at  a  constant  temperature  by 
means  of  a  thermostat,  on  account  of  the 
large  variation  of  resistance  with  tempera- 
ture. 

The  measurement  of  resistance  is  made  on 
the  Wheatstone's  bridge.  The  alternating 
current  is  furnished  by  a  high-frequency 
alternator  or  a  small  induction  coil,  and  the  Fig.  236 

galvanometer  is  replaced  by  a  telephone 
receiver  (cf.  Art.  133).  The  usual  relation  between  the  resistances 
in  the  arms  of  the  bridge  holds  when  no  sound  is  heard  in  the 
telephone.  In  practice,  traces  of  inductance  and  capacity  in  the 
arms  may  prevent  this  condition  from  being  actually  realised, 
and  all  that  is  heard  is,  a  minimum  sound  in  the  telephone. 
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The  existence  of  a  definite  resistance  is  proved  by  the  agreement 
of  the  results  obtained  under  different  experimental  conditions^ 
In  one  of  his  many  experiments  performed  with  this  end  in  view, 
Kohlrausch  measured  the  ratio  of  the  resistances  of  various 
solutions  in  containing  vessels  A,  B,  with  the  following  result : 


Solution 

Method  of  measurement 

RaIRb 

NaCl     ... 

KCl       '.'. 
HCl       ... 
H2SO4  ... 

Alternator  and  dynamometer 

Coil  and  djmamometer 

Coil  and  telephone 

JJ                             5) 

22-676 
22-693 
22-697 
22-652 
22-683 
22-686 

Kohlrausch  showed  further  that  the  error  due  to  inductance, 
and  capacity  in  ordinary  resistance  boxes  was  negligible  for  coils 
up  to  1000  ohms. 

The  following  method  of  measuring  liquid  resistance  is  in 
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Fig.  237 


use  in  the  Electrical  Laboratory,  Oxford.  The  electrolytic  cell, 
in  addition  to  the  ends  carrying  the  electrodes  AB,  has  two  side- 
tubes  B,  C  fixed  on  to  the  main  tube.  Let  it  be  required  to 
find  the  resistance  in  the  tube  between  B  and  C.     The  resistance 
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R  is  fixed  at  a  suitable  amount,  and  S  +  T  is  also  kept  constant 
during  the  experiment.  In  this  way  currents  i,  j  are  made  to 
flow  through  the  electrolytic  cell  and  shunt  circuit  respectively. 
The  electrometer,  here  shown  connected  to  B,  can  also  be  connected 
to  the  electrode  A  or  the  tube  C  at  will.  The  shunt  resistances 
are  altered  in  each  case  until  the  electrometer  shows  no  deflexion. 
If  Si,  S2,  S3  are  the  values  of  S  when  the  electrometer  is  connected 
to  A,  B,  C  respectively,  we  have 

Ri  =  SJ 

and  (resistance  of  BC)  i  =  {S^  —  S^)  j. 

Hence  resistance  of  BG  =  R  -^ — ". 

Si 

This  method  eliminates  altogether  any  contact  difference  of 
potential  between  the  liquid  and  the  rod  inserted  in  the  side  tubes. 

170.  Conductivity  of  electrolytes.  When  the  current 
flows  in  straight  lines  between  the  electrodes,  as  in  Fig.  236,  the 
value  of  the  conductivity  a  of  the  electrolyte  can  be  deduced 
from  the  measurements.  If  A  is  the  available  area  of  the 
electrodes,  d  their  distance  apart  and  R  the  measured  resistance, 
we  have 

^-^ («)• 

Similar  considerations  apply  to  the  case  in  which  the  electrolyte 
is  contained  in  a  tube. 

The  water  of  solution  has  always  an  appreciable  conductivity, 
which  must  be  taken  into  account  in  weak  solutions.  The  con- 
ductivity of  ordinary  distilled  water  is  of  the  order  2  x  10"^ ; 
for  good  specimens  ct  may  be  as  low  as  6  x  10"''.  The  existence 
of  a  limiting  conductivity  for  very  weak  solutions  is  clearly 
shown  in  Fig.  238,  which  represents  the  results  of  some  experiments 
by  Whetham  on  sulphuric  acid  at  extreme  dilution. 

Kohlrausch  and.  Heydweiller  found  that  when  water  was 
very  carefully  purified  by  distillation  in  vacuo  its  conductivity 
was  about  4-3  x  10~*  Although  every  purification  of  water 
causes  a  reduction  in  its  conductivity,  yet  there  is  reason  to  believe 
that  absolutely  pure  water  still  conducts  appreciably.  This  is 
'     p.  E.  25 
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interesting  in  indicating  the  presence  of  a  slight  degree  of  natural 
dissociation  in  water. 
2- Or 


0  1  2  3  4  5  6 

Millionths  of  1  gram  sulphuric  acid  in  1  gram  solution 
Fig.  238 

The  following  table,  due  to  Kohlrausch,  gives  the  conductivities 
of  some  concentrated  solutions  at  18°  C.  in  absolute  measure 
(reciprocal  ohms  per  centimetre  cube).  The  strengths  of  the  solu- 
tions are  expressed  in  percentages  of  solute  in  the  whole  by  weight. 


> 

5% 

10% 

20% 

30% 

40% 

50% 

60% 

70% 

80% 

KCl 

NH4CI 

NaCl 

K2SO4 

MgS04 

ZnSOj 

CdSOj 

CUSO4 

AgNOs 

KOH 

XaOH 

HCl 

HNO3 

H2SO4 

•069 
•092 
•067 
•046 
•026 
•019 
•015 
•019 
•026 
•172 
•195 
•395 
•258 
•209 

•136 
•178 
•121 
•086 
•041 
•032 
•025 
•032 
■048 
•315 
•309 
•630 
•461 
•392 

•268 
•337 
•196 

•048 
•047 
•039 

•087 
■499 
•328 
•762 
•711 
■653 

•044 
■044 

•124 
•542 
•207 
•662 
•785 
■740 

■157 
•450 
•121 
•515 
•733 
•680 

•186 

•082 

■631 
•541 

•210 

•513 
•373 

•396 
•216 

•267 
•111 
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Fig.  239  shows  the  relation  of  conductivity  to  temperature 
for  normal  solutions*  of  certain  salts.     At  ordinary  temperatures 
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the  rise  of  conductivity  of  salt  solutions  is  of  the  order  of  2  per 
cent,  per  degree,  of  acids  somewhat  less.  It  is  clear,  therefore, 
that  care  is  necessary  in  measuring  the  temperature,  and  in 
keeping  it  uniform,  if  accurate  results  are  to  be  obtained. 

171.  Voltaic  cells.  Faraday's  laws  give  the  connexion 
between  the  amount  of  chemical  action  in  a  voltaic  cell  and  the 
charge  that  has  passed ;  but  we  require  some  further  explanation 
of  their  mode  of  working.  For  example,  in  a  Daniell  cell  made 
of  pure  materials,  very  little  zinc  dissolves  as  long  as  the  cell 
remains  on  open  circuit ;  but  as  soon  as  the  circuit  is  completed 
the  zinc  terminal  begins  to  dissolve  fairly  rapidly,  while  copper 
is  deposited  on  the  copper  terminal.  Nernst  has  given  an 
interesting  theory  of  these  phenomena,  which  we  shall  now 
explain. 

The  theory  is  based  on  the  fact  that  all  metallic  ions  are 
cations,  and  therefore  positively  charged.  It  follows  that  a 
metal  dipped  in  pure  water  tends  to  go  into  solution  positively 

*  A  normal  solution  is  one  which  contains  M  grams  of  the  dissolved  substance 
per  litre,  where  M  is  the  molecular  weight.  It  follows  from  Art.  166  that  1  c.c.  of 
such  a  solution  contains  a  definite  number  (6'15  x  10™)  of  molecules,  irrespective 
of  the  nature  of  the  dissolved  substance. 

25—2 
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charged,  leaving  the  metal  charged  negatively.  This  can  be 
verified  easily  with  the  aid  of  an  electrometer.  The  amount  of 
the  metal  actually  dissolved  is  very  small,  for  the  positive  charge 
in  the  liquid  creates  a  field  of  electric  force  tending  to  prevent 
any  more  ions  leaving  the  metal  with  a  positive  charge,  and 
thus  a  limit  to  the  amount  of  solution  is  soon  reached.  For 
the  sake  of  illustration,  suppose  that  the  metal  is  in  the  form  of 
a  spherical  shell  entirely  surrounding  the  water,  say  of  10  cm. 
radius.  In  order  to  produce  at  the  surface  an  electric  force  of 
1  volt  per  centimetre,  or  1/300  electrostatic  units,  the  charge  e 
in  the  liquid  is  given  by  e/100  =  1/300,  or  e  =  ^.  This  corre- 
sponds to  about  7  X  10*  ions  in  solution.  Large  as  this  number 
seems,  it  represents  the  solution,  relatively,  of  a  very  small 
amount  of  metal,  since  a  layer  of  metal  one  molecule  thick  over 
the  surface  contains  about  10^*  molecules. 

Another  factor  comes  into  play  when  metals  are  immersed 
in  solutions  of  their  salts.  Here  the  metallic  ions  already  present 
tend  to  separate  out  on  the  metal  after  giving  up  their  positive 
charge  to  it.  Thus  copper  becomes  positively  charged  by  contact 
with  a  concentrated  solution  of  copper  sulphate. 
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Cu 
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ZnSO,             1 

CuSO« 

Fig.  240 

In  the  case  of  the  Daniell  cell  we  suppose  that  zinc  tends  to 
go  readily  into  solution.  Thus  in  a  short  time  the  electrolyte 
is  charged  positively  and  the  zinc  terminal  negatively.  Now 
the  positive  charge  in  the  liquid,  which  resists  the  solution  of  the 
zinc,  tends  equally  to  deposit  positive  ions  on  the  copper  terminal^ 
in  this  way  assisting  the  action  of  the  copper  sidphate  solution. 
Thus  copper  will  dissolve  less  than  it  would  normally,  and  may 
have  ions  deposited  on  it  instead  even  in  a  weak  solution.     Under 
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these  conditions  the  state  of  the  cell  is  as  shown  in  Fig.  240.  On 
open  circuit  the  actual  amount  of  solution  and  deposition  on 
making  up  the  cell  is  very  small,  as  already  explained,  the  main 
result  being  that  the  potential  of  the  copper  is  higher  than  that 
of  the  zinc.  On  completing  the  circuit  extra  electrons  from  the 
zinc  pass  over  into  the  copper :  the  negative  charge  on  the  zinc 
tends  to  diminish,  so  that  more  zinc  is  enabled  to  dissolve. 
Similar  but  opposite  effects  occur  at  the  other  terminal,  and  thus 
the  process  goes  on  continually.  It  follows  from  this  theory 
that  the  e.m.f.  of  the  cell  will  increase  if  anything  is  done  to 
promote  solution  of  the  zinc  or  deposition  of  copper,  i.e.  if  the 
zinc  sulphate  solution  is  diluted  or  the  copper  sulphate  solution 
made  stronger.     This  is  found  to  be  the  case. 

Similar  considerations  to  those  which  apply  to  metals  also 
hold  for  hydrogen.  It  has  a  tendency  to  go  into  solution  in  the 
form  of  positive  ions.  It  can  therefore  be  driven  out  of  the  ionic 
and  into  the  gaseous  form  at  surfaces  where  there  is  sufficient 
electric  force,  directed  away  from  the  liquid.  We  can  thus  explain 
not  only  the  evolution  of  hydrogen  at  a  cathode  in  electrolysis, 
but  also  the  spontaneous  decomposition  of  water  by  the  alkali 
metals.  On  this  theory  potassium,  for  example,  has  such  a 
great  tendency  to  go  into  solution  that  the  resulting  electric 
force  is  sufficient  to  liberate  hydrogen  in  this  way,  as  there  are 
always  a  number  of  hydrogen  ions  present  in  water. 

Nernst  in  his  presentation  of  the  theory  speaks  of  an  electrolytic 
solution  pressure  tending  to  drive  a  metal  into  solution  in  ionic 
form,  which  does  so  until  this  is  compensated  by  electrostatic 
action  and  by  the  osmotic  pressure  of  the  positive  ion  in  the 
liquid.  In  a  really  kinetic  theory,  however,  the  conception  of 
pressure  should  be  replaced  if  possible  by  something  more 
dynamical.  The  existence  of  a  definite  magnitude  characteristic 
of  a  metal  under  all  circumstances,  such  as  a  solution  pressure 
in  the  metal  should  be,  does  not  appear  to  have  yet  been  placed 
beyond  doubt. 

Returning  to  the  Daniell  cell,  we  see  that  there  will  in  general 
be  three  places  where  the  potential  undergoes  an  abrupt  change. 
These  are  (1)  at  the  surface  of  separation  of  the  zinc  and  its 
solution,  (2)  at  the  copper,  (3)  where  the  two  liquids  meet.     In 
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(1)  the  potential  certainly  rises  in  passing  into  the  hquid ;  in  (2) 
it  rises  or  falls  according  to  circumstances,  but  in  any  case  to  a 
less  degree ;  while  the  effect  (3)  is  small  and  can  be  calculated 
(cf.  Art.  175  below).  If  the  external  circtiit  is  completed  there 
is  a  fall  of  potential  in  the  Kquids  due  to  their  electrolytic  resist- 
ance :  this  resistance  is  called  the  internal  resistance  of  the  cell. 
Many  methods  have  been  devised  for  measuring  the  internal 
resistance  of  cells.  Great  accuracy  is  seldom  required  in  the 
measurement,  and  the  following  method  due  to  Nernst  and 
Haagn  will  be  found  convenient,  except  in  the  case  of  accumu- 
lators, whose  resistance  is  too  low  for  the  purpose.  The  cell  is 
placed  in  a  Wheatstone's  bridge 
together  with  two  adjustable 
resistances  R^,  R^,  preferably 
accurate  resistance  boxes  con- 
taining fractions  of  an  ohm. 
The  other  arms  of  the  bridge 
are  condensers  C^,  C^  of  the 
order  of  10  microfarads.  Alter- 
nating current  is  supplied  by 
a  small  induction  coil  or  high- 
frequency  alternator,  placed  in 
series  with  a  third  large  con- 
denser. In  this  way  the  circu- 
lation of  continuous  currents  in  the  bridge  is  prevented,  and  the 
bridge  is  balanced  for  no  current  in  the  telephone  T.  It  is  easy 
to  show  in  this  case,  as  in  Art.  133,  that 

y  +  R^_c, 
R2       c^' 

and  hence  V  can  be  found.  The  resistance  of  an  ordinary 
Leclanch4  cell  is  about  1  ohm,  that  "of  a  small  Weston  cell 
500  ohms. 

The  resistance  of  an  accumulator  can  be  found  by  connecting 
its  terminals  to  a  voltmeter  while  it  is  also  delivering  current  to 
an  external  circuit.  If  V„  is  the  voltmeter  reading  on  open 
circuit,  V  its  value  when  a  current  i  is  flowing,  the  resistance  of 
the  cell  is  given  by  Fq  -  F  =  Ri.  A  medium-sized  8- volt  battery 
has  a  resistance  of  the  order  of  -05  ohms. 


Fig.  241 
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172.  Theory  of  reversible  cells.  The  delivery  of  a 
current  by  a  cell  is  reversible  in  the  thermodynamic  sense  when 
the  chemical  and  physical  processes  in  the  circuit  can'  be  made  to 
go  on  in  the  opposite  direction  by  an  infinitesimal  change  in  the 
circumstances  under  which  we  are  operating.  Thus  we  may 
imagine  a  cell  whose  e.m.f.  on  open  circuit  is  V  sending  a 
current  round  a  circuit  containing  a  direct-current  generator  of 
adjustable  e.m.f.  V.  Then  the  process  may  be  reversible  when 
V  exceeds  V  only  infinites] mally,  because  then  a  slight  increase 
of  F'  raises  it  above  V  and  sends  a  current  round  the  circuit  in 
the  opposite  direction.  In  addition,  however,  the  cell  must  be 
such  that  the  chemical  actions  are  exactly  undone  by  the  reverse 
transfer,  so  that  the  cell  returns  to  the  same  state  whenever  the 
total  charge  that  has  passed  any  point  of  the  circuit,  measured 
algebraically,  is  zero.  The  two  conditions  necessary  for  a  cell  to 
be  reversible  are  therefore  (1)  that  it  delivers  only  an  infinitesimal 
current ;  (2)  that  the  chemical  phenomena  at  the  electrodes  are 
reversible  in  the  ordinary  sense.  The  second  condition  is  satisfied 
very  nearly  in  cells  which  do  not  evolve  gas,  such  as  the  Daniell, 
Weston  and  Clark  cells  and  (practically)  the  accumulator.  The 
original  Volta  cell  Zn  |  H2SO4 1  Cu,  on  the  other  hand,  is  essentially 
irreversible  on  account  of  the  evolution  of  gas  at  the  copper 
terminal.  If  current  is  sent  through  the  cell  in, a  direction  opposite 
to  the  normal,  gas  is  now  evolved  at  the  zinc  terminal,  zinc  not 
being  deposited  as  it  would  be  with  the  Daniell  cell. 

Let  8  be  the  absolute  temperature  of  the  cell,  tj  its  entropy, 
and  let  an  amount  of  charge  de  (coulombs)  pass  round  the  circuit 
in  the  ordinary  direction.  The  work  done  on  the  cell  in  the  pro- 
cess is  dW  =  —  Vde  joules  or  —  WVde  ergs,  where  7  is  the  e.m.f. 
in  volts,  and  the  heat  given  to  it  is  dQ  =  Odrj  calories.  Hence 
the  gain  of  internal  energy  of  the  system,  measured  in  calories,  is 

10' 
de  =  6di^ J-  Vde. 

10' 
Thus  d  (e  -  e-Tj)  =  -  rjde  -  -J-  Vde, 

from  which  it  follows  that 

fdv\  ^J_(h 

?  A      10'  \de 
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This  equation  contains  the  thermodynamic  theory  of  the  reversible 
cell.  To  interpret  it,  we  notice  that  the  left-hand  side  is  merely 
d  VjdO,  where  F  is  the  e.m.i'.  on  open  circuit.  Hence  on  multiplying 
by  6  we  have 

de      10'  V  de  Je 

The  right-hand  side  is  the  heat  actually  taken  up  by  the  cell  during 
the  isothermal  passage  of  unit  charge  round  the  circuit,  say  A'. 
If  A  is  the  heat  evolved  by  the  corresponding  chemical  change, 
when  conducted  in  a  calorimeter  without  the  passage  of  electric 
'  charge,  then  the  difference  between  the  heats  A'  and  —  A  is  due  to 
the  fact  that  in  the  former  case  an  amount  lO'F  ergs  of  electrical 
work  is  performed,  and  in  the  latter  case  none.     Hence 

Substituting  in  the  above  equation  and  remembering  that 
J  =  4-18  X  10',  we  have 

7  =  4-18A+e~ (9). 

This  equation  is  due  to  Helmholtz. 

If  the  temperature-coefficient  dVjdQ  is  sufficiently  small  we 
have  F  =  4-18A;  in  other  words,  the  electrical  work  is  "equi- 
valent" to  the  heat  of  reaction.  In  the  Daniell  cell  the  effective 
reaction  corresponding  to  the  passage  of  one  coulomb  is  the 
replacement  of  one  electro-chemical  equivalent  of  copper  by  zinc 
in  sulphate  solution,  for  which  A  =  -2592.  Thus  4-18A  =  1-09, 
a  number  agreeing  very  well  with  the  observed  voltage.  It  is, 
however,  clear  both  theoretically  and  experimentally  that  the 
above  relation  does  not  hold  in  general.  Thus  Bugarszky  has 
found  a  combination  for  which  A  and  Y  are  of  opposite  signs, 
so  that  the  cell  at  once  absorbs  heat  (from  the  atmosphere)  and 
delivers  current. 

An  accurate  verification  of  Helmholtz's  formula  (9)  was 
carried  out  by  Jahn  in  1886.  The  cell  to  be  examined  was  enclosed 
in  a  Bunsen  ice  calorimeter,  and  closed  through  a  resistance  and 
also  through  a  voltmeter  circuit  of  high  resistance.     The  heat 


X] 


BLECTEOLYSIS 


393 


actually  developed  in  the  cell  during  the  passage  of  a  known  current 
at  0°  C.  was  measured,  and  from  it  Jahn  deduced  the  chemical 
heat  A.  It  will  be  seen  from  the  following  table  that  the  agreement 
between  theory  and  observation  is  very  satisfactory : 


CeU 


dVlde 


F-4-18X     edVlde 


Cu,  CUSO4  +  100  HjO, 
ZnSOj  +  100  H2O,  Zn 

Cu,  Cu  (CaHaOa)^  aq, 
Pb  (CaHsOaJa  +  100  H2O,  Pb 

Ag,  AgNOg, 
Cu  (NOaJa,  Cu 

Ag,  AgNOa. 
Pb  {N03)a,  Pb 

Ag,  AgCl, 
ZnCla  +  100  H2O,  Zn 

Ag,  AgCl, 
ZnCla  +  50  H2O,  Zn 

Ag,  AgCl, 
ZnClj  +  25  HjO,  Zn 

Ag,  AgBr, 
ZnBra  +  25  HjO,  Zn 


1-0962 
0-4764 
0-4580 
0-9320 
1-0306 
10171 
0-9740 
0-8409 


•26027 
•08582 
-15598 
-26413 
•27088 
•25485 
•24480 
-20736 


+  0-000034  +  -0083 

+  0-000385  +  -1177 

-  0-000708  -1940 

-  0-000632  -  -1720 

-  0-000409  -1017 

-  0-000210  -  -0482 
0-000202  -  -0493 
0-000106  -  -0281 


+  -0093 
+  -1051 

-  -1930 

-  -1725 

-  -1117 

-  -0573 

-  -0551 

-  -0289 


173.  Measurement  of  ionic  velocity.  If  the  electric 
force  in  an  electrolyte  is  doubled,  the  current  is  also  ;  from  which 
it  follows  that  the  ions  move  with  velocities  proportional  to  the 
electric  force.  The  velocity  of  an  ion  under  unit  electric  force 
(usually  one  volt  per  centimetre)  is  called  its  mobility,  so  that  if 
u  is  the  mobility  the  velocity  under  an  electric  force  E  is  given 
by  I)  =  uE. 

The  mobility  of  ions  in  certain  cases  may  be  determined  by 
the  following  method.  It  is  applicable  to  dilute  solutions  of 
electrolytes  in  which  only  two  ions  are  present. 

The  first  part  of  the  process,  due  to  Hittorf,  consists  in  finding 
the  ratio  of  the  mobilities  by  measuring  the  changes  which  take 
place  in  the  concentration  of  the  solution.  In  any  practical 
case  there  will  always  be  a  portion  in  the  centre  of  the  electrolyte 
where  the  concentration  is  unaltered,  even  after  the  lapse  of  an 
hour  or  two,  with  an  applied  potential  of  a  few  volts.     In  Fig.  242 
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the  thick  line  represents  a  plane  near  the  centre  of  the  electrolyte, 
and  the  black  and  white  spheres  stand  respectively  for  negative 
and  positive  ions,  so  that  the  electric  force  is  from  left  to  right. 
At  the  beginning  of  the  experiment  the  dissociated  molecules 
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Fig.  242 
near  the  plane  are  represented  in  the  top  diagram,  and  the  other 
two  diagrams  show  the  position  of  the  same  ions  at  two  subsequent 
epochs,  the  negative  ion  being  supposed  for  simplicity  to  move 
twice  as  quickly  as  the  positive.  It  is  evident  from  the  figure 
that  the  left-hand  side  of  the  plane  has  lost  two  paired  ions  while 
the  right-hand  side  has  lost  four.  Thus  the  strength  of  the 
solution  to  the  left,  as  measured  by  the  number  of  pairs  of  ions 
still  remaining,  has  decreased  half  as  much  as  the  strength  on  the 
other  side  of  the  plane.  It  is  easy  to  see  in  general  that  the  loss 
of  salt  in  the  anode  region  (up  to  where  the  solution  is  unaltered) 
is  to  that  in  the  cathode  region  in  the  ratio  %  to  u^,  where  %  is 
the  mobility  of  the  positive  ion  and  u^  that  of  the  negative.  These 
losses  can  be  found  by  analysing  the  two  portions  of  the  liquid, 
and  it  is  also  easy  to  find  whether  the  concentration  in  the  central 
part  of  the  liquid  has  altered  during  the  experiment. 

Looked  at  in  this  way,  the  theory  of  the  experiment  is  simple 
enough;  but  it  becomes  a  little  perplexing  if  the  regions  near 
the  electrodes  are  considered  instead  of  the  central  portion  of  the 
electrolyte.  Thus  in  the  figure  the  negative  ions  are  advancing 
to  the  anode  twice  as  fast  as  the  rate  of  advance  of  the  positive 
ions.  This,  however,  cannot  hold  right  up  to  the  electrodes, 
because  then  there  would  be  two  equivalents  of  the  negative  ion 
liberated  for  one  of  the  positive,  which  would  contradict  Faraday's 
laws.  The  behaviour  near  the  electrodes  is  therefore  somewhat 
complex,  and  electrostatic  forces  come  into  play  which  equalise 
matters  in  this  respect. 
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The  sum  of  the  ionic  mobilities  can  be  calculated  from  the 
conductivity  of  the  electrolyte,  as  was  shown  by  Kohlrausch  in 
1879.  Let  there  be  n  molecules  of  the  salt  per  c.c.  before  dissocia- 
tion. Then  in  a  dilute  solution  there  will  be,  say,  Wi  positive 
ions  of  valency  p^,  and  n^  negative  ions  of  valency  p2y  where 

""■iPi  =  '"'i'Pi  =  '"'■ 
If  v^,  V2  are  the  actual  velocities  of  the  ions,  the  current-density 
in  electrostatic  units  is 

j  =  TliPiCVi  +  n^PiBV^ 

=  ne  (vi  +  V2). 

If  j  is  to  be  measured  in  amperes  per  square  centimetre,  this 
equation  is  replaced  by 

.  _  ne  («i  -I-  V2) 
^~     3  X  10»    • 

If  Mj  and  M2  are  the  mobilities  and  E  the  electric  force  in  volts 
per  centimetre,  Vi=  u^E  and  V2  =  u^E.  Also  j  =  aE,  where  a 
is  the  conducti%'ity,  so  that 

_  ne  (m,  -I-  Mg) 
"■  ^     3  X  10'     ■ 

Let  c  be  the  concentration  of  the  solution,  m  the  mass  of  a  molecule 
of  the  solute.     Then  c  =  mn,  and  therefore 


<T        Mj- 

KM2 

e 

c      3x 

109 

m' 

Hence  from 

equation 

(7)  we  have 

a 

Ml  4-  Mg 

2-87 

X 

10" 

c 

~  3  X  10» 

M 

where  M  is  the  molecular  weight  of  the  solute.     Thus 

Ml  -f  Mj  =  1-04  X  10-5  M^ (10). 

Since  Mi/mj  is  given  by  Hittorf 's  method,  and  Mi  -|-  Mj  by  equation 
(10),  both  Ml  and  u^  can  be  found. 

The  theory  is  only  strictly  applicable  to  the  case  in  which  all 
the  molecules  of  the  electrolyte  are  dissociated,  which  is  by  no 
means  easy  to  realise  (cf.  Art.  164).     It  follows  that  the  velocities 
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in  solutions  of  ordinary  strengths  cannot  be  determined  with 
great  accuracy.  In  dilute  solutions  the  velocity  of,  say,  a  potas- 
sium ion  may  be  expected  to  be  independent  of  the  nature  of 
the  other  ion  present,  since  the  two  ions  are  supposed  to  migrate 
independently.  Thus  the  mobility  of  the  potassium  ion  in  0-01 
normal  solutions  of  KCl,  KI  and  KNO3  is  found  to  be  6-26  X  10-«, 
6-34  X  10-*  and  6-08  x  10"*  respectively.  The  following  table 
gives  the  mobilities  of  various  ions,  as  estimated  by  Kohlrausch 
for  infinite  dilution: 


Cations 

10% 

Anions 

10* » 

H     

31-5 

OH 

17-4 

K     

6-46 

CrO, 

7-2 

NH4            

6-4 

SO4 

6-8 

Pb 

61 

Br 

6-7 

Ba 

5-5 

I  ... 

6-65 

Ag 

5-43 

CI 

6-55 

Cu  (in  cuprous  salts) 

4-6 

NO3 

6-17 

Zn 

4-6 

CIO3         . 

5-50 

Cd 

4-6 

F... 

4-66 

Mg 

4-5 

C2H3O2    . 

3-5 

Na 

4-35 

Li     

3-34 

In  addition  to  the  above  indirect  method,  a  direct  method 
of  measuring  ionic  velocities  has  been  used  by  Lodge,  Whetham 
and  others.  On  examination,  however,  this  method,  apparently 
so  simple,  is  seen  to  involve  far  more  delicate  considerations 
than  the  preceding,  and  will  not  be  described  here. 

174.     Theory   of  the   motion    of  ions    in    electrolytes. 

Since -the  osmotic  pressure  of  the  dissolved  particles  in  a  liquid 
is  the  same  as  the  pressure  they  would  exert  in  the  gaseous  form, 
it  is  natural  to  regard  both  as  due  to  the  same  cause,  namely 
the  motion  of  agitation  of  the  particles.  We  shall  adopt  this 
view  and  regard  the  dissolved  particles  as  moving  in  the  solvent 
in  the  same  way  that  the  molecules  of  one  gas  move  among  those 
of  another  gas  with  which  it  is  mixed.  The  motion  of  an  ion  in 
a  liquid  probably  approximates  more  to  a  continuously  curved 
trajectory  than  to  a  succession  of  zigzags ;  but  nevertheless  there 
is  one  thing  in  common,  namely  a  certain  average  interval  of 
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time  T  in  which  the  velocity  of  an  ion  in  any  particular  direction 
can  be  wiped  out,  so  that  all  directions  of  motion  afterwards  are 
equally  probable.  In  the  case  of  a  gas  this  is  comparable  with 
the  time  of  describing  a  mean  free  path.  Disregarding  the 
differences  between  the  two  cases,  therefore,  we  can  speak  of  a 
free  path  of  an  ion  in  a  liquid  and  of  its  collisions  with  molecules 
of  the  solvent. 

For  the  sake  of  simplicity  we  shall  further  assume  that  all 
the  free  paths  are  of  length  I  and  all  the  velocities  of  agitation  V. 
Let  e  be  the  charge  and  m  the  mass  of  an  ion  moving  in  an  electric 
field  of  E  electrostatic  units.  Then  in  the  interval  between 
collisions  the  acceleration  of  the  ion  is  eEjm,  so  that  the  ion  has 
drifted  along  the  lines  of  force  a  distance  eET^/im  further  than 
it  would  have  done  in  the  absence  of  the  force.  The  number  of 
collisions  per  second  is  1/T,  and  therefore  the  amount  of  drift 
per  second,  or  the  velocity  of  the  ion  under  the  electric  force, 
is  eETj2m.  Since  T  =  IjV,  we  have  v  =  eElj2mV.  Hence  if  u 
is  the  velocity  under  unit  electrostatic  force, 

"-2^    (")• 

The  mean  free  path  I  in  the  liquid  can  be  estimated  from  this 
equation.  The  velocity  of  agitation  Y  is  given  by  the  principle 
of  equipartition  of  energy.  Thus  if  Q  is  the  velocity  of  agitation 
of  the  molecules  of  hydrogen  at  pressure  p  and  density  p  and  at 
the  same  temperatiire  as  the  liquid,  we  have  |mF^  =  -| .  2mjy  .  Q^ 
and  Q?  =  3p//3.     Hence 

7^  =  ^^  (12). 

p    m 

For  the  hydrogen  ion  at  15°  C.  we  thus  find  F  =  2-67  x  10^.  The 
velocity  under  a  force  of  1  volt  per  cm.  [E  =  1/300)  is 

'y  =  3-15  X  10-». 

Hence  we  have  ^  =  1-8  x  10~'  cm.  This  is  of  the  order  of  one- 
tenth  the  diameter  of  a  hydrogen  molecule,  assuming  the  ion 
to  consist  of  a  single  charged  molecule.  Hence  we  conclude  either 
that  the  collision  with  a  molecule  is  more  sudden  than  in  gases, 
or  else  that  the  ion  is  accompanied  on  its  course  by  a  number  of 
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molecules  of  the  solvent  which  cluster  round  it.     The  latter  is 
the  most  plausible  hypothesis. 

When  the  ionic  concentration  is  not  the  same  at  all  points  of 
a  liquid  diffusion  comes  into  play,  and  there  is  on  the  whole  a 
drift  of  ions  even  in  the  absence  of  electric  force.  The  ordinary 
theory  of  diffusion  is  based  on  an  analogy  with  the  theory  of  the 
flow  of  heat,  and  supposes  that  if  n  is  the  number  of  ions  per  c.c. 
at  the  point  (x,  y,  z),  then  the  number  of  ions  crossing  an 
imaginary  surface-element  dS  per  second  is 

dn  ,       dn  ,      dn\ 
'  dy 

where  (A,  /x,  v)  are  the  direction-cosines  of  the  normal  to  dS. 
The  quantity  K  is  called  the  coefficient  of  diffusion. 

In  the  general  case  in  which  an  electric  field  is  acting  as  well 
as  diffusion,  the  number  of  ions  crossing  dS  per  second  becomes 


„  /.  on         an        dn\  ,„ 


^,  I  .dn         dn         dn\  ,. 


dS, 


where  v  is  the  velocity  of  drift  under  the  electric  field.  The 
result  of  integrating  this  expression  over  a  closed  surface  S  must 

however  be  equivalent  to  —  i  -^--  dr  extended  through  the  interior 

of  S,  since  it  represents  the  rate  at  which  ions  are  leaving  the 
surface.  Transforming  the  surface-integral  by  Gauss'  theorem 
we  thus  find 

or 

dn       d  .      .   ,    9   ,      ,   ,    9  ,      ,       t^  fd^n      dH      dH\      ,,„, 
¥  +  d-x  (^^^)  +  dy  ("^"^  +  dz  (^^^)  =  H^^+dy^  +  ^^-- (13)- 

This  is  the  equation  of  continuity  of  a  fluid  in  which  diffusion  is 
going  on. 

The  physical  meaning  of  the  constant  K  is  well  illustrated  by 
the  following  theorem,  which  follows  from  the  last  equation  : 

If  R^  is  the  mean  value  of  the  squares  of  the  distances  of  a  large 
number  of  ions  in  unlimited  liquid  from  any  fixed  point  in  space, 
and  if  no  electric  force  is  acting,  then  d  (R^)jdt  =  6K. 
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Let  N  be  the  total  number  of  ions,  n  the  number  per  c.c.  at 
the  point  (x,  y,  z)  at  time  t.  Then  N  is  equal  to  Indr,  extended 
over  the  whole  of  space,  and  is  also  a  constant.  Taking  the 
fixed  point  as  origin,  we  have  by  definition 

NR^  =  IrHdr. 

Hence  N     \^  '  =    r'^^dr. 

at        J      dl 

If  there  is  no  electric  force,  v  =  0  and 

Now  it  follows  from  Green's  reciprocal  theorem  applied  to  the 
whole  of  space  that 

J(f7A7-  VAU)dr  =  0. 

Putting  U  =  r^  =  x^+y^+z^  and  7  =  n  in  the  preceding  equation, 
the  right-hand  side  becomes  6K  jndr  =  6KN.  Hence  the  theorem 
is  proved. 

It  follows  that  ions  tend  to  diffuse  so  that  the  mean  value  of 
the  square  of  their  distances  from  any  point  increases  uniformly 
with  the  time  ;  and  hence  they  must  ultimately  diffuse  to  infinite 
distances.  This  theorem  enables  us  to  calculate  K  in  terms  of 
molecular  quantities.  For  consider  the  ions  which  have  collisions 
in  the  neighbourhood  of  a  point  P.  After  a  time  l/V  they  are 
found  uniformly  spread  over  a  sphere  of  radius  I  with  P  as  centre. 


If  Q  is  one  of  these  ions,  the  square  of  its  distance  from  0  has 
increased  from  r^  to  r^  +  2lr  cos  d  +  P.     Hence  on  the  average 
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R^  increases  by  an  amount  P  in  time  l/V,  or  by  an  amount  IV 
per  second.     Hence  d  {R^)ldt  =  IV,  and 

K  =  ilV (14)- 

From  (11)  and  (14)  we  obtain  by  division 
M  _    3e 

Let  iV  be  the  number  of  molecules  per  c.c.  in  a  gas  at  the  tempera- 
ture of  the  liquid  and  pressure  11.  Then  mV^  is  twice  the  mean 
kinetic  energy  of  a  molecule  of  the  gas,  so  that  IT  =  ^NmV^- 
Hence 

l-S ■•"^'- 

Although  the  present  theory  does  not  aim  at  rigour,  the 
important  relation  (15)  is  exact. 

175.  Concentration  cells.  When  two  solutions  of  the 
same  salt,  but  of  difierent  concentrations,  are  placed  in  contact, 
they  will  gradually  difiuse  into  one  another  and  attain  the  same 
concentration.  This  however  is  a  matter  of  days,  and  there 
is  another  effect  which  takes  place  much  sooner,  namely  the 
smoothing  down  of  the  surface  of  contact  with  the  formation  of 
a  transition  layer.  It  is  this  effect  which  we  shall  examine  here, 
as  it  is  accompanied  by  important  electrical  effects. 

Let  the  plane  x  =  0  originally  separate  two  dilute  solutions 
of  the  same  salt,  of  concentrations  c^,  c^  respectively.  Then 
after  a  short  time  the  region  on  either  side  of  the  plane  will  form 
a  transition  layer  in  which  the  concentration  changes  rapidly 
but  continuously  from  q  to  Cj. 

In  general  the  ions  have  different  rates  of  diffusion,  so  that 
at  first  more  charge  will  pass  over  the  plane  in  one  direction  than 
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the  other.  This  however  results  in  an  accumulation  of  positive 
charge  in  one  of  the  solutions  which  tends  to  prevent  further 
separation  of  the  ions,  and  ultimately  a  steady  state  is  attained 
in  which  as  much  charge  passes  in  one  direction  as  in  the  other. 
When  this  has  occurred  let  n  be  the  number  of  dissociated  mole- 
cules (ionic  pairs)  per  c.c.  at  distance  x  from  the  original  plane 
of  separation,  E  the  electric  force  caused  by  the  separation  of 
the  ions.  As  has  been  explained  already,  the  actual  amount  of 
separation  required  to  produce  electric  forces  of  ordinary  magni- 
tudes is  very  small,  so  that  we  may  put 

%?'i=  n2P2  =  n (16), 

where  %  is  the  number  of  positive  ions  per  c.c.  at  any  point, 
Pi  the  valency  of  the  positive  ion,  and  the  suffix  2  similarly  dis- 
tinguishes the  negative  ion.     The  number  of  positive  ions  crossing 

unit  area  of  a  plane  parallel  to  x  =  0  per  second  is  —  K^  -5-^+  %«i, 
and  each  carries  a  charge  pie,  so  that  the  transfer  of  charge  from  left 
to  right  per  second  is  pje  (—  K^  -j^  +  n-yV-A.  Hence  in  the  steady 
state  we  have 


Pi 


-  ^1^+ '^^^i) =^^(-  ^^i'+ '*^^^)- 


But  i\=  UxE  and  V2  =  —  u^E;  and  equation  (15)  gives  in  the 
present  case 

Making  these  substitutions  we  find 

U       dn,   ,  „  U       dn2  „. 

-  Fe  ^  ^  +  "^^^"^^  =  -  i^  "^  rfF  -  '^^^^^^-^ ' 

or,  using  (16), 

This  last  equation  enables  us  to  calculate  the  natural  difEerence 
of  potential  that  arises  between  the  solutions.  For  writing  it  in 
the  form 

Ml       Mj 

Edx  =  ^j_I.^An 
Uy  +  u^JSe  n 
-p.  v..  26 
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and  integrating  across  the  whole  transition  layer,  we  have 

i«i  +  M2  iV  e     °   va 

where  w  =  Vi  in  the  undisturbed  parts  of  the  left-hand  solution 
and  w  =  ^2  on  the  right.     Since  vjv^  =  CiI^t.  tliis  gives 

£^2n       c, _ 

Here  F  is  reckoned  as  positive  when  the  left-hand  solution 
is  at  the  higher  potential,  and  if  Ne  is  taken  from  equation  (3), 
F  comes  out  in  electrostatic  units. 

The  theory  of  the  potential-difierences  arising  at  the  boundary 
of  any  two  electrolytes  in  contact  is  somewhat  beyond  the  scope 
of  this  book ;  but  there  is  one  important  general  property  which 
must  be  mentioned,  namely  that  it  is  only  the  ratio  of  the  con- 
centrations, and  not  their  absolute  values,  which  enters  into 
the  expression  for  V.  For  at  a  point  where  the, electric  force  is  E 
the  condition  of  zero  total  flow  of  electricity  is 


Se,  (—  K^  -T^  +  nj-u^Ej 


=  0, 


where  e^  is  the  charge  on  an  ion  of  the  rth  kind  and  summation 
is  taken  over  all  types  of  ion  present.  Hence  E  would  be  un- 
altered if  all  the  w's  were  increased  in  the  same  ratio ;  that  is,  if 
the  concentrations  of  the  two  solutions  were  so  increased. 

Cells  in  which  differences  of  potential  are  produced  by  difEerences 
in  the  concentrations  of  the  solutions  are  known  as  concentration 
cells.  If  we  carry  out  the  calculation  of  the  surface  potential- 
differences  at  15°  C,  which  is  sufficient  in  view  of  the  uncertainty 
existing  as  to  the  mobilities,  and  consider  only  univalent  ions, 
equation  (17)  becomes 

7  =  0-0574  "^1^  log,  ?i  volts (18). 

In  order  to  verify  this  theory,  Nernst  set  up  a  number  of  cells 
in  which  the  effect  of  the  electrodes  is  eliminated  and  the  only 
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potentials  it  is  necessary  to  consider  are  those  due  to  changes  of 
concentration.     One  example  is  the  cell 

Ka, 0-1  normal  KO, 0-01  normal  HCl, 001  normal  HQ, 0-1  normal  KQ, 0-1  normal 
(1)  (2)  (3)  (4)  (5) 

with  any  similar  electrodes.  Here  the  potential  arising  at  the 
interface  (2,  3)  is  equal  and  opposite  to  that  arising  at  (4,  5), 
since  the  ratios  of  the  concentrations  are  the  same  in  both  cases, 
and  the  effect  of  the  electrodes  also  cancels  out.  Hence  the  only 
efEective  electromotive  forces  are  those  between  (1,2)  and  between 
{3,  4).  The  most  general  cell  of  the  above  type  may  be  written 
symbolically 

I  C1U1U2  I  C2%M2  I  C2M3M4  I  C1M3M4  I  CjMiMg  |, 

where  10^,  u^  are  the  ionic  mobilities  in  the  first  electrolyte,  Ug,  u^ 
those  in  the  second,  and  c^,  c^  the  two  concentrations  occurring. 
The  total  e.m.f.  of  the  cell  is  found  from  (18)  to  be 


F  =  0-0574 


Ml  —  M, 


M3  +  ■»'J    °^"  C2 


The  result  of  Nernst's  experiments  is  shown  in  the  following 
table : 


Electrolytes 

E.M.P. 

observed 

calculated 

KCl,  HCl     

KCl,  HNO3 

NHiCl,  NaCl 

KCl,  NaCl 

-  0-0357 

-  0-0378 
0-0098 
0-0111 

-  0-0380 

-  0-0390 
0-0109 
0-0112 

In  addition  there  are  many  concentration  cells  in  which  the 
efiect  of  the  electrodes  is  not  negUgible.  The  theory  of  these 
cells  has  been  developed  by  Nernst. 
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CHAPTER  XI 

ELECTRIC  OSCILLATIONS 

176.     Theory  of  condenser  discharges.     Let  (7  be  a  con- 
denser whose  plates  are  connected  by  a  circuit  of  self -inductance 


L,R 


A 

Fie.  245 


L  and  resistance  R.  The  functioii  of  the  gap  A  in  the  circuit  will 
be  considered  later,  and  for  the  present  the  gap  may  be  supposed 
not  to  exist.  If  e  is  the  charge  on  the  inner  plate  at  time  t,  the 
current  is  i  =  —  dejdt  and  the  difference  of  potential  between  the 


plates 


C 


di 
Hence  the  equation  L-^  -{■  Ri  ■ 


e 
C 


gives 


.(1). 


The  current  i  and  the  potential-difference  7  between  the  plates 
of  the  condenser  both  satisfy  an  equation  of  the  same  form.  The 
equation  (1)  therefore  determines  the  general  type  of  electrical 
phenomena  which  can  occur  in  a  condenser  circuit  left  to  itself ; 
and  as  we  shall  see  that  the  quantities  involved  are  usually 
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oscillatory  in  nature,  the  equation  may  be  said  to  represent  the 
electric  oscillations  of  the  system. 

When  R  =  0,  equation  (1)  becomes  d^ejdt^  +  nH  =  0,  where 

n^=l/LC (2). 

Hence  in  this  case  e  is  a  simple-harmonic  function  of  the  time, 
of  period 

T  =  27r/n  =  277  (iC)* (3). 

It  follows  that,  if  a  condenser  is  charged  up  to  a  certain  potential 
and  then  discharged  through  a  circuit  of  negligible  resistance  but 
appreciable  self-inductance,  the  discharge  is  oscillatory,  electricity 
surging  backwards  and  forwards  and  charging  the  plates  alternately 
positively  and  negatively.  It  had  been  observed  by  Savary  in 
1827  that  when  a  needle  was  placed  in  a  coil  and  magnetised  by 
the  discharge  of  a  Ley  den  jar,  the  direction  of  magnetisation 
might  vary  according  to  circumstances.  The  present  theory 
was  first  given  by  Lord  Kelvin  in  1853,  formula  (3)  being  known 
by  his  name. 

Returning  to  the  general  equation  (1),  and  writing 

i'  =  Yl  (^^' 

we  have  -p  ^-  2/x  -5-  -f  w'e  =  0, 

where  n^  =  IjLC  as  before.  The  solution  of  this  equation  in  real 
form  differs  according  as  w  5  ju,.     If  w  >  ju.  it  is 

e  =  {A  cos  (w2  -  /Lt2)i  t  +  Bsm  {n^  -  fi?)^  t}e-^  ...  (5), 

while  when  m  <  /x  it  becomes 

e  =  {Ae^'-'-^'^''  +  ^e-*"^-"'**'}  e''^' (6). 

"We  have,  thus  to  distinguish  two  types  of  discharge;  the 
oscillatory,  given  by  equation  (5)  and  occurring  when  R^  <  iLjC, 
and  the  non-oscillatory  which  occurs  when  R^  exceeds  this  value. 
Oscillatory  discharges,  which  are  the  most  usual  as  well  as  the 
most  important  type,  are  thus  represented  in  general  by  a  vibra- 
tion of  damped  simple-harmonic  type.  The  periodic  time  is  most 
conveniently  defined  as  twice  the  interval  between  two  consecutive 
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epochs  at  which  the  charge  or  current  vanishes,  and  is  then  given) 
by  r  =  277  (n^  -  /x^)"*.  In  general,  therefore,  the  period  exceeds 
that  given  by  Kelvin's  formula. 

The  quantity  '  §  =  ^    ('^^ 

is  called  the  damping  coefficient,  or  decrement.  It  is  such  that 
the  exponential  factor  sinks  to  e~*  after  one  period  given  by 
Kelvin's  formula.  The  discharge  is  only  oscillatory  when  S  <  27r ; 
but  even  the  value  S  =  1  represents  a  very  highly  damped 
discharge.  For  weakly  damped  oscillations  in  which  S  is  so  small 
that  its  square  is  negligible,  Kelvin's  formula  gives  the  periodic 
time  with  sufficient  accuracy. 

177.  Discussion  of  a  particular  case.  Let  the  condenser 
be  first  charged  to  potential  Fg  and  the  circuit  then  closed.  Thus 
at  time  i  =  0  we  have  e  =  CFq  and  i  =  —  de/dt  =  0.  If  we  confine 
our  attention  to  the  case  of  small  damping,  equation  (5)  becomes 
e  =  {A  cos  nt  +  B  sin  nt)  e"***-  The  above  initial  conditions  give 
A  =  CVg  and  B  ■=  fiCVoln,  so  that  the  solution  is 

e  =  CFo  (cos  Ji«  +  ^  sin  wA  e-"* (8). 

By  differentiation  we  have 

i  =  nCVg  e-i^*  sin  n« . . , (9), 

neglecting  fj.^  once  more  in  comparison  with  n^.  We  require  also 
a  rough  estimate  of  the  maximum  current  flowing  in  the  circuit 
at  any  time.  Since  the  damping  is  small,  the  variation  of  the 
exponential  factor  from  time  <  =  0  up  to  the  time  oi  the  first 
maximum  of  i  is  negligible,  and  we  have  with  sufficient  accuracy 

W  =  wOFo (10). 

The  decrement  is  found  from  (7)  to  be 

s  =  -^(x)* (11). 

In  these  formulae  all  quantities  are  understood  to  be  expressed 
in  the  electromagnetic  system  of  units,  absolute  or  derived.  Thus 
if  a  condenser  of  1  microfarad  capacity  is  charged  up  to  100  volts 
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and  then  discliarged  round  a  circuit  of  inductance  1/100  henry  and 
resistance  1  ohm,  we  have  C  =  10-^,  L  =  10-2,  R=i  and  Fq  =  lO^. 
Hence  we  find  n  =  10*,  T  =  1/1600  second,  v^^  =  1  ampere, 
8  =  '03.  The  condition  of  small  damping  is  clearly  satisfied,  as 
the  exponential  factor  sinks  to  1/e  only  after  30  complete  oscilla- 
tions. This  is  the  type  of  comparatively  slow  oscillation  with 
large  inductance  and  capacity  :  with  ordinary  laboratory  resources 
it  is  difficult  to  produce  oscillations  slower  than  about  100  to  the 
second  without  recourse  to  iron  in  the  inductance,  which  of  course 
alters  the  phenomena  somewhat.  The  resistance  necessary  to 
make  the  discharge  non-oscillatory  would  be  200  ohms,  from 
which  it  follows  that  the  discharge  of  a  condenser  in  an  experi- 
ment such  as  that  of  Art.  84  may  very  well  be  oscillatory. 
This,  of  course,  does  not  impair  the  validity  of  the  ordinary 
formulae,  which  go  on  the  assumption  that  the  charges  ±  CVq 
originally  on  the  plates  are  neutralised  in  a  comparatively  short 
time. 

As  an  example  of  more  rapid  oscillations  we  may  take  the 
case  of  a  Leyden  jar  of  capacity  1000  e.s.u.  charged  to  5000  volts 
and  then  discharged  round  a  coil  of  a  few  turns  of  wire,  say  of 
inductance  10,000  e.m.u.  and  resistance  1/lOth  ohm.  Here  the 
periodic  time  of  the  oscillations  is  6-6  x  10~'  second  and  the 
maximum  current  5-3  amperes,  while  S  =  -003.  The  exponential 
factor  sinks  to  1/e  in  1/5000  second,  during  which  time  the  system 
has  carried  out  300  complete  oscillations.  The  resistance  necessary 
to  cause  an  aperiodic  discharge  would  be  190  ohms. 

178.  Production  and  demonstration  of  electric  oscilla- 
tions. In  order  to  realise  experimentally  the  conditions  of  the 
last  article,  namely  to  charge  up  a  condenser  to  a  certain  voltage 
and  then  discharge  it,  use  is  made  of  the  properties  of  the  electric 
spark.  Let  A  in  Fig.  245  represent  two  zinc  or  brass  balls  brought 
to  within  a  short  distance  (say  1  mm.)  of  one  another,  and  con- 
nected to  the  terminals  of  the  secondary  of  an  induction  coil. 
The  "  break "  of  the  primary  coil  gives  rise  to  a  rapidly  increasing 
difference  of  potential  between  the  terminals  of  the  secondary, 
which  at  first  simply  charges  up  the  plates  of  the  condenser.  As 
soon  as  this  potential-difference  rises  to  a  certain  amount,  which 
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in  this  case  is  about  3000  volts,  the  spark-gap  gives  way  and 
the  condenser  begins  to  discharge.  Now  a  general  character- 
istic of  sparks  is  that  when  a  current  has  once  passed  it  can 
continue  flowing  even  when  the  potential  falls  below  that  necessary 
to  start  a  spark  in  the  first  place.  As  soon  as  the  spark  passes, 
therefore,  the  gap  A  may  be  imagined  to  be  bridged  across  by  a 
conducting  wire,  which  is  broken  again  when  the  amplitude  of 
the  oscillations  falls  below  a  certain  amount.  The  course  of  the 
oscillations   produced   by   an   induction    coil   and   spark-gap   is 


Fig.  246 

illustrated  in  Fig.  246,  which  represents  the  current  as  a  function 
of  the  time.  If  the  "break"  of  the  coil  occurs  at  A,  the  condenser 
is  charging  up  between  A  and  B  without  passage  of  current. 
At  B  the  oscillations  begin,  and  BC  represents  the  periodic  time. 
The  oscillations  cease  at  D,  after  which  nothing  happens  until 
the  next  "break"  of  the  coil  at  E,  when  everything  goes  on  as 
before.  In  the  Leyden  jar  discharge  considered  at  the  end  of 
the  last  article  BC  is  of  the  order  of  one-millionth  of  a  second. 
In  one-thousandth  of  a  second  the  amplitude  of  the  oscillations 
is  reduced  to  the  fraction  1/e^  =  1/150  of  its  original  value  by  the 
action  of  resistance  alone,  without  taking  into  account  the 
additional  damping  due  to  the  spark-gap.  Since  the  time  between 
two  successive  "  breaks "  of  an  ordinary  coil  is  of  the  order  -Jjth 
second,  it  follows  that  the  idle  interval  of  time  DE  may  much 
exceed  the  active  interval  BD. 

The  oscillatory  nature  of  condenser  discharges  in  circuits  of 
sufficiently  low  resistance  was  first  shown  by  Feddersen  (1861),  who 
examined  the  image  of  the  spark-gap  in  a  rotating  mirror.  His 
experiments  have  been  repeated  and  modified  by  numerous 
observers.  The  following  table  gives  the  results  of  some  recent 
experiments  by  Diesselhorst : 
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T  observed 
1-628  X  10-6 
2-293  X  10-6 
4-967  ^  10-« 
5-130  X  10-6 
7-734  X  10-6 


T  calculated  from 
Kelvin's  formula 

1-646  X  10-6 
2-313  X  10-6 
4-967  X  10-6 
5-141  X  10-6 
7-731  X  10-6 


The  agreement  between  theory  and  observation  is  thus  very  close. 
In  laboratory  experiments  with  a  rotating  mirror  it  is  advisable 
to  proceed  as  follows.  The  capacity  C,  of  the  order  of  10,000 
electrostatic  units,  consists  of  a  number  of  large  Leyden  jars  in 
parallel.  The  inductance  is  a  coil  of  many  turns  of  thick  wire, 
L  being  of  the  order  of  500,000  electromagnetic  units  at  least. 
The  rotating  mirror  is  fixed  on  the  axle  of  a  small  electric  motor, 
and  the  image  of  S  projected  after  reflexion  on  a  ground-glass 
screen  at  a  suitable  distance  away.     A  train  of  separate  sparks 
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Fig.  247 

is  seen  for  each  interruption  of  the  hammer-break  of  the  coil. 
That  the  coil  has,  under  certain  circumstances,  a  disturbing  effect 
may  be  shown  by  short-circuiting  the  water-resistances  W,  W, 
when  the  sparks  of  the  induction  coil  themselves  occur  in  sets, 
which  can  be  observed  with  a  mirror  rotating  much  less  rapidly 
than  before.  The  secondary  of  an  induction  coil,  in  fact,  has 
a  large  self-inductance  and  something  analogous  to  capacity,  and 
therefore  forms  an  oscillation  circuit  by  itself. 

Fig.  248  is  a  reproduction  of  a  curve*  representing  the  current 
obtained  by  charging  up  a  condenser  and  then  discharging  it 
through  a  circuit  without  a  spark-gap.  The  frequency  here  was 
250  per  second  and  the  decrement  S  about  0-12.     The  record  was 

*  I  am  indebted  to  Prof.  J.  Zenneck  for  this  figure  and  for  Fig.  262. 
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not  made  with  an  ordinary  oscillograph,  but  with  a  Braun  tube 
in  a  manner  to  be  explained  later  (Art.  206).  Zenneck  has  also 
examined  circuits  containing  spark-gaps,  with  remarkable  results. 


Fig.  248 

Thus  if  the  electrodes  are  silver  or  copper  the  amplitude  of  current 
sinks  almost  linearly,  and  not  exponentially,  to  zero.  This  fact 
shows  that  the  efEect  of  the  spark-gap  in  oscillation  circuits  cannot 
be  entirely  neglected. 

In  spite  of  the  simplicity  of  its  manipulation,  the  induction 
coil  is  not  well  suited  for  work  with  condenser  discharges.  In 
the  first  place  it  usually  gives  far  more  voltage  than  is  required 
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Fig.  249 
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to  start  the  spark.  The  platinum  contact-pieces  of  the  hammer- 
break  are  burnt  away  more  or  less  rapidly,  giving  rise  to  irregularity 
in  the  action  of  the  coil,  and  requiring  constant  adjustment. 
For  observations  extending  over  any  length  of  time  the  induction 
coil  should  be  replaced  by  a  transformer  giving  from  10,000  to 
30,000  volts,  in  conjunction  with  a  rotary  converter.  Fig.  249 
^hows  a  complete  arrangement  of  this  kind  for  producing  electric 
oscillations.  Water-resistances  W,  W  are  sometimes  useful  to 
prevent  a  large  alternating  current  from  passing  through  the 
spark-gap,  and  if  the  main  spark-gap  S  is  to  be  immersed  in  oil 
subsidiary  spark-gaps  in  the  leads  are  also  required,  otherwise  the 
discharge  cannot  be  made  to  begin  sufficiently  abruptly. 

Fie.  250  shows  a  type  of  variable  inductance  for  altering  the 


Fi".  250 


frequency  of  the  oscillation  within  certain  limits.  Here  various 
lengths  of  a  solenoid  of  thick  wire,  wound  on  ebonite,  are  taken 
off  by  a  sliding  contact  in  the  form  of  a  wheel  rolling  on  the  wire. 


179.  Instruments  for  detecting  and  measuring  high- 
frequency  currents.  If  a  single  train  of  oscillations  in  a 
circuit  Ci  induces  oscillations  in  a  second  circuit  C^,  then  it  can 
be  shown  that  the  total  charge  ^i^dt  passing  round  the  second 
circuit  is  zero.     This  is  evidently  true  if  C^  contains  a  condenser  : 
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if  not,  let  *i  be  the  current  in  Ci  at  time  t.  Then  with  the  usual 
notation 

Integrating  with  respect  to  t  over  the  whole  time  occupied  by  the 
oscillations,  we  have  Jiaf^f  :=  0.  It  follows  that  the  oscillations 
cannot  be  detected  by,  inserting  a  direct-current  galvanometer, 
however  sensitive,  in  C.^.  Moreover,  a  telephone  receiver  in 
the  circuit  will  give  no  sound;  for  the  frequency  of  electric 
oscillations  is  too  high  to  excite  the  vibrations  of  the  membrane, 
and  the  telephone  will  respond  only  to  the  integral  effect  of  the 
whole  train,  that  is  most  probably  to  ^iidt. 

For  measuring  purposes  the  most  generally  useful  instruments 
are  the  thermal  galvanometers  described  in  Art.  104.  As  they  depend 
on  the  heating  effect  of  the  current,  they  give  deflexions  propor- 
tional to  N  ^i^dt,  where  N  is  the  number  of  trains  of  oscillations 
per  second.  Duddell's  thermo-ammeter  is  particularly  convenient 
for  laboratory  work  in  which  the  greatest  sensitiveness  is  not 
required. 

The  necessity  for  sensitive  detectors*  of  high-frequency 
currents  has  arisen  in  connexion  with  the  transmission  of  electric 
waves  to  a  distance  (Art.  199). 

The  simplest  of  the  sensitive  detectors  now  used  is  the 
crystal  detector.  It  has  been  known  for  some  time  that  certain 
crystals,  such  as  psilomelane,  exhibit  unilateral  conductivity 
when  held  between  two  metallic  plates ;   i.e.  for  a  given  applied 

*  The  first  of  these  seems  to  have  been  Minchin's  impalsion  cell  (1890).  It 
consists  of  a  small  glass  tube  filled  with  an  alcohol  and  containing  two  metaJlio 
plates  connected  by  platinum  wires  to  a  quadrant  electrometer.  One  of  the 
plates  is  clean  and  the  other  sensitised  by  a  peculiar  process.  A  cell  so  prepared 
is  sensitive  to  Ught,  giving  an  b.m.f.  of  about  |  volt  for  diffused  daylight; 
but  if  it  is  tapped  lightly  it  becomes  insensitive,  a  second  tap  restoring  the 
sensitive  state,  and  so  on.  Minohin  found  that  the  insensitive  state  could 
be  converted  to  the  sensitive  when  the  spark  of  a  Hertzian  oscillator  passed 
at  a  distance  of  30  feet  or  more  from  the  cell.  A  very  sensitive  detector,  the 
coherer,  was  subsequently  invented  by  Branly.  It  consists  of  a  mass  of  metallic 
filings  contained  in  a  glass  or  ebonite  tube  between  metallic  electrodes,  which 
becomes  conducting  in  the  presence  of  electric  waves.  Branly,  however,  did  not 
recognise  as  clearly  as  Minchin  the  fact  that  its  action  was  due  to  the  inductive 
effect  of  Hertzian  oscillations.  By  the  end  of  1891  Minchin  had  succeeded  in 
detecting  the  effect  of  a  Hertzian  oscillator  at  a  distance  of  150  feet. 
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voltage  more  current  passes  in  one ,  direction  than  the  other. 
Fig.  251  shows  the  relation  between  voltage  and  current  for  a 
specimen  of  carborundum.     Such  a  crystal  will  probably  convert 
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high-frequency  alternating  currents  more  or  less  into  direct 
currents,  as  it  will  let  through  more  current  one  way  than  the 
other  and  give  for  jidt  a  finite  value  different  from  zero.  A  single 
train  of  electric  oscillations,  inducing  on  a  loop  of  wire  containing 
a  crystal  and  telephone  in  series,  will  therefore  have  an  integral 
effect,  and  a  sharp  click  will  be  heard  in  the  telephone.  In 
practice,  the  receiving  circuit  will  usually  contain  a  condenser, 
and  the  telephone  and  crystal  are  in  series  across  it.  The 
sensitiveness  can  generally  be  increased  by  applying  a  steady 
electromotive  force  to  the  crystal  by  means  of  a  battery  and 
potentiometer  as  shown  in  Fig.  252,  the  best  voltage  being  generally 
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of  the  order  of  half  a  volt.  But  this  potentiometer  attachment 
would  not  be  used  when  simplicity  of  operation  is  the  chief 
desideratum. 

The  crystal  detectors  in  use  are  of  three  types : 

(1)  Crystal  pressed  between  two  flat  metallic  plates  (car- 
borundum). 

(2)  One  of  the  metallic  contacts  in  the  form  of  a  point,  the 
pressure  being  adjustable  by  means  of  a  screw  (molybdenite,  galena). 

(3)  Two  crystals  making  contact  with  each  other  at  a  point, 
the  pressure  being  likewise  adjustable  (zincite- copper  pyrites, 
zincite-bornite). 

These  types  do  not  differ  in  principle  from  one  another,  as  contact 
takes  place  in  all  cases  over  a  very  small  area.  Some  difference 
of  opinion  exists  as  to  what  crystals  are  the  best  to  use.  Thus 
carborundum  has  the  advantage  of  being  extremely  hard,  so  that 
a  slight  change  in  the  pressure  to  which  it  is  subjected  does  not 
affect  its  sensitiveness.  On  the  other  hand  ordinary  specimens  of 
it  are  not  as  sensitive  as  the  zincite-copper  pyrites  combination. 

The  precise  cause  of  the  peculiar  rectifying  action  of  crystal 
detectors  is  not  known ;  but  some  experiments  of  Pierce  may 
be  mentioned  in  this  connexion.  With  carborundum  he  found 
that  the  difference  between  the  positive  and  negative  currents, 
for  the  same  voltage,  became  much  less  when  the  faces  of  the 
crystal  were  platinised  so  as  to  increase  the  area  of  effective  con- 
tact with  the  electrodes.  The  action  therefore  appears  to  have  its 
seat  at  or  near  the  points  where  the  crystal  touches  the  electrodes. 


Fig.  253 
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Fleming's  oscillation  valve  (Fig.  253)  consists  of  a  glow-lamp 
with  a  tungsten  filament  F,  surrounded  by  a  carbon  cylinder  C, 
tlie  filament  being  heated  with  an  auxiliary  battery  B.  Its 
action  depends  on  a  peculiar  property  of  incandescent  metals 
in  high  vacua,  namely  that  they  will  allow  negative  electricity 
to  leak  from  them  freely,  while  positive  electricity  can  hardly 
escape  at  all     This  is  shown  by  the  diagram.  Fig.  254. 
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Very  considerable  improv^ement  results  from  the  insertion  of 
a  grating  between  the  filament  and  cylinder,  the  three  being 
raised  to  different  potentials.  This  device  is  due  to  de  Forest. 
Such  a  contrivance  is  no  longer  a  valve,  any  more  than  a  crystal 
is ;  but  it  is  easy  to  see  that  any  a-p'paratus  which  does  not 
obey  Ohm's  law  may  act  as  a  rectifying  detector.  Let  us  assume 
that  the  relation  of  current  to  potential  is  the  same  for  high 
frequencies  as  for  low  frequencies  or  steady  currents,  and  given 
by  F=/(i);  and  suppose  that  the  apparatus  in  question  is 
placed  in  a  circuit  of  self-inductance  L  and  resistance  R,  so  that 
a  small  current  i  flows  in  it  at  time  t.  If  this  current  is  induced 
by  a  current^'  in  a  neighbouring  oscillation  circuit,  we  have 
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Expanding  the  function  /  (i)  as  far  as  i^  by  Maclaurin's  theorem, 
we  have 

i  I  +  ikf  I  +  {i?  +/'  (0)}  i  +  U"  (0)  i'  =  0, 

since  F  =  0  when  i  =  0.     On  integration  over  the  interval  occupied 
by  a  single  train  of  oscillations,  this  gives 

{R+f'mSidt  =  -if"(0)!i^dt, 
so  that  Sidt  certainly  differs  from  zero  if  /"  (0)  does ;   that  is,  if 
the  (i,  V)  or  characteristic  curve  is  bent  in  the  neighbourhood 
of  the  origin. 

The  above  is  a  kind  of  general  theory  of  crystal  and  valve 
detectors.  It  must  however  be  remembered  that  no  adequate 
proof  has  yet  been  adduced  as  to  whether  crystals  behave  in  the 
same  way  at  high  and  low  frequencies. 

180.  Properties  of  high-frequency  currents.  The  current 
in  an  oscillation  circuit  may  reach  a  considerable  magnitude. 
Thus  if  C  =  5000  e.s.u.,  V  =  30,000  volts  and  n  =  lO^,  v^^  =  170 
amperes.  As  regards  its  inductive  effect,  however,  this  current 
is  equivalent  to  an  alternating  current  of  no  less  than  10*  amperes 
at  a  frequency  of  25  per  second.  It  follows  that  the  induction 
effects  are  extraordinarily  great.  A  glow-lamp  in  series  with 
a  loop  of  wire  of  one  or  two  turns  will  glow  brightly  when  brought 
near  an  oscillation  circuit. 

The  most  remarkable  property  of  the  currents  is  that  they 
are  not  uniformly  distributed  over  the  cross-section  of  the  wires 
in  which  they  flow,  but  concentrated  near  the  outer  surface, 
and  this  more  and  more  the  higher  their  frequency.  The  exact 
theory  of  this  effect  is  given  in  Art.  203  :  for  the  present  we  may 
regard  it  as  an  experimental  fact.  It  can  be  demonstrated  with 
the  apparatus  shown  in  Fig.  255.  A  represents  a  hollow  metal 
A 


Fig.  255 


cylinder  about  5  cm.  in  diameter,  B  a  coaxial  metal  rod,  the  two 
being  placed  in  metallic  contact  by  plates  at  the  ends.     Both 
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rod  and  cylinder  are  cut  at  one  point,  and  a  small  discharge  tube 
inserted  across  the  inner  gap  is  viewed  through  a  small  hole  in 
the  cylinder.  Send  a  low-frequency  current  through  the  apparatus 
from  an  induction  coil,  and  adjust  the  outer  gap  so  that  the 
current  will  just  pass  through  the  inner  tube  in  preference  to 
going  through  it.  If  now  the  apparatus  is  placed  in  an  oscillation 
circuit,  the  converse  will  be  found  to  occur.  This  illustrates  the 
preference  of  the  current  for  the  outer  portions  of  a  wire. 

The  effect  of  this  unequal  distribution  is  to  increase  the  apparent 
resistance  of  the  wire.  Imagine  the  cross-section  of  the  wire  to 
be  cut  into  a  large  number  of  equal  areas,  and  let  i  be  the  current 
through  one  of  them.  Then  for  a  given  total  current  Hii  has  an 
assigned  value.  But  the  heating  efEect  of  the  current  is  propor- 
tional to  Si^,  and  by  a  known  algebraical  theorem*  this  is  least 
when  all  the  i's  are  equal.  Thus  the  heating  eSect  of  a  given 
current  is  least  when  it  is  distributed  uniformly  over  the  cross- 
section  of  the  wire. 

The  heating  efEect  of  high-frequency  currents  has  been 
measured  by  several  observers.  The  apparatus  used  by  Fleming 
for  this  purpose  is  shown  in  Fig.  256.    Two  wires  W^.W^,  as  nearly 
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Fig.  256 


as  possible  identical,  are  passed  down  two  tubes  T^,  T^  connected 
by  a  cross-tube  containing  a  thread  of  oil,  so  that  the  whole 

*  Cf.  Chrystal,  Algebra,  vol.  II.  p.  49. 
P.  E.  27 
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forms  a  differential  air-thermometer.  The  left-hand  wire  is 
traversed  by  direct  current  and  the  right-hand  wire  by  high- 
frequency  currents  from  a  condenser  discharge,  the  effective 
values  of  the  currents  being  measured  by  thermal  ammeters 
Ai,  A^  in  the  circuits.  The  direct  current  is  adjusted  by  means 
of  a  rheostat  until  the  oil  thread  remains  in  its  ordinary  position 
when  both  currents  are  flowing.  Let  B^  be  the  normal  resistance 
of  the  wire  W^  for  steady  currents,  hR^  its  resistance  for  the  high- 
frequency  currents.  Then  the  heat  developed  in  the  left-hand 
tube  is  represented  by  R^Ii,  and  in  the  right-hand  tube  by 
hR^l^^.     Thus 

RJ-,^  =  XkRJ^\ 

where  A  is  a  numerical  constant  which  is  equal  to  unity  in  a  truly 
symmetrical  apparatus,  but  in  practice  may  have  a  slightly 
different  value  on  account  of  differences  in  the  sizes  of  the  tubes 
and  the  thermal  emissivities  of  the  wires.  A  may  be  eliminated 
by  performing  a  second  experiment  in  which  high-frequency 
current  flows  through  the  left-hand  wire  and  direct  current 
through  the  right-hand  wire.     Thus 

kRJ^^  =  XRiIi^, 

giving  Ic  =  YJ  ■ 

The  fractional  increase  of  resistance  can  thus  be  found  experi- 
mentally. 

The  change  in  the  distribution  of  current  in  a  circuit  also 
affects  its  self-inductance;  but  whereas  the  resistance  increases 
indefinitely  as  the  current  flows  more  and  more  on  the  surface, 
the  inductance  tends  to  a  new  limiting  value,  called  the  high- 
frequency  inductance.  The  theory  of  Art.  121  must  be  modified 
in  this  case,  since  the  internal  filaments  of  the  wire  no  longer 
contribute  to  the  magnetic  flux.  Instead  of  the  result  L  =  M  +  ^l 
we  now  find  the  simple  result  L  =  M.  Thus  the  high-frequency 
inductance  of  a  circuit  is  equal  to  the  mutual  inductance  of  the  line 
of  centres  of  the  cross-sections  and  a  parallel  curve  drawn  in  the 
surface  of  the  wire.  As  an  example  of  this  ride  we  have  the 
following  formulae  for  high-frequency  inductance :  ■ 
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(1)  Long  solenoid  of  n  turns,  length  I,  area  A. 

L  =  4^n^Ajl, 
the  distribution  of  current  being  unimportant. 

(2)  Rectangular  circuit  a  by  b,  diameter  of  wire  2r. 

L  =  9-210  \c  logjo  —  -  a  log^  {a+d)-b  logjo  (6  +  d)l  -  8c  +  8d, 

wtere  c  is  the  half  perimeter,  d  the  diagonal  of  the  rectangle. 

(3)  Circular  coil  of  one  turn,  radius  a. 

L  =  a  ('28-93  log^  —  -  25- is] . 

The  preceding  remarks  show  that  we  must  be  rather  careful 
in  speaking  of  the  resistance  and  self -inductance  of  a  circuit  for 
high-frequency  cu;rrents.  Serious  practical  difficulties  do  not 
arise,  since  the  resistance  of  oscillation  circuits  can  be  calculated 
with  sufficient  accuracy  for  the  particular  frequency  in  question. 
The  difference  between  the  high  and  low-frequency  inductance 
of  a  circuit  amounts  to  exactly  half  the  total  length  of  wire  used, 
and  is  usually  insignificant. 

181.  Tesla  experiments.  The  idea  of  iraws/brmwgr  electric 
oscillations  is  due  to  Tesla.     His  apparatus,  called  a  Tesla  trans- 


Fig. 

former,  is  shown  in  Fig.  257.     The  primary  consists  of  a  small 
number  of  turns  of  thick  wire  inserted  in  the  oscillation  circuit ; 

27—2 
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the  secondary  coil  is  a  solenoid  of  many  turns  carefully  insulated 
from  one  another*.  In  this  way  an  extremely  high  voltage 
(of  the  order  10®)  is  reached,  and  a  variety  of  striking  experiments 
may  be  made. 

If  the  ends  of  the  secondary  are  connected  to  two  unequal 
metallic  rings  (diameters  15  and  10  cm.,  ahout  10  cm.  apart)  a 
beautiful  conical  discharge  takes  place  between  them,  the  whole 
space  being  traversed  by  filmy  blue  streamers.  Leads  of  bare 
and  even  insulated  wire  are  likewise  surrounded  by  a  luminous 
halo.  The  secondary  terminals  may  be  joined  to  a  pair  of  wires 
10  metres  or  so  long  stretched  parallel  to  one  another  about 
10  cm.  apart,  when  a  filmy  discharge  will  take  place  along  their 
entire  length.  Long  crackling  sparks  are  obtained  from  a  pointed 
terminal  attached  to  the  top  of  the  secondary.  Glow-lamps  and 
discharge  tubes  light  up  at  a  considerable  distance  from  the 
transformer.  If  a  discharge  tube  is  held  in  one  hand  while  the 
secondary  is  touched  with  the  other  it  will  light  up,  and  with  a 
powerful  apparatus  the  currents  may  be  made  to  pass  through 
the  bodies  of  several  persons.  In  performing  these  experiments 
it  must  be  remembered  that  it  would  be  dangerous  to  touch 
the  primary  of  the  Tesla  transformer  (or  any  other  oscillation 
circuit). 

182.  Electrical  resonance.  When  an  electromotive  force 
V  cos  pt  is  placed  in  a  circuit  containing  resistance,  inductance 
and  capacity  in  series,  the  current  is  given  (Art.  130)  by 

i  =  I  cos  (pt  —  a), 
where         7  =  j- —^ -,     tana  = _J^...(12). 

r^-c-pj-^^f 

Regarding  p  as  the  variable,  I  assumes  its  maximum  value  V/R 
when  LCp^  =  1 ;  that  is,  when  the  periodic  time  of  the  appUed 
E.M.r.  is  the  same  as  that  of  the  natural  electric  oscillations  in 
the  circuit.  If  R  is  small  this  maximum  current  may  be  much 
greater  than  that  corresponding  to   slightly  larger  or  smaller 

*  For  really  powerful  effects  the  secondary  should  be  immersed  in  oil. 
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values  of  p.  This  effect  is  called  resonance  by  analogy  with  the 
corresponding  effect  in  acoustics.  The  phase-difference  between 
current  and  electromotive  force  vanishes  when  resonance  occurs, 
and  the  circuit  then  behaves  exactly  like  a  simple  coil  of  resistance 
R  and  inductance  zero. 
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Fig.  258  shows  an  arrangement  for  examining  the  resonance 
of  two  electric  oscillation  circuits,  ij ,  L^  are  two  small  inductances 
formed  by  stretching  insulated  wire  over  wooden  frames.  Three 
turns  of  wire  of  1  mm.  diameter,  placed  about  2  cm.  apart  on  a 
rectangular  frame  60  cm.  by  30  cm.,  will  give  a  suitable  inductance 
(of  the  order  10,000  absolute  electromagnetic  units).  C^  is  a 
Leyden  jar,  G^  a  variable  condenser  of  somewhat  larger  capacity, 
G  a  thermo-ammeter  or  other  sensitive  thermal  galvanometer. 
Care  should  be  taken  to  start  with  the  frames  a  considerable 
distance  apart,  otherwise  the  current  in  the  secondary  may  be 
too  large.  On  turning  the  handle  of  the  variable  condenser  a 
large  deflexion  of  the  galvanometer  will  occur  at  a  well-marked 
position. 

A  curve  connecting  the  capacity  of  the  secondary  with  the 
current  may  be  called  a  resonance  curve.  This  name  is  however 
usually  reserved  for  a  particular  curve  obtained  as  follows. 
Imagine  the  periodic  time  T  =  2n  {LGy  of  the  natural  oscillations 
of  the  secondary  circuit  calculated  for  all  values  of  its  capacity. 
Then  at  a  particular  periodic  time  Tq  the  current  in  the  secondary 
will  have  its  maximum  effective  value  /p.  If  Z  is  the  effective 
value  of  the  current  for  any  other  period  T,  the  resonance 
curve  is  one  with  T/Tq  ^^  abscissa  and  Ijl^  as  ordinate.     An 
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example  is  given  in  curve  I  of  Fig.  259  (L^  =  ig  =  9800  e.m.u.j- 
Ci  =  1250  E.S.U.,  resistance  of  secondary  1-5  ohms). 
1-2 


The  exact  theory  of  resonance  curves,  and  the  way  they  depend 
on  the  decrements  of  the  circuits,  will  be  considered  in  Art.  203. 
The  general  form  of  the  curves  is  fairly  obvious  from  what  has 
been  said  above.  Eesonance  occurs  when  the  natural  frequency 
of  the  secondary  coincides  with  that  of  the  primary,  that  is 
when  LjG^  =  L^C^.  Neglecting  the  damping  of  the  primary,  the 
resonance  curve  will  have  a  more  and  more  pronounced  peak 
the  less  the  resistance  of  the  secondary.  It  will  be  shown  that 
the  sharpness  of  the  peak  depends  essentially  on  the  sum  of  the 
decrements  of  the  primary  and  secondary.  Curve  II  of  Fig.  259 
shows  the  effect  of  inserting  a  non-inductive  resistance  of  9  ohms 
in  the  secondary,  the  scale  of  current  being  the  same  as  that  in 
curve  I,  from  which  it  is  clear  that  the  sharpness  of  resonance  is 
considerably  reduced. 

183.     Frequency-meters  for  electric  oscillations.     If  the 

self-inductance  of  the  secondary  circuit  in  Fig.  258  is  known, 
and  also  the  capacity  for  various  positions  of  the  variable  con- 
denser, we  have  clearly  an  instrument  for  determining  the  frequency 
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of  the  oscillations  in  the  primary.  The  condenser  is  adjusted,  with 
the  circuits  still  a  considerable  distance  apart,  till  the  thermal  gal- 
vanometer shows  the  maximum  deflexion,  and  then  T  =  2tt  {L^C^)^ 
is  the  periodic  time  of  the  primary  oscillations.  An  instrument 
of  this  type  was  first  put  on  the  market  by  Donitz.  The  most 
accurate  method  of  measurement  is  to  draw  the  whole  resonance 
curve  and  determine  the  position  of  maximum  current  graphically, 
otherwise  it  is  rather  difficult  to  find  this  position  on  account  of 
the  slight  unsteadiness  of  the  oscillations  which  always  occurs  in 
practice. 

A  very  convenient  instrument  is  the  portable  frequency- 
meter  of  the  Marconi  Company,  the  internal  arrangement  of 
which  is  shown  in  Fig.  260.  Here  the  detector  is  a  carborundum 
crystal  K  of  comparatively  high 
resistance  in  series  with  a  tele- 
phone T,  the  whole  placed  as  a 
shunt  across  the  variable  con- 
denser C.  The  inductance  L  is 
built  into  the  lid  of  the  containing 
box.  In  use,  the  meter  is  first 
held  in  the  hand  and  the  handle 
of  the  condenser  turned  until  there 
is  a  maximum  sound  in  the  telephone.  The  observer  now  moves 
away  until  he  can  only  just  hear  the  sound  when  the  handle  is 
in  a  particular  position.  In  this  way  it  is  possible  to  determine 
the  position  of  resonance  with  great  nicety. 

An  ingenious  direct-reading  frequency-meter  has  been  invented 
by  Hirsch.  One  plate  of  the  variable  condenser  is  kept  in  con- 
tinuous rotation  by  a  motor.  Attached  to  the  edge  of  this  plate 
is  a  small  vacuum  tube  containing  helium,  which  is  also  connected 
through  a  sliding  contact  to  the  fixed  plates.  When  the  condenser 
passes  through  the  position  of  resonance  the  difference  of  potential 
between  the  plates  is  a  maximum,  and  the  discharge  tube  can  be 
made  to  light  up  in  this  position,  and  this  only.  A  graduated  scale 
under  the  discharge  tube  then  gives  the  frequency  by  inspection. 
For  absolute  determinations  of  frequency  it  is  necessary  to 
standardise  the  instrument  in  some  way.  The  method  of  cali- 
bration adopted  at  the  Reichsanstalt,  Berlin,  is  to  compare  the 
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readings  of  a  given  meter  with  one  or  more  standard  meters,  the 
i^nductance  and  capacity  of  which  are  determined  once  for  all 
by  calculation.  A  careful  series  of  measurements  was  carried  out 
by  Diesselhorst  in  1908  in  which  the  accuracy  of  these  standards  was 
checked  by  observations  with  a  rotating  mirror,  so  that  the  absolute 
readings  are  known  to  be  correct  to  a  few  parts  in  a  thousand. 

It  will  appear  shortly  that  electromagnetic  effects  are  pro- 
pagated through  space  with  a  finite  velocity  c,  equal  to  the  ratio 
of  the  electromagnetic  to  the  electrostatic  unit  of  charge.  Thus 
electric  oscillations  are  accompanied  by  electric  waves,  the  wave- 
length A  being  connected  with  the  period  of  oscillation  by  the 
relation  A  =  cT.  For  this  reason  frequency-meters  are  usually 
described  as  wave-meters,  because  they  also  measure  the  wave- 
length of  the  corresponding  electric  waves. 

In  Kelvin's  formula  T  =2t7  [LCy  both  L  and  C  are  supposed 
to  be  measured  in  the  same  system  of  units,  for  example  the 
electromagnetic.  But  now  if  C  is  measured  in  electrostatic  units, 
L  remaining  in  absolute  electromagnetic  units,  the  formula  becomes 
r  =  27r  {LCjc^y.  With  this  understanding  we  therefore  have  the 
simple  result 

A  =  27r(iC)* (13), 

giving  A  directly  in  centimetres.  When  not  specially  stated  we 
shall  always  understand  L  and  C  to  be  measured  as  here  described. 
On  account  of  the  ease  with  which  observations  can  be  made 
the  wave-meter  becomes  the  most  convenient  instrument  for 
measuring  small  inductances  and  capacities.  If  a  standard 
inductance  is  at  hand,  or  one  whose  magnitude  can  be  calculated 
from  its  dimensions,  then  the  capacity  of  any  Leyden  jar  is  found 
by  making  up  an  oscillation  circuit  of  the  two  (taking  care  not  to 
introduce  more  inductance  than  necessary  in  the  leads)  and 
measuring  the  corresponding  wave-length.  The  method  is  ap- 
plicable to  cases  in  which  the  leakage  is  too  great  to  permit 
of  electrostatic  measurements.  Again,  with  a  known  condenser 
self-inductances  can  be  measured ;  and  this  is  the  most  accurate 
method  of  measuring  small  inductances.  Knowing  the  self- 
inductances  of  two  coils,  their  mutual  inductance  may  be  found 
by  a  method  already  explained  (Art.  132). 
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184.  Coupled  oscillation  circuits.  When  the  two  circuits 
in  Fig.  258  are  brought  so  close  together  that  their  mutual 
inductance  is  appreciable,  the  oscillations  in  the  circuits  disturb 
each  other.  In  order  to  examine  this  more  particularly  in  the 
case  in  which  the  resistances  in  the  circuits  are  negligible,  suppose 
that  ±  «!  are  the  charges  on  the  plates  of  C^  at  time  t,  i^  =  —  dejdt 
the  primary  current,  and  62,  i^  the  corresponding  quantities  for 
the  second  circuit.     Then  we  have 

^^^^^  +  ^^^^$  +  ^^  =  0 

Write  n^^  =  IjL-^Gi,  n^  =  l/L^Cz,  and  try'a  solution  6^  =  A^  cospt, 
€2  =  A2  cos  pt.    Substituting  in  the  above  •  equations,  we  have 

(%2  _  p2)  A,  =  ^  A2  and  ^  A,  =  (n^^  -  p^)  A^. 

Eliminating  the  ratio  A^-.A^,  the  admissible  values  of  p  are  given  by 

(V  -  f)  {^i  -  f)  =  ^""t    (14), 

where  Iz  =    ,  (15). 

The  quantity  li  is  called  the  coefficient  of  coupling :  the  circuits 
are  said  to  be  weakly  coupled  when  k  is  small,  strongly  coupled 
when  k  approaches  unity.  Equation  (14)  shows  that  there  are 
two  possible  oscillation  frequencies  in  a  pair  of  coupled  circuits, 
which  in  general  are  not  the  same  as  the  natural  frequencies  of 
the  two  circuits  by  themselves. 

In  the  special  case  of  resonance  (wi  =  w^  =  n),  (14)  gives 
jjs  _  j,2^  J.  j^^2  Hence  if  Tg  is  the  common  periodic  time  of 
the  circuits  separately,  the  combined  periods  are  given  by 


T=To's/l±k (16). 

The  actual  currents  in  the  circuits  are  obtained  by  superposing 
solutions  of  the  above  fundamental  type.  The  general  solution 
of  the  difierential  equations  is  now 
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Cj  =  ^  COS  pt  +  B  sin  pt+C  cos  qt  +  D  sin  qt, 

62  =  ^  {-T^  (^  cos jj<+  -B  sin^O  +  ^-2 (Ccos ?«+  5 sin  jof  ^ 

where 


^•i  = 


l  +  k' 


n"—  q' 


When  <  =  0  we  have  ei  =  Ci7o,  ^i  =  0,  63  =0,  •43  =  0.  These 
conditions  determine  the  arbitrary  constants  A,  B,  G,  D,  and 
thus  we  find 

«i  =  4  C'l  ^0  (cos  pt  +  cos  qt),     62  =  J  (y-M   Gi  Fq  (cos  j)i  —  cos  qt), 
%  =  JCiFq  (j)  sin  pt  +  q  sin  gi), 


Hence 


\l)  ^^^° ^^ ®^^ ^^ ~ ^ ^^"^ ^^^' 


The  frequencies  ^  and  q,  if  not  too  close,  may  be  detected 
separately  with  a  wave-meter,  and  appear  in  the  form  of  two 
humps  when  a  resonance  curve  is  taken  of  the  two  circuits 
together  by  means  of  a  third  circuit  loosely  coupled  with  them. 
An  example  is  given  in  curve  III  of  Fig.  259,  from  the  results 
of  an  experiment  in  which  ij  =  9800,  L^  =  18,400,  M  =  3600, 
Ci  =  1250,  C2  =  665,  h  =  0-268.  The  positions  of  the  maxima, 
as  calculated  from  (16),  are  given  by  T/Tq  =  0-856  and  1-13, 
which  agree  well  with  those  observed. 

As  in  acoustics,  the  existence  of  two  frequencies  gives  rise  to 


Fig.  261 


XI] 


ELECTRIC   OSCILLATIONS 


427 


heats,  or  periodic  variations  of  the  amplitude  of  the  oscillations. 
The  curves  in  Fig.  261  correspond  exactly  to  curve  III  of  Fig.  259, 


'iiiiiiii'*- 
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Fig.  262 

except  that  in  calculating  them  the  damping  has  been  neglected. 
Fig.  262  is  an  actual  oscillograph  record  of  the  secondary  current 
in  a  pair  of  coupled  circuits. 

An  important  practical  consequence  of  the  above  is  that  a 
wave-meter  cannot  be  brought  too  near  to  an  oscillation  circuit 
without  reacting  on  it  and  altering  its  frequency.  A  sensitive 
detector  is  therefore  essential  for  accuracy. 

185.  Damping  in  oscillation  circuits.  It  is  clear  that 
electric  oscillations  will  be  damped  out  by  any  process  involving 
a  dissipation  of  energy.  The  formula  (11),  which  takes  into 
account  the  heating  of  the  wires  of  the  circuit  alone  (and  that 
only  if  R  is  the  resistance  calculated  for  the  corresponding 
frequency),  therefore  gives  an  inferior  limit  to  the  damping  that 
takes  place  in  practice.  Other  sources  of  energy-loss  can  be 
much  reduced  by  suitable  design  of  the  oscillation  circuit,  the 
spark-gap  excepted. 

The  effect  of  the  spark-gap  on  the  course  of  the  oscillations 
has  already  been  mentioned.  Magnesium  is  the  best  material 
for  the  electrodes  if  small  damping  is  required,  but  zinc  and 
cadmium  are  also  to  be  recommended.  The  spark-gap,  again, 
must  not  be  too  short,  say  at  least  2  mm.  in  length.     If  these 
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precautions  are  taken  S  may  be  got  as  low  as  0-05,  but  not  much 
lower. 

The  greater  damping  effect  of  short  sparks  was  observed  by- 
Perot  in  1892,  but  it  has  only  recently  been  realised  how  great 
this  damping  may  become.  The  following  instructive  method 
has  been  used  by  M.  Wien.  A  coupled  circuit  is  set  up  with  the 
spark-gap  to  be  examined  in  the  primary,  and  a  resonance  curve 
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Fig.  263 

taken  off  by  means  of  a  third  circuit  loosely  coupled  with  the 
first  two.  Under  ordinary  circumstances  a  curve  is  obtained 
like  that  of  Fig.  263,  I,  which  corresponds  to  spark-length  J  mm. 
If  now  the  spark-length  is  diminished  the  humps  of  the  coupled 
circuit  subside  and  a  third  hump  rises  which  corresponds  to  the 
natural  frequency  of  oscillation  of  the  separate  circuits,  supposed 
equal  (curve  II,  spark-length  0-15  mm.).  The  beginning  of  this 
process  is  already  apparent  in  curve  III  of  Fig.  259. 

The  obvious  interpretation  of  these  results  is  that  with  short 
spark-gaps  the  primary  oscillation  may  cease  altogether,  leaving 
the  secondary  circuit  to  oscillate  alone  with  its  own  natural 
frequency.  Since  the  secondary  contains  no  spark-gap  its 
damping  is  small,  as  may  be  seen  also  from  the  sharpness  of  the 
central  peak  in  curve  II. 

Curiously  enough,  therefore,  the  problem  of  producing  weak 
damping  in  one  circuit  depends  on  the  production  of  very  strong 
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damping  in  another.  This  is  known  as  the  method  of  the  quenched 
spark.  An  effective  type  of  quenched  spark  is  the  plate  discharger, 
consisting  of  two  flat  plates  separated  from  one  another  by  a 
thin  ring  of  mica.  Since,  however,  the  sparking  potential,  and 
therefore  the  amount  of  energy  available,  is  small  with  a  single 
short  spark-gap,  several  plates  are  placed  in  series.  The  plates 
may  be  strung  on  an  insulating  rod 
and  separated  from  one  another  by 
thin  discs  of  mica,  as  shown  in  Fig. 
264.  The  nature  of  the  intervening 
gas  has  an  efEect  on  the  amount  of 
quenching,  hydrogen  being  better 
than  air  and  carbon  dioxide  worse. 
The  amount  of  coupling  between 
the  two  circuits  is  also  of  importance, 
as  will  be  understood  by  a  reference 
to  Fig.  261.  Every  spark-gap  will  of 
course  become  non-conducting  if  the 
current  is  allowed  to  become  very 
small  over  a  sufficient  length  of  time. 
At  a  point  such  as  P  the  amplitude  of  current  is  small  over  one 
or  two  oscillations ;  but  whereas  an  ordinary  spark-gap  would 
get  over  this  awkward  period,  a  properly  designed  quenched 
spark  will  become  non-conducting  and  the  secondary  wiU  hence- 
forth oscillate  alone.  The  chance  of  this  happening  is  clearly 
greatest  when  the  beats  are  long ;  that  is,  when  the  frequencies 
of  the  coupled  oscillations  are  nearly  equal.  It  follows  that  if 
the  coefficient  of  coupling  between  the  two  circuits  exceeds  a 
certain  limit  the  spark-gap  will  cease  to  act  effectively. 


Fig.  264 


186.  The  singing  arc.  The  problem  of  exciting  continuous 
oscillations  in  condenser  circuits,  as  distinct  from  trains  of  damped 
oscillations,  was  solved  by  Duddell  in  1900.  If  a  condenser  C, 
of  the  order  of  5  microfarads,  and  a  self-inductance  L,  of  the 
order  of  -^-^  henry,  are  placed  as  a  shunt  across  a  carbon  arc 
(Fig.  265),  slow  continuous  oscillations  are  produced,  which  are 
accompanied  by  a  musical  note  from  the  arc.  The  carbons 
should  be  thin  and  uncored,  and  the  resistance  R  adjusted  for  a 
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current  of  2  to  3  amperes  at  100  volts,  though  a  higher  voltage' 
is  required  for  really  good  effects.  In  actual  working  the  carbons 
are  first  brought  together  till  the  arc  is  struck,  and  then  separated 
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Fig.  265 

slowly  until  singing  begins,  which  occurs  just  before  the  separation 
at  which  the  arc  goes  out. 

The  oscillations  are  detected  in  the  usual  way  with  a  secondary 
circuit  containing  self-inductance,  capacity  and  a  thermal 
detector ;  and  resonance  curves  can  be  obtained  showing  that 
the  primary  frequency  is  given  approximately  by  Kelvin's 
formula.  The  difference  of  potential  between  the  plates  of  the 
condenser  may  rise  to  four  or  five  times  the  potential  of  the  mains, 
as  may  easily  be  seen  by  placing  an  electroscope  or  electrostatic 
voltmeter  across  its  terminals. 

Many  striking  experiments  may  be  made  with  the  singing  arc. 
A  piece  of  iron  placed  near  the  coil  L  raises  the  self-inductance 
and  lowers  the  note  emitted  by  the  arc.  The  note  may  be  altered 
continuously  by  making  up  the  self-inductance  of  two  coils  in 
series  with  one  another  and  moving  one  of  them  about  so  as 
to  change  the  mutual  inductance.  It  is  raised  when  a  secondary 
circuit  in  the  vicinity  is  short-circuited,  on  account  of  the  diminu- 
tion of  the  efiective  self-inductance  of  the  primary  (cf.  Art.  134). 
The  oscillations  may  be  detected  across  a  roOm  by  means  of  a 
receiving  circuit  with  a  telephone  shunted  across  the  condenser. 
When  the  capacity  of  this  condenser  is  changed  the  intensity  of 
the  sound  in  the  telephone  changes  also,  but  not  the  pitch :  this 
illustrates  the  important  principle  of  forced  vibrations,  namely 
that  it  is  the  frequency  of  the  forcing  agency  which  is  established, 
and  not  that  of  the  system  acted  on. 


,Xl]  ELECTRIC   OSCILLATIONS  431 

A  complete  theory  of  the  singing  arc  is  out  of  the  question, 
but  the  following  considerations  show  the  possibility  of  continuous 
oscillations  in  the  shunt  circuit  of  a  direct-current  arc.  The 
essential  feature  of  the  arc  is  that  as  the  current  in  it  increases 
the  difierence  of  potential  between  the  carbons  becomes  less. 
Assume  for  simplicity  that  the  current  i  through  the  arc  is  a  definite 
function/  ( V)  of  the  difEerence  of  potential  V  between  the  carbons. 
Then  if  j  is  the  current  in  the  condenser  circuit  and  Vq  the  voltage 
of  the  mains,  we  have 

dt^^     dt'^C  dt' 

The  last  equation  gives 

I  ^^      R  =^(^)'   say. 

Again  2L  ^  ^  +  2S  W  +^-1^-2  ^  ^^ 

^8^'''  ^^dtdt^+^'^[dt)  +C^dt-^dt'dF' 

which  gives  on  integration 

If  j  is  to  execute  periodic  changes  {djjdty  and  j^  resume  their 
original  values  periodically.  The  left-hand  side  thus  becomes 
efiectively  2S  ^{djjdtydt,  which  increases  continually  as  time 
goes  on.  The  integral  on  the  right  must  therefore  increase 
with  t.  Hence  periodic  changes  cannot  take  place  if  ifi'  (V)  is 
negative,  that  is  if  Rf  (F)  -f  1  >  0,  so  that  a  necessary  condition 
for  the  production  of  oscillations  is  that  somewhere  or  other 

di   ,    I      „ 

This  condition  cannot  be  satisfied  by  an  ordinary  resistance,  or 
even  by  a  glow-lamp,  for  which  di/dV  is  always  positive.  In 
the  arc  between  solid  carbons,  however,  dijdV  is  negative. 

The  above  theory  is  nothing  more  than  an  illustration,  since 
the  behaviour  of  the  arc  for  frequencies  as  low  as  50  to  the  second 
is  very  different  from  its  behaviour  for  steady  currents.     Interesting 
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results  have  been  obtained  by  Blondel  by  means  of  the  oscillograph. 
One  of  his  curves  is  shown  in  Fig.  266,  representing  the  most 


Arc 
voltage  F 


common  case.  By  taking  corresponding  values  of  i  and  F  and 
plotting  them  against  one  another  we  obtain  the  "characteristic" 
curve  (Fig.  267).  The  portion  ACD  in  the  curves  corresponds 
to  the  interval  during  which  the  arc  is  letting  current  through, 
DBA  to  the  interval  of  extinction.  At  G  the  arc  is  fairly  hot ; 
but  as  the  current  diminishes  it  cools  slightly,  so  that  the  potential 
at  D  is  slightly  higher  than  at  C.  At  D,  when  the  arc  ceases  to 
conduct,  the  state  of  the  rest  of  the  circuit  is  such  that  the  potential 
falls  to  a  negative  value  (at  E)  and  then  rises  rapidly.  Though 
the  arc  is  cooling  all  this  time  it  is  still  hot  enough  to  re-light 
at  A  for  a  certain  potential  higher  than  that  at  D.     The  cycle 


Fig.  267 
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is  then  completed  along  a  curve  ABC  lying  uniformly  above  the 
curve  CD. 

187.  Hertz's  experiments.  In  all  our  previous  work  we 
have  postulated  a  direct  influence  of  one  object  A  on  another  B 
across  the  intervening  space  (action  at  a  distance).  No  objection 
can  be  taken  to  this  point  of  view  as  long  as  the  phenomena  are 
correctly  explained.  However,  there  is  no  denying  that  it  would 
be  more  satisfying  if  the  action  was  traced  all  the  way  from  A 
to  B  by  postulating  suitable  properties  in  the  separating  medium. 
In  1888  Hertz  published  a  remarkable  series  of  experiments 
confirming  the  theory,  propounded  by  Maxwell  in  1863,  that 
electric  action  is  propagated  in  the  form  of  waves  having  all  the 
properties  of  light- waves. 

Hertz's  earlier  experiments  were  performed  with  the  apparatus 
shown  in  Fig.  268.     Two  square  brass  plates  A,  A',  each  of  side 
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40  cm.,  were  joined  by  a  copper  wire  60  cm.  long.  The  wire  was 
cut  in  the  middle  and  a  spark-gap  inserted,  the  terminals  of  which 
were  connected  to  a  large  induction  coil.  Although  the  apparatus 
does  not  form  anything  like  a  closed  circuit,  yet  the  plates  A,  A' 
have  capacity  and  the  connecting  wire  something  like  inductance, 
so  that  the  discharge  is  oscillatory  and  of  very  high  frequency. 
For  a  receiver  (Fig.  269)  Hertz  used  a  wire  in  the  form  of  a  circle 
of  radius  35  cm.,  likewise  interrupted  by  a  spark-gap.  When 
the  oscillations  fall  on  the  receiver  sparks  are  seen  to  pass  across 
the  gap,  whose  length  can  be  adjusted  by  means  of  a  micrometer 
screw. 

The  first  observations  were  on  reflexion,  or  rather  on  inter- 
ference between  the  direct  beam  of  rays  and  the  beam  reflected 
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from  a  conducting  surface.  Working  in  a  large  lecture  room, 
Hertz  set  up  his  oscillator  in  a  horizontal  position  at  a  distance 
of  13  metres  from  a  massive  wall  to  which  a  sheet  of  zinc  4  metres 
high  and  2  metres  wide  had  been  attached.  Periodic  variations 
were  found  in  the  intensity  of  sparking  when  the  receiver  was 
placed  horizontally  af  increasing  distances  in  front  of  the  zinc 
sheet.  This  was  attributed  to  the  formation  of  standing  waves, 
the  wave-length  of  which  was  estimated  at  9-6  metres. 

Subsequently  Hertz  worked  with  much  shorter  waves  (65 
centimetres),  using  the  apparatus  shown  in  Fig.  270.  The 
oscillator  was  now  a  brass  cylinder  3  cm.  in  diameter  and  26  cm. 
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Fig.  270 

long,  with  spark-balls  in  the  centre.  It  was  placed  vertically 
in  the  focal  line  of  a  parabolic  mirror  of  height  2  metres  and 
focal  length  12-5  cm.,  the  wires  from  the  spark-gap  to  the  induction 
coil  being  led  through  the  mirror.  The  receiver  was  formed  of 
two  straight  pieces  of  wire,  each  50  cm.  long  and  5  mm.  in  diameter, 
placed  with  their  ends  5  cm.  apart  in  the  focal  line  of  a  second 
parabolic  mirror.  From  the  nearer  ends  two  wires  were  led 
through  the  mirror  to  a  small  adjustable  spark-gap  at  the  back, 
in  which  the  passage  of  sparks  was  observed. 

In  judging  these  experiments  it  should  be  borne  in  mind  that 
the  linear  receiver  is  affected  most  powerfully  when  it  is  parallel 
to  the  lines  of  electric  force,  while  the  previous  circular  receiver 
responds  best  when  its  plane  is  perpendicular  to  the  lines  of 
magnetic  force.     The  greatest  distance  at  which  the  short  waves 
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could  be  detected  was  about  20  metres,  but  experiments  were 
usually  made  at  a  distance  of  6  to  10  metres. 

(1)  Rectilinear  propagation.  A  sheet  of  zinc  2  metres  high 
and  1  metre  wide  stopped  all  sparking  when  placed  in  the  path 
between  the  mirrors,  but  did  not  when  placed  on  one  side.  The 
body  of  the  observer  also  had  the  same  efiect.  Insulators  such 
as  wood  did  not  stop  the  rays. 

(2)  Reflexion.  When  the  mirrors  are  placed  at  such  an 
angle  that  no  direct  action  takes  place,  vigorous  sparks  could  be 
obtained  by  placing  a  sheet  of  zinc  so  that  the  normal  to  its  plane 
bisected  the  angle  between  the  axes  of  the  mirrors.  The  effect 
was  not  very  sharply  marked,  sparks  being  obtainable  when  the 
mirror  was  turned  through  15°  in  either  direction.  But  since 
the  dimensions  of  the  apparatus  were  of  the  same  order  of  magni- 
tude as  the  wave-length  difEraction  effects  must  come  into  play. 

(3)  Refraction.  Hertz  used  a  large  prism  of  pitch.  The 
height  was  1-5  metres,  the  cross-section  an  isosceles  triangle  of 
base  60  centimetres  and  vertical  angle  30°.  Oscillator,  prism 
and  receiver  were  arranged  like  the  collimator,  prism  and  telescope 
of  a  spectrometer,  the  distance  from  oscillator  to  prism  and  from 
prism  to  receiver  being  2-6  metres.  With  an  angle  of  incidence 
of  25°,  sparks  began  to  appear  in  the  receiver  at  the  deviation  11°, 
became  strongest  at  22°  and  vanished  again  at  34°.  The  angle 
of  minimum  deviation  was  estimated  at  about  22°,  corresponding 
to  the  refractive  index  1-69. 

(4)  Polarisation.  A  large  grating  was  made  of  copper  wires 
fixed  parallel  to  one  another  at  a  distance  of  3  centimetres  apart. 
If  the  parabolic  mirrors  were  vertical  and  the  wires  horizontal, 
practically  no  effect  was  produced  by  interposing  the  grating 
between  the  mirrors :  but  if  the  wires  were  vertical  all  traces  of 
sparking  ceased.  This  efiect  is  analogous  to  that  of  a  plate  of 
tourmaline  on  plane-polarised  light,  the  plate  absorbing  rays 
polarised  in  one  direction  much  more  than  those  polarised  at 
right  angles.  It  is  however  interesting  to  consider  it  from 
a  purely  electrical  point  of  view,  in  order  to  gain  insight  into 
the  way  in  which  this  comes  about.  It  will  appear  shortly 
that  the  electric  force  in  the  wave  as  it  falls  on  the  grating  is 
parallel  to  the  direction  of  the  primary  oscillator.     Such  a  wave 
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induces  no  currents  in  the  wires  when  they  are  perpendicular  to 
the  electric  force :  but  if  they  are  parallel  to  it  currents  and  free 
charges  appear,  and  their  electric  and  magnetic  effects  are  super- 
posed on  those  of  the  original  wave.  The  effects  of  the  separate 
wires  reinforce  each  other  in  certain  directions  (reflexion)  and 
destroy  each  othier  in  others  (absorption).  Hertz  found,  in  fact, 
that  the  grating  would  rejlect  perfectly  when  the  wires  were 
vertical,  but  not  when  they  were  horizontal. 

Hertz  found  that  no  sparks  are  produced  if  the  oscillator 
and  receiver  are  at  right  angles  to  one  another,  but  they  reappear 
when  the  grating  is  interposed  in  a  direction  which  is  not  parallel 
to  one  of  them.  Let  the  lines  of  the  grating  make  an  angle  9 
with  the  oscillator.  The  charges  induced  in  the  wires  are  pro- 
portional to  the  component  E  cos  9  of  electric  force  parallel  to 
them,  and  their  electric  field  makes  an  angle  ^tt  —  6  with  the 
receiver.  Hence  the  electrical  effect  in  the  receiver  is  roughly 
proportional  to  E  sin  d  cos  6,  which  has  a  maxjimum  value  when 

188.  Experiments  of  Bjerknes,  and  of  Sarasln  and  de 
la  Rive.  We  must  now  interrupt  the  main  argument  in  order 
to  describe  two  investigations  which  throw  light  on  special  points. 
Bjerknes  examined  the  resonance  and  damping  under  various 
conditions.  A  set  of  circular  receivers  was  constructed  of 
various  metals,  but  of  geometrically  identical  form,  and  resonance 
curves  taken  off  by  altering  the  dimensions  of  the  oscillator. 
(The  quantity  observed  was  potential,  the  spark-gap  in  the 
receiver  being  replaced  by  a  small  electrometer  of  special  design.) 
The  sharpness  of  resonance  was  greatest  with  the  copper  receiver, 
and  then  followed  brass,  German  silver,  platinum,  nickel,  and  iron 
in  this  order.  The  order  of  the  non-magnetic  metals  is  that 
of  their  conductivities,  but  iron  and  nickel  fall  out  of  the  series 
and  give  proportionally  greater  damping,  which  shows  that  the 
magnetic  properties  come  into  play  even  for  the  frequencies  of 
Hertzian  oscillations. 

Choosing  an  oscillator  of  the  same  natural  frequency  as  his 
receivers  (7-1  x  10'  per  second),  Bjerknes  next  tried  the  effect 
of  depositing  thin  layers  of  various  metals  on  the  surface  of  the 
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receivers.  The  results  are  shown  in  Fig.  271,  in  which  the 
abscissa  represents  the  thickness  of  the  added  layer.  Thus  an 
iron  wire  covered  with  a  layer  of  copper  one-hundredth  of  a 
millimetre  thick  behaves  like  a  solid  copper  wire*  ;  from  a  certain 
thickness  onwards  the  nature  of  the  underljdng  metal  is  in  all 
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cases  immaterial,  the  same  effect  being  obtained  with  zinc  on 
iron  and  with  zinc  on  copper.  Nothing  could  show  more  clearly 
the  fact  that  high-frequency  currents  flow  only  on  the  outsides 
of  wires. 

Bjerknes  found  that  the  decrement  of  his  oscillator  was  0-26, 
a  much  higher  value  than  that  occurring  with  ordinary  oscillation 
circuits.  Some  effect  of  this  kind  is  to  be  expected  if,  as  we 
believe,  the  Hertzian  oscillator  is  continually  emitting  energy  in 
the  form  of  waves,  so  that  its  oscillations  are  more  quickly  damped 
out.    This  process  is  known  as  damping  by  radiation. 

The  circular  receiver,  on  the  other  hand,  approximates  more 
to  the  ordinary  re-entrant  oscillation  circuit.  It  does  not  radiate 
and  its  decrement  is  considerably  smaller  than  that  of  the  oscil- 
lator. This  is  brought  out  most  clearly  by  the  experiments  of 
Sarasin  and  de  la  Eive.  These  physicists,  in  repeating  Hertz's 
experiments  on  the  interference  between  the  direct  rays  and  those 

*  The  slight  difference  is  probably  due  to  the  high  conductivity  of  electro - 
lytically  deposited  copper;  while  Bjerknes'  iron  deposit  seems  to  have  been  of 
low  conductivity. 


438 


ELECTKIC    OSCILLATIONS 


[CH. 


reflected  from  a  metal  sheet,  found  that  the  wave-length  obtained, 
defended  only  on  the  dimensions  of  the  receiver,  and  not  at  all  on 
the  oscillator.  When  a  heavily-damped  wave  falls  on  a  receiver 
it  sets  it  into  electrical  vibration  which  continues  long  after  the 
wave  has  passed  over;  and  on  the  return  of  the  wave  similar 
tree  vibrations  are  set  up.  The  two  sets  of  vibrations  will  inter- 
fere destructively  if  the  time  t  required  for  the  wave  to  move 
from  the  receiver  to  the  mirror  and  back  is  an  odd  multiple  of 
|T,  where  T  is  the  natural  period  of  vibration  of  the  receiver. 
Thus  the  distance  I  of  the  first  node  from  the  mirror  is  given  by 
I  =  IcT,  c  being  the  velocity  of  propagation  of  the  waves.  In 
this  equation  there  is  no  quantity  characteristic  of  the  o&cillator, 
which  explains  the  observed  facts. 

Sarasin  and  de  la  Eive  also  examined  the  formation  of 
stationary  electric  waves  on  wires,  and  found  the  same  wave- 
length in  air  as  on  the  wire,  as  shown  in  the  following  table : 


Diameter  of  receiver 
(cm.) 

X  in  air  (cm.) 

X  on  wire  (cm.)    . . 

100 

812 
768 

75 

564 
592 

50 

444 
392 

(thick 
■wire) 

35 

304 
292 

(thin 
■wire) 

35 
320 

25 

240 
224 

(thick 
■wire) 

20 
172 

(thin 
■wire) 

20 

204 
180 

10 
76 

It  thus  appears  that  the  wave-length  to  which  a  circular  receiver 
responds  is  nearly  eight  times  its  diameter.  Experiments  on  waves 
along  wires  had  previously  been  made  by  Hertz,  but  the  results 
were  less  decisive  on  accoimt  of  the  presence  of  certain  disturbing 
causes. 


189.     Laboratory  experiments  on  electric  waves.     The 

great  size  of  Hertz's  apparatus,  and  the  consequent  disturbing 
effect  of  the  floor  and  walls  of  the  room,  render  it  unsuitable  for 
regular  laboratory  use.  Of  the  various  arrangements  that  have 
been  suggested  for  repeating  Hertz's  experiments  on  a  smaller 
scale,  that  of  Lebedew  is  by  far  the  most  reliable.  The  foUo^wing 
simple  apparatus,  suitable  for  qualitative  experiments,  is  on  this 
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plan.  The  oscillator  (Fig.  272)  is  about  7  cm.  long,  the  actual 
spark-balls  consisting  of  two  small  platinum  knobs  formed  by 
fusing  the  end  of  a  platinum  wire  in  an  electric  arc.  The  oscillator 
is  partly  immersed  in  turpentine,  in  which  the  main  sparks  pass, 


Fig.  272 
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and  the  length  of  the  spark-gap  is  adjusted  for  maximum  effect 
by  means  of  a  screw,  the  best  length  being  only  a  fraction  of  a 
millimetre.  In  order  to  avoid  as  far  as  possible  the  disturbing 
effects  of  the  coil,  a  water-resistance  W  and  a  Leyden  jar  C  are 
placed  in  the  secondary  circuit  (Fig.  273),  and  the  coil  is  separated 
from  the  oscillator  by  two  subsidiary  gaps  about  1  cm.  in  length. 
The  parabolic  mirror,  40  cm.  high  and  of  focal  length  4  cm.,  is 
of  tin  plate,  perforated  with  holes  to  take  the  leads  to  the  sub- 
sidiary spark-gaps,  sheathed  in  ebonite  tubes. 

The  receiver,  which  is  placed  in  the  focal  line  of  a  second  para- 
bolic mirror,  is  a  copper  wire  about  15  cm.  long  interrupted  at 
the  centre  by  a  small  thermal  detector  of  the  type  invented  by 
Klemencic  (Art.  104).  It  is  important  that  the  detector  should 
be  evacuated  and  used  with  a  very  sensitive  galvanometer. 

For  convenience  of  manipulation  the  receiver  is  mounted  on 
a  stand  moveable  like  the  arm  of  a  spectrometer,  and  a  prism 
table  is  also  placed  over  the  central  pivot.  The  whole  apparatus 
will  be  found  very  certain  in  action  when  first  set  up ;   but  after 
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a  time  the  small  spark-balls  become  roughened  and  require  to 
be  remoulded  in  the  electric  arc*.  The  wave-length  emitted  is 
of  the  order  of  15  centimetres,  and  the  size  of  the  subsidiary- 
apparatus  can  be  much  reduced.  Thus  refraction  can  be  demon- 
strated with  a  prism  only  12  centimetres  high,  though  a  larger 
prism  is  desirable. 

In  this  way  ebonite,  slate  and  other  insulators  can  be  shown 
to  be  more  or  less  transparent,  thin  glass  (even  when  coloured) 
almost  completely  so.  Complete  absorption  is  obtained  with 
thin  metal  sheets,  or  with  a  grating  of  thin  copper  wires  (No.  24 
S.w.G.)  stretched  1  cm.  apart  on  a  wooden  frame  40  cm.  square, 
provided  that  the  wires  are  parallel  to  the  lines  of  electric  force. 
The  same  grating  when  turned  through  a  right  angle  scarcely 
absorbs  the  rays  at  all.  A  most  interesting  result  is  obtained 
with  a  large  block  of  wood  whose  edges  are  parallel  and  perpen- 
dicular to  the  grain.  In  this  case  the  absorption  is  greater  when 
the  grain  is  parallel  to  the  electric  force  than  when  perpendicular. 
The  block  thus  acts  like  a  grating,  probably  on  account  of  the 
greater  electric  conductivity  along  the  grain.  The  experiments 
on  reflexion  are  also  very  striking. 

Lebedew's  original  experiments  required  considerable  skill  to 
carry  out,  as  he  used  a  very  small  oscillator  giving  a  wave-length 
of  only  6  millimetres.  The  wave-length  was  determined  by  the 
interference  of  the  waves  reflected  from  two  parallel  metallic 
sheets  in  different  planes  :  but  the  experiment  is  difficult  and  not 
very  accurate.  Lebedew  was  able  to  demonstrate  the  double 
refraction  of  rhombic  sulphur  for  electric  waves.  The  greatest 
and  least  refractive  indices  were  found  to  be  2-25  and  2-00,  while 
Boltzmann  found  the  square  roots  of  the  corresponding  dielectric 
constants  to  be  2-18  and  1-95  (cf.  Art.  193). 

190.  Equations  of  the  free  ether.  The  experiments 
with  the  Hertzian  oscillator  cannot  be  explained  on  the  ordinary 
lines  by  action  at  a  distance  due  to  the  charges  or  currents  present 

*  The  reason  for  this  is  that  the  electric  discharge  from  a  fine  point,  or  from 
a  roughened  surface,  takes  place  at  a  low  potential,  and  with  the  small  capacities 
involved  it  is  impossible  to  get  the  potential  of  the  oscillator  high  enough  to  produce 
the  normal  discharge.  This  is  the  main  source  of  difSoulty  in  work  at  very  high 
frequencies. 
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in  the  field  :  the  far-reaching  analogy  with  light- waves  points  rather 
to  wave  motion  in  an  imponderable  medium  (the  ether),  taking 
place  with  a  finite  velocity  probably  identical  with  that  of  light. 

Any  new  theory  propounded  to  cover  these  efiects  should 
keep  as  close  as  possible  to  the  existing  theories  of  electrostatics 
and  electromagnetism,  because  those  theories,  within  their  limits, 
are  confirmed  most  exactly  by  experiment.  We  notice  that 
Hertzian  and  allied  efiects  are  best  shown  with  rapid  oscillations 
in  rods  and  other  bodies  which  differ  considerably  from  the 
re-entrant  electric  circuit  used  in  ordinary  experiments.  The 
fundamental  electromagnetic  laws  however  refer  to  closed  circuits, 
and  are  otherwise  devoid  of  meaning.  What  is  wanted,  therefore, 
is  an  adequate  theory  of  open  circuits.  The  line  of  least  resistance 
would  seem  to  be  to  make  all  circuits  closed,  by  counting  as  a  current 
something  which  is  not  a  flow  of  electricity,  and  applying  the  original 
laws  unaltered.  This  is  effectively  Maxwell's  line  of  thought, 
and  his  views  have  proved  so  successful  that  there  is  no  need  to 
consider  alternative  explanations. 

In  order  to  see  what  is  required,  let  us  imagine  space  to  be 
filled  with  moving  electricity,  p  being  the  volume-density  (in 
electrostatic  units)  and  v  the  velocity  at  the  point  (x,  y,  z)  at  time  t. 
According  to  Art.  72  the  current-density  j  would  be  given  by 

.        1  .1  .1 

cot/ 

From  the  general  equations 

^^^       By        dz 


^^"^    dz        dx 

.  __  dHy  _  dH^ 
•''  "   dx        dy 


r (17), 


we  have  Tx^Ty^Tz-^   

Using  the  previous  values  io^^  jx>jv>3z>  ^^  should  have 

O  O  C5 


.(18). 
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This  equation  is  however  incorrect,  as  it  conflicts  with  the  general 
equation 


a^(p^^)+a^  (/>«.) +a^(p«.) 


dp 
dt 


=  0 


.(19) 


(Art.  5). 

Towards  resolving  this.difi&culty  let  us  make  the  hypothesis 
that  Gauss'  theorem  on  the  normal  component  of  electric  force 
is  universally  true,  and  not  only  in  electrostatics.  Expressed 
analytically,  this  gives 


dE~  .  dE,,  ,  dE,, 


dx 


dy       dz 


4/7Tp 


.(20). 


Equation  (19)  now  shows  that 

dx  \47r    dt  J      dy  U^r    dt  J      dz\4^   dt  J  ' 
Hence  we  may  keep  the  equation  (18)  intact  by  writing 


.h 


-M 


1   dE^. 


"'"477    dt")' 


+ 


h  =  -  [P% 
The  vector   whose  components   are 


J^dEy\ 
47r  dt  J 
1   dEA 


.(21). 


t)- 


4^   dt  J  ' 

j_/a^    dE, 

4:7TC  \dt     '         dt     ' 

be    called  the  ether-current-density,   so  that  a  changing  electric 
force  counts  as  a  current. 

The  fictitious  electricity  has  served  its  turn  and  may  now 
be  dismissed.    For  the  free  ether  equations  (17)  give 

IdE,     dH,     dHA 


c    dt 

dy 

dz 

idE,, 

dH, 

dH, 

c   dt 

dz 

dx 

IdE, 

dH„ 

dH, 

c   dt 

dx 

dy 

.(22). 


To   obtain   three   other   equations   the   law   of   electromagnetic 
induction  is  invoked  as  a  hypothesis  in  the  following  form : 
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E^dx 


The  line-integral  of  electric  force  (electromagnetic  units) 
round  any  circiiit  0  is  equal  to  the  rate  of  decrease  of  the  flux  of 
magnetic  force  through  C. 

Since  the  electric  force  in  electromagnetic  units  is  {cE^,  cEy,  cE^), 
this  gives 

EJy^EJ^=^-\^[l'^^m'-^^n'§yS. 

Transforming  the  left-hand  side  by  Stokes'  theorem  and  equating 
results,  we  have 

_l^Jh  _dE,  __dE^\ 
c    dt        dy        dz 

_ldHy^dE^ 

c    dt        dz 


I  r 


dx 


BE, 
dy  I 


.(23). 


=  0 


_  1  aff,  ^dE, 

c    dt        dx 
It  is  usual  to  add  the  equations 

dE^ 
dx 

dx 

the  first  of  which  is  obtained  by  putting  p  =  0  in  equation  (20). 
The  equations  (22),  (23),  (24)  are  the  equations  of  the  free  ether. 
They  may  be  written  vectorially  in  the  form 


dEy      BE, 
dy        dz 
dH,,     dH,      „ 

'-I V  -\ 5  =  0 

dy        dz 


•(24), 


IdE 


=  curl  H 


=  curl  E 

0 
0 


}■ 


c  dt 

IdH 

c  dt 
div  E 
divH 

The  new  theory  throws  some  light  on  the  problem  left  unsolved 
at  the  end  of  Ch.  viii,  namely  as  to  how  induction  takes  place 
in  a  fixed  circuit  when  another  circuit  is  moved.  We  should  now 
regard  a  changing  magnetic  force  as  accompanied  by  an  electric 
force,  because  the  constitution  of  the  intervening  medium  requires 
it  to  be  so.     There  is  thus  a  certain  (real  or  apparent)  antithesis 
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between  induction  in  a  circuit  by  its  own  motion  and  by  the 
motion  of  neighbouring  circuits.  In  the  former  case  the  action 
of  the  ether  on  a  mo-sdng  charge  is  involved,  in  the  latter  the 
specific  properties  of  the  medium  as  the  carrier  of  electromagnetic 
action. 

191.     The     electromagnetic    theory     of    light.      From 
equations  (22)  and  (23)  we  have 


-•) 


Hence 


c    dfi  ~  dy{dt  )      dz\  dt 

(     3%     d^E,     d^E^      d'EA 
^  V     dxdy     'dy^       dz^       dxdzj 


Id^^d^     d^     d^_d_/dE^^dEy     dEA 
c2   dt^  ~  dx^  "^  92/2  "*"  922       9a;  V  3a;    '    dy        dz  J  ' 
Eemembering  (24)   we  see  that  E^  satisfies  the  differential 
equation 

9x2+ 32^2 +9z2~c2  gja' 

which  is  the  equation  of  wave-motion  (Art.  6).  Similarly  all 
the  components  of  electric  and  magnetic  force  satisfy  an  equation 
of  the  same  form.  It  follows  that  electromagnetic  actions  are 
propagated  through  the  ether  with  a  velocity  c  equal  to  the  ratio 
of  the  electromagnetic  to  the  electrostatic  unit  of  charge*. 

According  to  the  most  reliable  determinations  the  velocity 
of  light  in  vacuo  is  as  follows : 

Michelson  (1885)  . .  2-9986  x  10", 
Newcomb  (1885)  . .  2-9986  x  10", 
Perrotin  (1900)  . .         2-9990  x  10". 

The  agreement  of  these  numbers  with  the  values  of  c  given  in 
Art.  140  is  very  remarkable.  The  natural  consequence  is  to 
regard  the  electric  and  luminiferous  media  as  the  same,  and  to 
explain  light  as  a  form  of  electric  wave  (of  very  short  wave-length). 
As  Hertz  remarked  in  connexion  with  one  of  his  experiments, 
it  is  "a  fascinating  idea  that  the  processes  in  air  which  we  have 

*  The  ratio  c  of  the  two  units  has  the  dimensions  of  a  velocity.     The  theory 
of  electrical  dimensions  is  otherwise  of  little  interest. 
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been  investigating  represent  to  us  on  a  millionfold  larger  scale  the 
same  processes  which  go  on  in  the  neighbourhood  of  a  Fresnel  mirror 
or  between  the  glass  plates  used  for  exhibiting  Newton's  rings." 

The  experimental  evidence  as  to  the  velocity  of  propagation 
of  electric  waves  in  air  is  by  no  means  as  satisfactory  as  it  might 
be.  If  we  accept  Sarasin  and  de  la  Rive's  conclusion  that  this 
velocity  is  the  same  as  that  of  waves  on  wires,  we  may  utilise 
the  measurements  of  Blondlot,  a^id  of  Trowbridge  and  Duane 
(Art.  196),  which  show  that  the  velocity  is  very  nearly  that  of 
light.  A  direct  method  would  consist  in  measuring  the  wave- 
length by  an  interference  method  with  a  resonator  of  known 
natural  frequency :  but  the  experiments  made  by  MacLean  in 
this  direction  are  not  very  conclusive. 

We  now  proceed  to  lend  definiteness  to  the  idea  of  an  electric 
wave  by  means  of  a  simple  example.  Consider  a  plane  wave 
travelling  along  the  axis  of  z,  and  write 

E^  =  P  cos  fit  — -\,    Ey=Qcos.j)\t  —  -\,    E^  =  Rcos'pit-~\, 
H^^Scospft--),   Hy=Tcosp(t--],  H,=  UGOsp(t-^. 

Substituting  in  the  equations  of  the 
ether  we  find 

S  =  -Q,     T  =  P,    R=U  =  0. 

We  may  take  Q  =  0  without  loss  of 
generaUty,  and  thus  we  have  the  par- 
ticular solutions 


E^  =  P cos p(t-'^y  Ey  =  0,  E,=0 

H,  =  0,  H,^Pcosp(t-^^,  //,=0 

There  is  no  longitudinal  component  of 
either  E  or  H,  so  that  the  waves  are 
transverse.  Moreover,  E  and  H  are  in 
the  same  phase,  but  at  right  angles  to 
one  another.   Fig.  274,  which  represents 


Direction  of 
propagation 

^         , 

—  ^^. 

x-= ^ 

^"'^P 

^^ 

---7 

=--''' 
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-^ 
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the  electric  and  magnetic  forces  at  a  given  time,  at  various  points 
of  the  axis  of  z,  shows  the  relation  of  the  three  vectors  to  one  another. 
192.  Theory  of  the  ideal  Hertzian  oscillator.  Hertz 
has  given  an  elegant  mathematical  theory  of  the  waves  in  the 
ether  in  his  experiments,  in  which  the  oscillator  is  reduced  to 
its  simplest  theoretical  form.  The  plate- oscillator  and  the  rod- 
oscillator  have  this  in  common,  that  electricity  surges  backwards 
and  forwards  across  the  gap  so  as  to  have  an  electric  moment 
which  is  sometimes  positive,  sometimes  negative.  Let  us  consider 
the  ideal  case  of  a  small  electric  doublet  at  the  origin,  with  its  axis 
along  the  axis  of  z  and  its  moment  a  prescribed  function  /  {I) 
of  the  time.  Towards  solving  the  equations  of  the  ether  in  the 
space  surrounding  the  doublet  let  us  make  a  trial  assumption 

''^dxdz'  "      dydz'  "' dz^     c^  dt^ 

'^^  cdydt'        "  cdxdt'        "" 

On  substitution  we  find  that  all  the  equations  are  satisfied  if  Q 
satisfies  the  single  condition, 

This  may  be  further  specialised  by  writing 

^-.-^0-9 (2«)- 

Substituting  this  expression  in  equations  (25)  we  find  after  some 
reductions 


.(25). 


^.=  ¥/+5/'  + 
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_  -1  f  -  JL  f" 


cr" 


ff,  =  o. 


.(27) 


Xl]  ELECTRIC   OSCILLATIONS  447 

where  /,  /',  /"  are  written  instead  oifft--],  f  ft--),f"[t-  -] 

respectively. 

So  far  all  that  has  been  found  is  a  particular  solution  of  the 
equations  of  the  ether.  The  inverse  powers  of  l/r  show  that 
the  source  of  disturbance  is  situated  at  the  origin.  Close  up  to 
the  source  the  first  term  in  the  expression  for  the  electric  force 
predominates,  and  we  have  approximately 

E.-^-^fit),    E,=  ^ff{t),     E^-{^ -}-:)/ it). 

This  however  is  the  static  force  due  to  an  electric  doublet  of  moment 
/  (t),  with  its  axis  pointing  along  the  axis  of  z  (cf .  Art.  15).  Now 
the  finite  velocity  of  propagation  does  not  matter  close  up  to  the 
oscillator :  hence  we  conclude  that  there  actually  is  an  electric 
doublet  of  moment  /  (t)  at  the  origin.  The  field  at  any  place  and 
time  is  then  given  by  equations  (27). 

The  magnetic  force  at  any  point  is  at  right  angles  to  the  plane 
containing  the  point  and  the  axis.  The  electric  force  is  always 
in  that  plane.  At  points  on  the  equatoria,l  plane  2;  =  0  we  have 
further  E^=  Ey=  0,  so  that  the  electric  force  is  at  right  angles 
to  the  equatorial  plane.  These  results  are  perfectly  general  and 
hold  good  whatever  the  form  oif{t). 

In  order  to  find  as  nearly  as  possible  the  forces  due  to  an 
actual   Hertzian   oscillator,    we   write  f(t)  =  A   for   t  <0,   and 

--  277 

=  Ae   ^  cos  -^  t  for  i  >  0.     The  form  of  the  solution  is  then 

different  according  to  whether  r  is  greater  than  or  less  than  ct. 
Outside  the  sphere  r  =  c<  we  have  simply  the  static  field  of  the 
doublet  of  moment  A.  We  have  thus  to  look  on  a  Hertzian  wave 
as  expanding  continually  outwards  and  pushing  back  the  original 
electrostatic  field  as  it  goes.  Fig.  275  shows  the  electric  force 
at  a  point  in  the  equatorial  plane  as  a  function  of  the  distance 
from  the  oscillator  after  an  interval  of  five  complete  periods, 
S  being  taken  as  0-2.  The  electric  force  outside  the  wave  is,  on 
this  scale,  too  small  to  be  shown.  It  will  be  noticed  that  the 
phase  of  the  electric  force  is  not  the  same  at  all  points,  but  changes 
sign  at  regular  intervals.     This  is  in  most  striking  disagreement 
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with  the  theory  of  action  at  a  distance,  according  to  which  the 
phase,  at  a  given  time,  should  be  the  same  everywhere.  It  is 
interesting  to  find  what  the  formulae  (27)  would  become  on  this 


Kg.  275 

latter  hypothesis.  The  doublet  may  be  regarded  as  consisting 
of  a  moveable  charge  e  at  the  point  (0,  0,  Q  and  a  fixed  charge 
—  e  at  the  origin,  where  e^=f{t);  and  the  magnetic  force  is 
then  calculated  from  Ampere's  formula,  putting  ev  for  ids  as  in 
Art.  95.     This  would  give 

/3z2 


E.-^-^fit), 


Ey  =  ^ff(t), 


E.. 


i> 


1\  "l 


H-  = 


^J'it),   H,  =  ^J'{t), 


H.  =  0 


(28). 


Hence  the  theory  of  action  at  a  distance  would  lead  to  the  first 
term  in  equations  (27)  in  each  case,  with  t  —  rjc  replaced  by  t. 

The  difference  between  the_  formulae  is  especially  marked  at 
great  distances  from  the  oscillator,  when  (27)  reduces  to 
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.(29). 


While  the  terms  in  (28)  are  at  most  of  the  order  l/r^,  those  of 
(29)  are  of  the  order  1/r,  and  therefore  fall  off  less  rapidly  with 
increasing  distance. 
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That  the  forces  in  a  Hertzian  wave  are  much  greater  than 
the  corresponding  static  forces,  even  as  near  as  one  wave-length 
from  the  oscillator,  is  shown  in  Fig.  276,  which  shows  the  electric 
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force  in  the  equatorial  plane  at  that  distance  as  a  function  of  the 
time.  The  slow  falling  off  of  intensity  with  distance  is  one  of 
the  reasons  why  such  great  distances  have  been  covered  in  wireless, 
or  electric  wave,  telegraphy. 

193.     Propagation  of  electric  waves  in  dielectrics.     In 

dielectrics  there  is,  in  addition  to  the  ether  current,  a  current 

due  to  changing  polarisation.     Consider  a  simple  model  dielectric 

with  n  molecules  per  cubic  centimetre,  each  molecule  containing 

a   moveable   electron   e   (cf.    Art.    47)    and   a    fixed   balancing 

charge  —  e.     If  {x,  y,  z)  is  the  normal  position  of  an  electron  and 

{x  +  ^,  y  +  t],  z  +  ^)  its  position  at  time  t,  then  the  components 

of  polarisation  are  given  by  P^  =  ne^,  Py  =  nerj,  P^  =  net,.     The 

motion  of  the  electrons  constitutes  a  current,  and  the  current- 

ne  d(     1  dP 
density  (Art.  72)  is  —  -^  =  -  -gf  •      Adding  the   ether-current 

we  therefore  have 

where  D  is  the  electric  induction  (Art.  50).  We  have  thus  three 
equations  of  the  type 

1  9A,  _  ^^z  _  9ff« 

c    dt        dy         dz 

p.  E.  29 
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The  second  three   equations   are  left  unaltered   (supposing   the 
dielectric  to  be  non-magnetic),  while  the  equation 

dx        dy        dz 
is  introduced  instead  of  the  corresponding  equation  in  E.     The 
fundamental  equations  for  a  dielectric  are  therefore 

l^^curl^^ 

c  ot 


5-  =  curl  E 

c  ot 

div  Z)  =  0 


y (30). 


We  have  now  three  vectors  E,  H,  D  occurring  instead  of  the 
original  two,  and  the  equations  require  supplementing  by  a 
relation  between  D  and  E.  The  form  of  this  depends  in  general 
on  the  nature  of  the  molecule  and  other  factors  which  cannot 
be  universally  specified.  However,  when  the  oscillations  are 
not  too  rapid  we  may  expect  the  molecule  to  respond  to  the 
electric  force  in  the  same  way  that  it  would  to  a  steady  force  of 
the  same  magnitude,  and  write  D  =  KE,  where  K  is  the  dielectric 
constant. 

The  above  equations  may  now  be  treated  in  the  same  way  as 
the  equations  of  the  free  ether.  The  six  components  of  electric 
and  magnetic  force  satisfy  an  equation  of  the  form 

dW  ^0^     dW_KdW 

It  follows  that  electric  waves  of  sufficient  length  are  propagated 
in  a  dielectric  with  the  velocity  c/^yK.  This  explains  the  refraction 
of  electric  waves  by  insulators.  The  refractive  index,  being  the 
ratio  of  the  wave-velocity  in  vacuo  to  that  in  the  dielectric,  is 
equal  to  ^/K.  Hence  we  have  the  following  remarkable  conse- 
quence of  Maxwell's  theory : 

The  refractive  index  of  a  dielectric  for  sufficiently  long  electric 
waves  is  equal  to  the  square  root  of  its  dielectric  constant. 

A  strict  test  of  this  theory  with  very  long  electric  waves  is 
clearly  out  of  the  question,  since  it  would  be  necessary  to  use 
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apparatus  of  enormous  dimensions  in  order  to  get  rid  of  diffraction 
effects.  The  only  test,  therefore,  is  to  work  with  shorter  waves  of 
various  lengths,  and  see  whether  the  values  of  the  refractive  index 
thus  obtained  are  the  same.  If  this  is  so,  these  values  may  reason- 
ably be  compared  with  ^K ;  but  if  not,  we  shall  have  evidence  of 
electrical  dispersion  analogous  to  that  occurring  in  optics.  The 
following  table  gives  the  experimental  results  for  a  few  substances : 

Ethyl  alcohol.    V-K'  =  5- 1 . 


Water 

VK 

=  9. 

Wave-length 
(cm.) 

/i 

Observer 

65 

8-88 

Ellinger 

8-8 

8-89 

Eokert 

5-7 

8-79 

Eokert 

5-0 

8-80 

Cole 

3-7 

8-10 

Eokert 

1-75 

7-82 

Eokert 

0-8 

8-97 

Lampa 

0-6 

9-40 

Lampa 

0-4 

9-50 

Lampa 

*l-26  X  10-^ 

1-32 

Rubens 

t5-89  X  10-" 

133 

— 

Benzene.    -y/K^l-Q. 


Wave-length 
(om.) 

/i 

Observer 

904 

1-50 

KossonogofE 

8-5 

1-84 

v.  Lang 

6-43 

1-52 

Kossonogoff 

4-30 

1-52 

Kossonogoff 

2-95 

1-56 

KossonogofE 

1-92 

1-56 

Kossonogoff 

0-8 

1-77 

Lampa 

06 

1-76 

Lampa 

0-4 

1-74 

Lampa 

*l-85  X  10-« 

1-48 

Rubens 

t5-89  X  10-5 

1-50 

— 

*  Heat  waves. 


Wave-length 
(cm.) 

/" 

Observer 

65 

5-7 

0-8 

0-6 

0-4 
t5-89  X  10-5 

4-89 

3-4 

2-57 

2-29 

2-24 

1-36 

Ellinger 

Eokert 

Lampa 

Lampa 

Lampa 

Glycerine. 

■s/K- 

=  7-5(?). 

Wave-length 
(em.) 

>>■ 

Observer 

5-7 
4-5 
0-8 
0-6 
0-4 
t5-89  X  10-5 

3-8 

4-1 

1-84 

1-76 

1-62 

1-47 

Eokert 

Merczyng 

Lampa 

Lampa 

Lampa 

Paraffin  ivax.    ^JK  =  1-56. 


Wave-length 
(cm.) 

y- 

Observer 

10 
0-8 
0-6 
0-4 

1-42 
1-52 
1-41 
1-39 

Wiedeburg 
Lampa 
Lampa 
Lampa 

t  Sodium  light. 


29—2 
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The  results  for  benzene  and  paraffin  wax  lend  strong  support 
to  Maxwell's  theory,  considering  the  difficulty  of  this  kind  of 
measurement.  For  these  and  some  other  substances  the  dis- 
persion is  small*.  The  behaviour  of  water  is  yery  remarkable. 
For  the  longer  wave-lengths  /x  is  nearly  constant  and  equal  to 
■\/K,  but  falls  rapidly  below  the  wave-length  of  the  shortest 
electric  waves  hitherto  produced  experimentally.  .There  is 
evidence  to  show  that  the  refractive  index  is  quite  low  for  the 
longest  heat-waves,  so  that  the  region  of  transition  is  to  be 
sought  in  that  portion  of  the  spectrum  which  is  still  unknown. 

The  question  of  what  causes  the  variation  of  /i  with  frequency 
is  answered  by  the  optical  dispersion  theories")".  These  theories 
show  that  the  equation  D  =  KB  may  be  applied  to  periodic 
changes  as  well  as  to  steady  states,  but  K  in  general  depends 
on  the  frequency.  This  generalisation  of  the  idea  of  dielectric 
constant  will  be  useful  when  we  come  to  consider  the  case  of 
electric  waves  on  wires. 

194.     Electric  waves  along   a   pair   of  parallel  wires. 

A  -perfect  conductor  is  one  for  which  the  lines  of  electric  force 
leave  the  surface  at  right  angles,  even  at  the  frequencies  of  electric 
waves.  Subject  to  subsequent  verification  we  shall  assume  that 
all  ordinary  metals  fulfil  this  condition,  at  any  rate  approximately. 
We  shall  now  consider  the  propagation  of  electric  waves 
along  two  wires  of  perfectly  conducting  material.  The  wires 
are  taken  as  parallel  to  the  axis  of  z,  but  not  necessarily  thin 
or  round,  the  cross-sections  by  a  plane  parallel  to  2  =  0  being 
bounded  by  any  two  curves  C^,  G^.  The  theory  is  based  on  the 
following  elegant  particular  solution  of  the  equations  of  the  ether  : 

37  3F 

d_U  dJJ 

where  U  +  iV  =  f  {x  +  iy,  z  —  ct) 

f  being  an  arbitrary  function  of  the  two  arguments  x  +  iy,  z  —  ct. 

*  The  refractive  index  of  a  transparent  substance  for  visible  light  often  agrees 
well  with  the  square  root  of  its  dielectric  constant. 

f  See  Drude,  Theory  of  Optics,  English  translation,  pp.  382  et  seq. 
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Confining  attention  to  a  particular  time  and  a  particular  cross- 
section  (2,  t  constant),  the  condition  of  perfect  conductivity  is 
that  F  is  constant  over  G^  and  C^.  Thus  V  is  proportional  to 
the  potential  in  the  corresponding  electrostatical  problem  (Art.  41). 
The  lines  of  electric  force*  coincide  with  those  in  the  electrostatic 
problem,  the  lines  of  magnetic  force  with  the  equipotential  curves. 

We  shall  assume  that  the  charge  on  the  wires  resides  entirely 

on   the   surface,  and  is   given  by  Coulomb's  formula  E  =  477a. 

Suppose  now  that  the  wires  have  a  length  I  great  in  comparison 

with   their  distance  apart,  and  that  C  is  the  capacity  in  the 

electrostatic  problem,  which  we  suppose  to  have  been  already 

solved.     In  the  actual  wave-problem  it  follows  from  what  has 

been  said  above  that  the  integral  \Eds  is  the  same  for  all  lines 

of  electric  force  passing  from  C^  to  C^  in  the  particular  cross-section 

considered.     Denoting.it  by  F,  F  may  be  called  the  difference  of 

potential  between  the  wires  al  that  cross-section,  and  is  a  function 

oi  z  —  ct  only.     Let  e  be  the  charge  per  unit  length  of  C^  at  the 

cross-section  z,   i  the   current  in   electromagnetic   units   at  the 

same  place,  and  —  e,  —  i  the  same  quantities  for  the  wire  C^,. 

Then  e  =  CVjl.     The  charge  entering  the  part  of  C^  between  the 

di 
planes  z  and  z  +  dz  per  second  is  —  -^  dz.    This  must  be  accounted 

for  by  the  rate  of  increase  of  the  charge  within  the  section, 

,     1  9e  ,        TT  9*  1  9e      „.         9  9   .      ,,  . 

namely  -  -^  dz.     Hence  ^  = ^.     bmce    ^^  =  —  c^  m.  this 

■'    cat  oz  cot  ot  dz 

case,  we  have  simply  i  =  e. 

The  distribution   of  current  and   "potential"   corresponding 

to  the  wave-length  A  in  ether  is  thus  given  by 

F  =  ^  cos  -c-  {z  -  ct),    e=  -p  cos  -^  (z  -  ct), 

i  =  -^-  cos  ^r-  {z  —  ct). . (32). 

It  will  be  noticed  that  the  effect  of  the  wires  appears  only  in 
the  boundary  conditions.  In  physical  language,  the  wires  serve 
only  to  guide  the  waves,  which  are  really  propagated  through  the 
ether.     The  velocity  of  propagation  is  c. 

*  Notice  that  the  electric  force  is  not  derivable  from  F  as  a  potential.  Its 
components  are  (-  SVjdx,  -  dVjdy,  0)  and  not  (-  dVjdx,  -  dVjdy,  -dVjdz). 


454 


ELECTKIC   OSCILLATIONS 


[CH. 


For  a  wave  travelling  in  the  negative  direction  of  the  axis 
of  z  we  have 


F  =  ^  cos  ^  (z  +  ct),    e  =  -^  cos  ^  (z  +  ct). 


I 


t  =  -^cos?^(2  +  ci)..(33). 


I    —  A 

Adding  (32)  and  (33),  with  a  sUght  change  of  notation,  we  have 
the  solution  corresponding  to  a  stationary  wave,  namely 

277Z      .        27rCit 


2772;  ^TTCt 

V  =  A  cos  ^—  cos  -y—  , 


GA 
e  =  -^r-  cos  ^r-  cos  ^r—  , 
{  A  A 

.        GA     .      2772    .      277  c<      ,„,. 

t  =  -^  sin  -r-  sin  —y  . .  {6i). 


Three  cases  have  to  be  distinguished : 

(1)  Free  ends  to  both  wires.  Here  we  must  have  i=  0  when 
z  =  0  and  when  z  =  L  The  first  condition  is  satisfied  already  in 
equation  (34),  and  the  second  if  277?/A  =  W77,  where  n  is  an  integer. 
Hence  the  possible  wave-lengths  of  the  free  stationary  waves  are 
given  by  A  =  21,  21/2,  21/3,  etc. 

The  distribution  of  the  amphtude  of  current  and  potential  (or 


Kg.  277 

charge)  along  the  wires  is  shown  in  Fig.  277  for  the  fundamental 
and  first  harmonic. 

(2)     Free  ends  at  z  =  0,  wires  bridged  across  at  z  =  I.    Here 


Fig.  278 
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i  =  0  for  2  =  0  and  F  =  0  ioi  z=l,  giving  2nljX  =  (w  +  |)  77. 
Thus  the  admissible  waves  are  given  by  A  =  il,  4Z/3,  4:1/5,  etc. 
The  first  two  of  these  are  represented  in  Fig.  278. 

(3)    Both  ends  bridged  over. 

Instead  of  (34)  it  is  convenient  to  take  another  fundamental 
solution,  namely 


T7-         ,    .     2Trz         27rct 
V  =  A  sm  -^r-  cos  - ,  — , 
A  A 


CA   .    2m        2mct 
-^sm-^cos-^, 

GA        2-nz   .     2TTCt     ,„_, 
cos  -V-  sm  — ^r-  ■  •  (^5)- 


I  A  A 

The  terminal  conditions  are  then  satisfied  if  2ttIIX  =  nn,  so  that 
A  =  21,  2112,  21/3,  etc.     The  first  two  waves  are  shown  in  Fig.  279. 


Fig.  279 

195.  Experiments  with  stationary  electric  waves  on 
wires.  The  production  of  stationary  waves  on  wires  originates 
with  Hertz,  whose  apparatus  has  since  been  modified  and  con- 
siderably improved.  Fig.  280  represents  a  simple  arrangement 
suitable  for  qualitative  experiments.      AA'  are  the  plates  of  a 
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Hertzian  oscillator  of  the  type  shown  in  Fig.  268,  the  plates  being, 
say,  12  cm.  square.  Opposite  AA'  are  two  smaller  plates  PP', 
terminating  the  parallel  wires  PQ,  P'Q',  6  metres  long  and  4  cm. 
apart.  In  detecting  the  waves  no  direct  metallic  contact  with 
the  wires  is  permissible,  on  account  of  the  disturbance  that  would 
be  produced  thereby.  Two  small  glass  tubes  TT,  covered  with 
tinfoil,  are  slipped  over  the  wires,  and  are  connected  together 
through  a  crystal  and  telephone.  These  tubes  act  as  small 
condensers,  and  the  charges  on  them  at  any  time  are  proportional 
to  ±  e,  so  that  the  intensity  of  sound  in  the  telephone  at  any 
position  corresponds  to  the  amplitude  of  e  or  V. 

On  placing  a  metallic  bridge  B  over  the  wires  between  the 
telephone  and  oscillator  the  sound  in  general  disappears,  or 
becomes  very  faint.  But  when  £  is  in  a  position  in  which  the 
amplitude  of  V  vanishes  (as  at  X,  Fig.  277),  the  corresponding 
oscillation  goes  on  unchanged  and  a  sound  is  heard  in  the  telephone 
The  position  of  the  nodes  of  potential  can  thus  be  found  by 
moving  the  bridge  along  the  wire  with  an  instdating  handle.  To 
isolate  the  first  harmonic  in  Fig.  277  place  the  bridge  about  one- 
fourth  the  distance  along  the  wire  and  adjust  for  maximum 
sound  (point  Y).  Put  the  detector  at  the  centre  of  the  wire  and 
place  a  second  bridge  over  the  wires  on  the  other  side.  A  pro- 
noimced  maximum  sound  occurs  when  this  bridge  occupies  the 
position  Z. 

Quantitative  results  may  be  obtained  by  replacing  the  telephone 
by  a  galvanometer,  or  by  using  a  sensitive  thermal  detector  as 
was  done  by  Rubens.  His  results  showed  that  the  distribution 
of  charge  along  the  wire  was  simple  when  a  bridge  was  laid  across, 
but  very  complicated  when  there  was  no  bridge,  as  we  should 
expect  from  the  mixing  of  the  various  harmonics  which  then 
occurs. 

It  is  not  difficult  to  see  a  priori  that  we  are  here  dealing  with 
the  natural  oscillations  of  the  wire-system.  The  primary  Hertzian 
oscillator  AA'  is  very  heavily  damped  (we  may  if  we  wish  use  a 
quenched  spark-gap  at  8);  while  the  oscillations  in  the  wire- 
system  are  very  persistent.  The  latter  wiU  therefore  continue 
alone  long  after  the  Hertzian  oscillator  has  ceased  to  act.  It  is 
interesting  to  notice  that  the  circumstances  are  entirelv  altered 
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if  the  plates  PP'  are  the  same  size  as  AA' ,  and  close  to  them. 
For  in  this  case  SAPBP'A'S  will  form  a  closed  oscillation  circuit 
which  does  not»give  rise  to  electric  radiation,  and  the  primary- 
damping  may  then  be  quite  small. 

The  oscillations  on  wires  bridged  over  at  one  end  (Fig.  278)  may 
be  examined  by  joining  QQ'  together  permanently  by  a  wire. 
It  is  sometimes  more  convenient  to  excite  these  oscillations  by 
another  method,  due  to  Blondlot  (Fig.  281).    Here  the  wires  are 


Kg.  281 

bent  round  so  as  to  form  a  loop  enclosing  a  small  condenser  circuit 
(diameter  of  loop  say  8  cm.,  plates  4  x  2|  cm.,  2  cm.  apart) 
which  acts  on  the  loop  by  electromagnetic  induction.  The 
Blondlot  oscillator  would  most  naturally  give  forced  waves  of  its 
own  period,  but  if  a  short  brass  spark-gap  is  used,  the  primary  is 
usually  sufficiently  damped  to  show  the  natural  oscillations  of 
the  wire-system,  which  in  this  case  is  closed  at  the  nearer  end. 
By  bridging  it  over  at  the  further  end  as  well  we  may  determine 
the  nodes  shown  in  Fig.  279. 

The   stationary  waves  on  wires  can  be  demonstrated  in  an 
elegant  way  with  the  apparatus  shown  in  Fig.  282.     The  wires 

Fig.  282 

are  enclosed  in  a  long  tube  containing  air  at  a  low  pressure,  which 
glows  at  places  where  the  "potential"  is  greatest  and  remains 
dark  at  the  nodes,  so  that  the  tube  is  filled  with  alternate  bright 
and  dark  patches  at  intervals  apart  equal  to  a  half  wave-length. 
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196.     Measurement  of  the  velocity  of  waves  on  wires. 

The  velocity  of  propagation  of  electric  waves  along  wires  was 
measured  by  Blondlot  by  a  direct  method.  Two  Leyden  jars 
{Fig.  283)  have  their  inner  coat- 
ings continuous,  but  each  of  the 
outer  coatings  is  cut  into  two 
parts  AB,  A'B',  separated  from 
one  another.  The  inner  coatings 
are  connected  to  the  secondary  of 
an  induction  coil,  in  parallel  with 
the  spark  terminals  C,  C.  A  is 
joined  to  A'  by  a  wire  interrupted 
by  a  small  spark-gap  DD',  and 
also  by  a  piece  of  moistened  cord 
E,  the  object  of  which  will  appear 
shortly.  BD  and  B'D'  are  joined 
by  wires  BFD,  B'F'D',  each  1000 
metres  long,  doubled  back  on 
themselves,  BB'  being  also  con- 
nected together  by  a  moistened 
cord  E'. 

The  working  of  the  apparatus 
is  as  follows.  While  the  coil  is 
charging  up  the  inside  coatings, 
and    before    the    spark-gap    CC 

gives  way,  A  and  A'  tend  to  become  charged  with  electricity  of 
opposite  signs,  and  so  do  B  and  B'.  These  charges  are  however 
equalised  as  they  appear  by  the  moist  cords,  which  conduct 
sufficiently  well  for  the  purpose.  As  soon  as  the  potential  is 
high  enough  to  spark  across  CC  an  oscillatory  discharge  takes 
place  which  gives  rise  to  oscillatory  potential-differences  between 
A  and  A'.  Since  the  moist  cords  cannot  neutralise  these  sufficiently 
rapidly  a  spark  passes  between  the  terminals  DD'.  Now  while 
this  is  occurring  the  corresponding  disturbance  due  to  BB'  is 
travelling  along  the  wires  BFD  and  B'F'D'  with  the  velocity  of 
propagation  v,  and  after  a  time  Ijv  a  second  discharge  occurs 
through  DD',  I  being  the  length  of  either  of  the  long  wires. 
Blondlot  examined  the  image  of  the  spark  in  a  rotating  mirror, 
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and  by  measuring  the  time  that  elapsed  between  the  two  discharges 
deduced  the  value  of  v. 

A  set  of  five  observations  gave  as  the  mean  v  =  2-964  x  lO^"  cm. 
per  sec,  and  three  similar  observations  on  wires  1800  metres  long 
gave  2-975,  2-985  and  2-980,  mean  2-980  x  10"  cm.  per  sec. 

The  weakening  of  the  wave  in  traversing  such  a  great  length 
of  wire  was  distinctly  noticeable,  and  Blondlot  made  the  coatings 
BB'  larger  than  AA'  in  order  that  the  sparks  might  be  of  nearly 
equal  intensity. 

Another  accurate  determination  of  the  velocity  of  waves  on 
wires  has  been  made  by  Trowbridge  and  Duane.     Their  method 
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of  excitation  is  practically  that  of  Fig.  280,  adapted  to  give  forced 
instead  of  free  vibrations  on  the  wires.  The  primary  condenser 
ab  consists  of  two  metal  plates  30  cm.  square,  separated  by  a 
sheet  of  plate  glass  2  cm.  thick.  Sheets  of  ebonite  1-8  cm.  thick 
are  laid  on  the  other  side  of  db,  and  metal  plates  cd,  each  26  cm. 
square,  attached  to  them.  These  plates  form  one  extremity  of 
the  parallel-wire  system  EJ¥,  58-6  metres  in  length,  which  is 
interrupted  at  J  by  a  spark-gap  with  pointed  terminals  of  cadmium. 
The  primary  circuit  is  completed  by  a  sliding  piece  BD  containing 
a  spark-gap  8,  the  distance  of  the  parallel  wires  AB,  CD  from  one 
another  being  40  cm.  By  moving  the  sliding  piece  about  resonance 
can  be  obtained  with  one  or  more  of  the  natural  periods  of  oscilla- 
tion of  the  wire-system ;  which  is  advantageous  in  giving  •  the 
greatest  possible  intensity  of  light  in  the  spark-gap  J.  The  most 
powerful  effects  were  obtained  when  AB  =  CD  =  85  cm.,  in  which 
case  resonance  seems  to  have  taken  place  with  the  first  harmonic. 
Trowbridge  and  Duane  observed  the  position  of  the  nodes  and 
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also  measured  the  frequency  of  the  oscillatory  spark  J  by  means 

of  a  very  rapidly  rotating 

mirror, 

with  the  following  results  : 

Wave-length 

Periodic 

time 

Velocity  of  propagation 

X 

T 

v=-K/T 

5670 

1-871  X 

10-' 

3-030  X  lO" 

5670 

1-876 

3-022 

5690 

1-940 

2-923 

5690 

1-897 

3-000 

5690 

1-874 

3-036 

5690 

1-899 

2-996 

5660 

1-878 

3-014 

Mean        3-003  x  IQi" 

The  velocity  of  propagation  of  waves  on  wires  is  therefore 
sensibly  the  same  as  that  of  light,  a  conclusion  that  has  been 
utilised  already.  Again,  it  is  clear  from  these  experiments  that 
the  waves  are  capable  of  traversing  considerable  distances  before 
being  extinguished,  so  that  there  is  good  reason  to  believe  that 
copper  and  other  metals  fulfil  approximately  the  conditions  of 
perfect  conductivity  as  utilised  in  Art.  194. 

197.  Measurement  of  dielectric  constants  for  hig;h 
frequencies.  The  theory  of  waves  on  a  pair  of  parallel  wires 
may  easily  be  extended  to  the  case  in  which  the  wires  are 
surrounded  by  a  dielectric.  The  fundamental  solution  (31)  is 
then  replaced  by 


.(36). 


where  U  +  iV  =f(x  +  iy,  z  -  ~\        j 

The  velocity  of  propagation  along  the  wires,  as  in  the  free  dielectric, 
is  c/V-K ;  from  which  it  follows  that  if  A  is  the  wave-length  on 
wires  immersed  in  air,  and  A'  that  on  wires  immersed  in  the 
dielectric,  the  frequency  n  being  the  same  in  both  cases,  then 
A2/A'2  =  K,  where  K  is  the  dielectric  constant  for  the  frequency  n. 
In  order  to  apply  this  result  for  a  Uquid  dielectric  Drude  used 
the  apparatus  shown  in  Fig.  285.     B  is  a  small  Blondlot  oscillator 
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in  which,  the  condenser  is  done  away  with  and  the  ends  of  the  wire 
cut  off  flat  and  left  adjacent  to  one  another.     When  a  bridge  B^ 


M 


K 


Kg!  285 

is  laid  over  the  wire  the  Blondlot  oscillator  and  the  loop  form 
together  an  oscillatory  circuit  having  practically  only  a  single 
period,  which  induces  forced  oscillations  in  the  system  to  the 
right  of  B^.  This  may  be  shown  by  means  of  a  second  bridge 
B2  (disregarding  the  trough  for  the  present),  with  a  small 
electrodeless  vacuum  tube  T  held  over  the  wires  as  a  detector. 
As  B2  is  moved  along  the  wires,  B^  remaining  fixed,  the  tube 
lights  up  brightly  at  regular  intervals  of,  say,  |A.  The  wave- 
length A  in  air  is  thus  determined. 

Having  found  the  position  of  the  first  node  B^  a  trough  AA 
with  perforated  ends  is  slid  over  the  wires  until  one  end  coincides 
with  B2,  and  the  liquid  poured  into  it.  A  third  bridge  Bg  may 
now  be  laid  over  the  wires  inside  the  trough  and  moved  about  as 
before.  It  is  found  that  periodic  maxima  still  occur,  but  the 
distance  between  the  successive  nodes  has  now  a  smaller  value 
fA'.  Then  A'  is  the  wave-length  in  the  liquid  for  a  wave-length 
A  in  air,  so  that  K  is  known. 

The  object  of  making  the  entrance  to  the  trough  coincide  with 
a  node  is  to  get  rid  of  the  strong  reflexion  which  would  otherwise 
occur  with  liquids  of  high  dielectric  constants.  Drude  further 
found  it  advantageous  to"  work  the  oscillator  off  a  small  Tesla 
transformer  instead  of  directly  from  the  coil,  and  to  immerse 
the  whole  of  the  oscillator  and  the  loop  L  in  petroleum.  The 
pitting  of  the  spark-balls,  which  is  the  chief  source  of  trouble 
in  high-frequency  work,  is  thus  much  reduced. 

By  this  and  other  methods  it  has  been  found  that  the 
dielectric  constant  for  substances  like  alcohol  and  glycerine 
depends  markedly  on  the  wave-length,  but  that  for  a  particular 
wave-length  K  and  yu.^  agree  fairly  well  with  one  another. 
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198.     Electric  oscillations  in  rods  and  solenoids.      We 

now  come  to  a  somewhat  debatable  (though  extremely  important) 
subject,  in  which  the  mathematical  difficulties  are  such  as  to 
preclude  any  rigid  treatment  in  the  vast  majority  of  cases. 

Consider  first  the  simple  Hertzian  rod-shaped  oscillator, 
represented  in  Fig.  272.  If  we  leave  the  damping  out  of  account 
we  shall  have  a  set  of  stationary  waves,  with  the  condition  i  =  0 
at  both  ends  of  the  rod ;  hence  it  is  reasonable  to  suppose  that 
the    various    types    of    vibration    are    given    approximately    by 

i  =  A  sin  -j—  sin  — r— ,  where  A  is  the  wave-length.     The  general 

equation  de/dt  =  —  c  di/dz  then  shows  that 

,  27rz         2nct 

e  =  A  cos  — ,—  cos  ^ — . 
A  A 

If  the  two  ends  of  the  wire  are  z  =  0  and  z  =  I,  the  boundary 
conditions  give  27r2/A  =  rnr,  where  n  is  an  integer :  thus  the 
admissible  wave-lengths  are  given  by  A  =  2l/n  and  the  general 
expression  for  current  and  charge  becomes 


„  ,     .    TTnz   .    nnct 
%  =  Z^An  sm  -J-  sm  -j—  , 


.r,  A  '"■wz        rrnct 

e  =  2jA„  cos  -=—  cos  -^j— , 


Fig.  286 
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Suppose  that  initially  the  current  is  zero  and  equal  and  opposite 
charges  are  distributed  symmetrically  on  either  side  of  the  middle 
point  of  the  rod.  The  first  condition  is  satisfied  by  the  above 
solution ;    the  second  gives 

nn  {I  —  z) 


2A 


■nnz  . 

cos  -J-  =  —  ^A^  cos 


I 


for  all  values  of  z.  Hence  n  must  be  odd,  so  that  only  the  odd 
harmonics  are  present.  The  distribution  of  current  and  charge 
along  the  wire  at  any  given  time  is  shown  in  Fig.  286,  in  which 
only  the  first  two  odd  harmonics  are  included. 

These  considerations  make  it  very  probable  that  the  wave- 
length in  air  corresponding  to  the  fundamental  oscillation  is 
approximately  twice  the  length  of  the  rod.  The  relation  of 
wave-length  to  length  of  rod  for  a  number  of  small  oscillators 
has  been  examined  very  carefully  by  Ives,  using  an  interference 
method  to  determine  A.     Thd  results  were  as  follows : 


Length  of 

oscillator 

I  (cm.) 

Wave-length 
X  (cm.) 

\/l 

4-93 
7-49 
9-85 

10-42 
15-24 
19-86 

210 
2-04 
203 

The  wave-length  is  therefore  somewhat  greater  than  21,  and 
in  addition  the  damping  is  considerable  (8  =  about  0-2). 

The  natural  oscillations  of  finite  straight  solenoids  have  been 
examined  experimentally  by  Drude,  who  has  given  tables  for 
calculating  the  fundamental  frequency  of  any  given  coil  from  its 
dimensions.  The  coil  to  be  examined  was  excited  inductively 
bv  a  small  Blondlot  oscillator  with  variable  capacity,  the  wave- 
length corresponding  to  any  particular  position  of  which  had  been 
determined  by  a  separate  experiment  with  a  pair  of  parallel 
wires.  Eesonance  occurred  in  certain  positions,  and  was  recog- 
nised by  the  lighting  up  of  a  small  vacuum  tube  attached  to 
one  end  of  the  coil.  Thf,  order  of  magnitude  of  the  fundamental 
wave-lengths  of  ordinary  coils  will  be  seen  from  the  fact  that  for 
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a  coil  30  cm.  long  and  1-7  cm.  in  diameter,  having  100  windings 
of  thick  bare  copper  wire,  A  =  554  cm. 

The  constants  necessary  to  specify  a  coil  completely  are 

n   =  number  of  turns  of  wire, 

g    =  distance  between  two  consecutive  turns, 

h    =  axial  length  of  coil, 

2r  =  diameter,  supposed  circular, 

I    =  total  length  of  wire, 

S    =, diameter  of  wire  used; 

of  which  only  four  are  independent,  since  h  =  (n  —  1)  g  and 
I  =  '2mrn. 

The  thickness  and  nature  of  the  insulation  and  the  dielectric 
constant  K  of  the  core  will  also  have  some  effect.  Drude  set 
himself  the  problem  of  finding  how  the  fundamental  wave-length  * 
A  depends  on  these  quantities.  In  the  first  place  we  notice  that 
for  geometrically  similar  coils  A  is  proportional  to  the  linear 
dimensions.  For  the  differential  equation  dWjdt^  =  c^ii^d,  satisfied 
by  all  the  components  of  electric  and  magnetic  force  in  the  free 
ether,  still  holds  good  when  x,  y,  z,  t  are  replaced  by  hx,  hy,  kz, 
let,  k  being  any  constant.  Thus  with  a  coil  k  times  as  great  the 
natural  period  is  k  times  as  large  as  before,  and  the  result  still 
holds  when  dielectrics  are  present.     Hence  we  may  write 

A=Z/(n,    ^,    |,    K 

where  /  remains  to  be  determined.  Drude  concluded  from  his 
experiments  that  the  variation  with  n  was,  caeteris  paribits,  unim- 
portant, so  that 


The  accompanying  table  gives  the  values  of /for  copper  wires 
(1)  wound  on  sohd  ebonite  cores,  (2)  with  no  core.  If  the  solenoid 
had  been  completely  imbedded  in  ebonite  the  value  of  A  would 
have  been  increased  in  the  ratio  V-K  to  unity ;  the  increase  due 
to  the  core  alone  is  naturally  less. 

*  By  this  we  mean  the  wave-length  in  air  which  corresponds  to  the  natural 
period  T  of  the  coil,  so  that  X  =  cT.  The  distance  between  two  consecutive 
nodes,  measured  along  the  axis  of  the  solenoid,  is  of  course  very  much  smaller. 
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k 

1r 

Solid  ebonite 

Coreless 

,7/8 

»/s 

?/s 

ff/S 

9/3 

?/« 

=  109 

=  1-24 

=  2-4 

=  109 

=  1-24 

=  2-4 

60 

1-48 

1-46 

1-44 

1-37 

1-35 

1-33 

4-0 

1-65 

1-63 

1-60 

1-52 

1-50 

1-48 

30 

1-86 

1-82 

1-78 

1-69 

1-66 

1-62 

2-0 

2-25 

2-21 

214 

1-99 

1-95 

1-92 

10 

311 

2-97 

2-85 

2-66 

2-54 

2-45 

0-8 

3-48 

3-30 

3-14 

2-94 

2-78 

2-68 

0-6 

3-98 

3-68 

3-50 

3-34 

309 

2-97 

0-4 

4-61 

4-20 

3-95 

3-85 

3-51 

3-35 

0-2 

5-60 

5-22 

4-67 

4-64 

.4-32 

3-94 

01 

6-72 

6-20 

5-37 

5-58 

5-14 

4-48 

0-05 

7-20 

6-36 

5-17 

5-96 

5-28 

4-38 

Drude  found  that  the  higher  oscillations  were  not  strictly 
harmonic,  nor  were  the  nodes  exactly  in  the  positions  required 
by  a  simple  theory.  The  fundamental  wave-length  of  a  circular 
coil  of  owe  turn  was  found  to  be  6-7  times  the  diameter,  which 
is  somewhat  smaller  than  the  number  obtained  by  Sarasin  and 
de  la  Eive. 

The  oscillations  on  solenoids  can  be  applied  to  demonstration 
purposes  by  a  method  due  to  Seibt.  One  plate  of  the  condenser 
in  an  electric  oscillation  circuit  (Fig.  287)  is  joined  to  the  end  of 
a  long  helix  B.11  containing  a  large  number  of  turns  of  fine  wire 
wound  close  together.  Parallel  to  this  is  placed  an  exhausted  tube 
T,  and  on  the  side  remote  from  the  helix  is  a  strip  of  tinfoil 
extending  along  the  whole  length  of  the  tube  inside,  which  is 
connected  to  the  other  plate  of  the  condenser.  On  exciting  the 
oscillatory  circuit  forced  waves  of  period  T  =  2tt\/(LC)  pass  up 
and  down  the  helix,  and  alternate  bright  and  dark  patches  appear 
in  the  vacuum  tube.  The  number  of  nodes  may  be  increased  or 
diminished  by  altering  the  self-inductance  of  the  circuit,  and  the 
whole  forms  a  very  striking  lecture  experiment. 

In  all  these  cases  the  most  powerful  effects  are  obtained  for 
'  certain  resonance  positions,  in  which  the  natural  period  of  the 
oscillatory  circuit  coincides  with  one  of  the  periods  of  the  helix. 
The  same  is  true  of  Tesla  discharges,  for  which  it  is  very  advan- 
tageous to  calculate  out  beforehand  the  natural  frequency  of  the 

p.  E.  30 
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secondary,  so  that  it  may  be  used  with  a  suitable  primary  circuit. 
Drude's  tables  enable  us  to  do  this. 

The  natural  frequency  of  a  rod- 
oscillator  may  be  considerably  reduced, 
and  the  wave-length  lengthened,  by 
inserting  a  self-inductance  in  it.  This 
principle  is  extensively  applied  in  wire- 
less telegraphy,  to  obtain  resonance 
between  a  short  aerial  and  waves 
much  longer  than  its  fundamental 
oscillation.  A  given  coil  does  not, 
however,  add  the  same  wave-length 
to  all  aerials. 

199.     Wireless   telegraphy.      It 

was  recognised  shortly  after  Hertz's 
discovery  that  electric  waves  might 
be  used  for  signalling  across  space 
without  wires,  the  difficulty  being  to 
produce  them  with  sufficient  intensity 
and  detect  them  far  enough  from  the  H  ^ 

source.  The  attempts  to  do  so  were 
first  pushed  to  a  really  practical  con- 
clusion by  Marconi  in  1895 — 6.  The 
two  modifications  introduced  into 
Hertz's  oscillator  by  Marconi  were 
(1)  to  replace  one  half  by  a  simple 
earth-connexion,  (2)  to  use  as  the 
other  half  a  long  vertical  wire,  with 
or  without  a  capacity  at  the  summit.  ^^^'  ^^^ 

Marconi's  transmitter  is  shown  in  the 

left-hand  diagram  of  Fig.  288.  The  long  wire  AA,  now  generally 
known  as  the  aerial,  is  connected  to  a  large  metal  plate  embedded 
in  the  soil,  and  interrupted  at  a  point  just  above  the  ground  by 
a  spark-gap  S.  A  Morse  key  inserted  in  the  primary  of  the 
induction  coil  I  enabled  the  operator  to  keep  on  the  spark  for 
longer  or  shorter  intervals  at  a  time,  and  thus  make  the  recognised 
of  the  Morse  code.     In  the  receiver  the  spark-gap  was 
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replaced  by  a  coherer  K  in  parallel  with  a  battery  and  telephone  T 
or  other  detecting  apparatus*.     When  electric  waves  fall  on  the 


TRANSMITTER 


w^w. 


RECEIVER 


L 

— wm— I 


I— TU^- 

L 


Fig.  288 

receiver  the  coherer  begins  to  conduct,  and  a  sharp  click  is  heard 
in  the  telephone  corresponding  to  the  first  wave-train.  An  arrange- 
ment may  be  added  by  which  the  coherer  may  be  tapped  back 
to  its  sensitive  state  every  time  a  current  passes  through  it,  in 
•  which  case  the  receiver  will  act  during  the  whole  time  that  the 
spark-gap  S  is  working.  The  inductances  L,  L  serve  to  keep  the 
high-frequency  current  out  of  the  shunt  circuit. 

The  advantage  of  the  earth-connexion  in  Marconi's  apparatus 
has  been  much  discussed ;  but  it  is  easy  to  see  what  its  effect 
would  be  if  the  earth  could  be  regarded  as  a  perfect  conductor. 
Since  the  lines  of  electric  force  of  a  Hertzian  oscillator  in  a  diametral 
plane  z  =  0  are  perpendiciilar  to  that  plane,  the  condition  of 
cutting  all  the  lines  of  electric  force  at  right  angles  is  satisfied. 
Hence  we  may  imagine  the  plane  to  be  replaced  by  the  surface 
of  a  perfect  conductor  and  the  lower  half  of  the  oscillator  taken 
away,   when  the  phenomena  go  on  precisely  as  before.    It  is 

*  Marconi  actually  used  an  automatic  registering  device. 

30—2 
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probable,  therefore,  that  the  earthed  aerial  will  act  approximately 
like  an  isolated  rod-osciUator  of  double  the  length :  so  that  the 
fundamental  wave-length  of  a  simple  Marconi  aerial  is  about  four 
times  the  height.     This  rule  is  useful  in  rough  calculations. 

We  have  now  to  consider  the  possible  improvements  in 
Marconi's  apparatus.  No  real  resonance  is  obtained  between  the 
transmitter  and  receiver  with  this  arrangement,  for  before  the 
coherer  breaks  down  the  oscillations  excited  are  those  of  the 
aerial  alone,  and  not  of  the  aerial-earth  system.  Further,  the 
aerial,  being  insulated,  is  very  liable  to  disturbance  from  atmo- 
spheric electricity.  For  these  reasons  Marconi  at  an  early  stage 
removed  the  coherer  from  the  aerial  and  put  it  in  a  shunt  circuit, 
on  which  the  aerial  acted  inductively.  A  common  form  of 
coupled  receiver  on  this  principle,  for  use  with  a  crystal,  is  shown 
in  Fig.  289. 

The  idea  of  using  coupled  circuits  in  the  transmitter  is  due  to 
Braun.  The  high  damping  of  the  simple  aerial  (S  about  0-2) 
prevents  resonance  and  also  lowers  the  efficiency  by  distributing 
the  energy  over  a  large  range  of  wave-lengths.  Braun's  plan 
was  to  couple  the  aerial  inductively  with  a  condenser  circuit, 
the  damping  of  which  can  be  made  comparatively  low.  This 
method  combines  to  some  extent  the  advantages  of  small  damping 
and  large  radiation  from  the  aerial. 

Fig.  289  shows  a  station  arranged  on  this  principle.  For 
success  it  is  essential  that  proper  resonance  should  be  obtained 
between  all  the  circuits.  The  practical  method  of  procedure  is 
as  follows.  A  temporary  spark-gap  is  first  inserted  in  the  aerial 
AA,  which  is  excited  directly  off  an  induction  coil  or  alternating 
current  transformer.  The  wave  sent  out  will  not  be  very  homo- 
geneous, but  its  wave-length  can  be  ascertained  approximately 
with  a  wave-meter  held  near  the  aerial.  The  auxiliary  circuit 
is  then  adjusted  to  have  the  same  frequency,  and  coupled  up. 
If  the  coupling  is  not  too  close  the  wave-length  is  now  the  same 
as  before,  but  there  is  a  marked  improvement  in  the  purity  of  the 
wave.  The  receiving  aerial  may  next  be  adjusted  to  the  required 
frequency  by  means  of  the  variable  inductance  L ;  and  finally 
the  variable  condenser  C  is  altered  until  there  is  a  maximum 
sound  in  the  telephone. 
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Fig.  289 

It  is  not  necessary  that  the  two  cir- 
cuits of  a  coupled  transmitter  should  be 
insulated  from  one  another.  Very  often 
two  points  on  the  aerial  inductance  are 
joined  to  the  condenser  and  spark-gap 
respectively,  as  shown  in  Fig.  290 ;  and 
similarly  for  the  receiver.  This  method 
is  known  as  direct  coupling. 

200.  Use  of  quenched  sparks  in 
vrireless  telegraphy.  The  most  im- 
portant progress  in  wireless  telegraphy 
has  been  in  the  direction  of  tuning  and 
efficiency ;  that  is,  confining  the  waves  as 
far  as  possible  to  a  single  wave-lengtV , 
and  sending  them  out  with  the  least  ex- 
penditure of  power. 

The  original  idea  of  Braun's  system 
seems  to  be  as  follows.     If  we  have  two 


^ 


{^ 


Earth 


Fig.  290 
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oscillation  circuits  C^,  C^  of  decrements  S^,  83  loosely  coupled 
together,  S^  being  less  than  h^,  it  can  be  shown  that  the  oscilla- 
tions ultimately  subside  with  the  smaller  decrement  S^.  Hence  it 
is  possible  to  use  an  aerial  of  high  radiating  power  and  still  keep 
the  damping  down  by  coupling  it  with  a  condenser  circuit  of  small 
damping.  But  with  weak  coupKng  the  current  in  the  aerial  is 
small,  and  more  energy  is  wasted  in  the  primary  (particularly  in 
the  spark-gap)  than  in  radiation  from  the  aerial.  The  efficiency 
is  therefore  low.  Practical  stations  on  the  Braun  system  usually 
worked  with  quite  tight  coupling.  This,  however,  has  the  dis- 
advantage of  sending  out  two  waves  of  different  frequency. 

In  Wien's  system  the  difficulty  is  avoided  by  the  use  of  a 
quenched  spark-gap  at  S  (Fig.  289).  The  degree  of  coupling  is 
then  only  important  in  that  it  affects  the  efficiency  of  the  quenching 
(Art.  185)  and  the  amount  of  energy  transferred  from  the  primary 
to  the  secondary.  When  the  quenched  spark  has  ceased  the 
aerial  continues  to  oscillate  by  itself,  and  emits  a  wave  of  one 
frequency  only. 

The  solution  at  which  we  have  arrived  is  somewhat  surprising, 
as  it  practically  means  a  return  to  the  simple  aerial,  with  the 
spark-gap  eliminated.  It  is,  however,  an  essential  part  of  the 
quenched  spark  system  to  place  inductances  in  the  aerial  until 
its  total  damping  is  small.  If  §1  is  the  part  of  the  decrement 
arising  from  radiation  and  82  that  arising  from  other  causes,  then 
the  efficiency  is  only  high  as  long  as  S^  is  large  compared  with  83. 
The  damping  is  only  low  as  long  as  81  +  83  is  small.  Hence  to 
satisfy  both  conditions  it  is  necessary  to  have  8g  very  small,  and 
this  is  impossible  with  a  spark-gap  in  the  aerial.  It  is  found 
by  experience  that  the  total  decrement  of  the  aerial  can  be 
advantageously  reduced  to  0-05  or  so. 

One  type  of  quenched  spark-gap  suitable  for  wireless  telegraphy 
has  already  been  described  in  Art.  185.  The  apparatus  used 
by  Marconi  for  long  distance  wireless  telegraphy,  shown  in 
Fig.  291,  depends  on  the  same  principle.  Power  is  furnished 
at  12,000  volts  by  three  direct-current  generators  in  parallel 
with  a  battery  of  6000  accumulators.  The  spark-gap  is  formed 
of  two  discs  Di,  Dg,  kept  in  slow  rotation,  and  a  third  studded 
disc  2)3  rotating  very  rapidly.     The  distances  are  so  calculated 
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that  a  spark  can  take  place  when  the  studs  are  in  between  the 
discs,  but  not  otherwise.  An 
oscillatory  discharge  of  the 
condenser  C  therefore  begins 
whenever  the  studs  are  in  this 
position,  but  it  is  rapidly 
quenched  as  the  spark-gap 
gets  longer  and  longer,  leaving 
oscillations  in  the  aerial  to  go 
on  undisturbed.  The  self- 
inductances  L,  L  prevent  the 
condenser  discharge  from  cir- 
culating in  the  generators  or 
accumidators,  and  signals  are 
made  with  a  Morse  key  K  in 
the  main  circuit. 

The  frequency  of  the  sound 
heard  in  the  telephone  of  the 
receiving  station  is  equal  to 
the  number  of  wave- trains  sent 
out  by  the  transmitter  per 
second.  Hence  it  is  advan- 
tageous to  increase  the  number  of  sparks  per  second  until  a 
note  of  medium  pitch  is  heard.  The  sensitiveness  can  be  further 
increased  by  using  a  "tuned"  telephone;  i.e.  one  whose  dia- 
phragm has  a  natural  frequency  of  vibration  equal  to  that  of 
the  sequence  of  sparks. 


201.  Use  of  undamped  oscillations.  With  the  singing 
arc  as  ordinarily  used  oscillations  cannot  be  obtained  of  fre- 
quency higher  than  about  10,000  to  the  second,  so  that  some 
modification  is  required  before  the  arc  can  be  of  any  use  in  wireless 
telegraphy.  The  conditions  of  success  were  discovered  by  Poulsen 
in  1902.     He  found  that  it  was  either  necessary  or  advantageous  : 

(1)  to  make  the  arc  burn  in  hydrogen,  or  in  a  gas  containing 
hydrogen,  such  as  alcohol  vapour ; 

(2)  to  make  the  positive  electrode  of  copper,  cooled  with  a 
stream  of  water,  and  only  retain  carbon  for  the  negative  electrode ; 
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(3)  to  apply  a  transverse  magnetic  field ; 

(4)  to  rotate  the  carbon  electrode  slowly  during  the  whole  time; 
In  order  to  see  the  effect  of  conditions  (1)  and  (2)  it  is  necessary 

to  refer  back  to  Figures  266  and  267.  At  high  frequencies  there 
appears  to  be  a  great  tendency  of  the  arc  to  become  conducting 
in  the  opposite  direction  when  the  voltage  is  reversed  (point  E) 
which  destroys  the  regularity  of  the  oscillations.  With  the 
ordinary  carbon  arc  the  most  important  factor  in  maintaining 
the  current  is  the  stream  of  electrons  from  the  incandescent 
negative  electrode  (Art.  226).  Now  the  positive  electrode  is 
even  hotter  than  the  negative,  so  that  there  is  every  reason  why 
the  arc  should  light  in  the  opposite  direction  if  sufficient  negative 
voltage  is  at  hand.  This  may  be  prevented  by  keeping  the  positive 
electrode  comparatively  cool,  and  it  is  also  advantageous  if  the 
intervening  gas  is  a  good  conductor  of  heat.  Poulsen's  condition 
(3)  is  necessary  if  large  quantities  of  energy  are  to  be  emitted  in 
the  form  of  waves,  while  (4)  is  a  practical  device  for  increasing 
the  steadiness  of  the  arc. 

An  undamped  oscillation  is  nothing  more  or  less  than  a  high- 
frequency  alternating  current,  and  many  attempts  have  been 
made  to  produce  the  oscillations  with  a  specially-designed 
alternator. ,  Unfortimately  the  frequency  required  (30,000  per 
second  or  more)  is  very  high  and  not  easy  to  reach  with  a  large 
machine.  In  Goldschmidt's  alternator  the  problem  is  greatly 
simplified  by  the  ingenious  device  of  transforming  the  frequency 
automatically  inside  the  machine.  A  description  of  the  method 
would  however  occupy  too  much  space. 

A  special  difficulty  arises  when  we  attempt  to  receive  undamped 
oscillations  with  a  crystal  and  telephone,  which  does  not  occur 
with  trains  of  damped  oscillations.  The  telephone  membrane  is 
moved  from  its  position  of  equihbrium  by  the  first  few  oscillations, 
and  a  sharp  click  is  heard  in  the  telephone.  Subsequent  waves, 
however,  only  serve  to  keep  the  membrane  in  its  displaced  position, 
and  there  is  no  further  sound  till  the  waves  cease,  when  a  second 
click  is  heard.  Thus  a  dash  on  the  Morse  code  is  heard  as  two 
cHcks,  and  the  middle  of  the  signal  is  not  utilised  at  all.  One 
way  out  of  this  difficulty  is  to  place  an  interrupter  in  the  receiving 
circuit,  which  cuts  out  the  telephone  periodically  and  gives  a 


Xl]  ELECTRIC    OSCILLATIONS  473 

note  of  its  own  frequency  during  the  whole  time  that  the  waves 
are  acting.  G-oldschmidt's  recent  detector,  which  works  inde- 
pendently of  any  crystal  or  rectifying  device,  is  a  rotary  interrupter 
whose  frequency  is  of  the  same  order  as  that  of  the  oscillations. 
The  total  charge  let  through  in  a  given  direction  while  a  tooth  is 
in  contact  with  a  brush  clearly  depends  On  the  phase  of  the  oscilla- 
tions at  the  moment  when  contact  begins.  If  the  frequency  of 
interruption  is  m  and  that  of  the  oscillations  n,  where  n>  m,  the 
same  phase  wiU  recur  periodically  n—  m  times  a  second,  and  a 
sound  of  that  frequency  mil  be  heard  in  the  telephone.  Thus 
if  w  =  40,000  (A  =  7500  metres)  a  frequency  of  interruption  of 
39,000  will  give  a  note  of  frequency  1000.  One  of  the  advantages 
of  this  detector  is  that  the  note  can  be  easily  changed  at  the 
receiving  station  to  suit  particular  telephones. 

At  the  time  when  the  Poulsen  arc  was  introduced  it  was  thought 
that  it  woiild  quickly  revolutionise  wireless  telegraphy  and  oust 
the  spark  methods  altogether.  This  belief  has  not  been  justified, 
and  it  still  remains  to  be  seen  whether  damped  or  undamped 
oscillations  are  most  advantageous  in  the  long  run.  The  future 
of  undamped  oscillations  seems  to  lie  in  ivireless  telephony.  The 
principle  of  this  is  very  simple.  In  ordinary  telephony  the 
resistance  of  a  circuit  is  varied,  in  time  with  the  sound-waves 
falling  on  a  diaphragm,  by  a  loose-contact  device  (microphone 
transmitter).  In  wireless  telephony  the  aerial  contains  a  micro- 
phone capable  of  carrying  large  currents,  and  the  amplitude  of 
the  waves  varies,  more  or  less  exactly,  in  accordance  with  the 
fluctuations  of  the  voice.  The  waves  are  received  in  the  ordinary 
way  with  a  telephone  and  an  oscillation  valve,  or  suitable  crystal. 
Communication  has  already  been  carried  on  over  considerable 
distances. 

202.  Theory  of  resonance  curves  and  measurement  of 
the  decrement  of  electric  oscillation  circuits.  In  taking 
off  a  resonance  curve  the  only  thing  that  is  varied  is  the  capacity 
of  the  secondary  circuit.  The  quantity  /a  =  Rj2L  is  therefore 
a  constant,  and  it  is  convenient  to  work  with  this  quantity  at 
first  instead  of  the  actual  decrement  §,  which  is  a  function  of  the 
capacity. 
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Using  the  notation  of  Art.  184,  the  equations  for  two  coupled 
oscillation  circuits  in  general  are" 

They  may  be  written 

and  A;,^  +  5^+2/^^^  +  Ve,  =  0 (38), 

where    n^^  =  l/L^C^,    n^  =  \\L^0^,    \}^  -■=  RJ2Li,    fji^  =  Ril'^-L^, 
ki  =  M/Li,  \==  MjL^.     The  coefficient  of   coupling   h  is   thus 

equal  to  {hilc^^.     The  initial  conditions  are 

&i  =  CiFo,    Ae^ldt  =0,    63=  0,     de^jdt  =01 

when  i  =  0  J 

The  solution  of  the  differential  equations  is  impracticable  as 
it  depends  on  that  of  an  equation  of  the  fourth  degree;  but, 
as  has  been  pointed  out  by  Mandelstam  and  Papalexi,  the 
mean  values  required  can  be  obtained  by  direct  treatment  of  the 
equations.  We  require  the  thermal  effect  in  the  secondary  for 
a  single  train  of  waves,  namely 

Then  we  have 

and  al.o         J^  e,  |'  &  _  -  J"  §  e,*  _  P  (say), 


/ 


T  ^  — 
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Multiply  equations  (37)  and  (38)  by  n^h^  and  r>ri\  respectively, 
integrate  and  equate.     Then  using  the  above  results  we  have 

n^^K  +  2^n^^P  +  h-,n^li  =  h^n^l-^  +  n^^K  -  ly^n^V  .  .(40). 

Similarly,  by  multiplying  both  equations  by  de^lil  and  de^\il  and 
integrating,  we  have 

li^I^^  -  iVCi' V  +^0  =  0 (41), 

-g+2/.iZ  + V-P  =  0 (42), 

Q^%y^K-niP  =  ^ (43), 

-^2(3+2/.2Z/=0 (44). 

The  equations  (40),  (41),  (42),  (43),  (44)  enable  us  to  eliminate 
7i,  K,  P  and  Q  and  determine  the  required  quantity  I^-  We 
thus  find 

/^iM2( V-  V)^  +  ^IHlH{th.+  M2) (/^i»»2^+  /i2«i^)+  ^^(/^iWaH  ^^UiY  ' 
This  formula  is  perfectly  general  and  holds  for  loose  or  tight 
coupling,  and  even  when  the  discharge  is  non-oscillatory. 
A  special  case  of  great  importance  is  that  in  which  k  is  small  and 
%  nearly  equal  to  n^.  Writing  /  for  I^,  n  for  %  and  n  +  Aw.  for 
n^,  we  then  find 

fHt^ii^n)^  +  {H-1  +  H'2?}' 

We  can  now  introduce  the  wave-lengths  A  and  A  -1-  AA  and  the 

damping  coefficients  §1,  8^  of  the  circxiits,  the  latter  being  taken 

for  the  frequency  corresponding  to  A.     We  have  with  sufficient 

accuracy 

2ttc       .  27TC  . .  c8i  cSo 

n  =  ~^  ,     Aw  =  -  -p^  AA,     ^1  =  y ,     '*'''  =  X' 

30  that  pJa^.^^—^-^ (45), 

U  y  ^  V  277  J 

showing  how  the  effective  value  of  the  secondary  current  depends 
on  the  decrements  of  the  primary  and  secondary  circuits  and  the 
wave-length  to  which  the  secondary  is  tuned.     This  formula. 
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which  gives  the  form  of  the  resonance  curve  near  the  peak,  is 
due  to  Bjerknes. 

We  have  now  to  show  how  S^  and  83  ^^7  b©  determined  by 
experiment.  Let  yg  be  the  maximum  ordinate  of  the  resonance 
curve,  y  a  neighbouring  ordinate  corresponding  to  wave-length 
A  +  AA.     Then 

y' 


r2  V       277 


.(46). 


,,    ,  §1  +  83     AA/     y^ 

so  that  -Ss — -  =  -v-    —^ '■ 

277  A  \yo^  -  y 

Thus  the  sum  of  the  decrements  81, 83  can  be  found  by  measurement 
of  the  resonance  curve.  To  find  8^  and  82  separately,  suppose 
that  the  maximum  ordinate  y^  of  the  curve  is  reduced  to  y^  by 
inserting  a  non-inductive  resistance  R  in  the  secondary  circuit. 
The  effect  of  this  is  to  increase  82  to  82  +  8',  where  8'  has  the  known 
value  ttR  [C^jL^^,  C^  being  the  capacity  of  the  secondary  in 
electromagnetic  units.     Thus 

y_l  _  (§2  +  8')  (§1  +  82  +  8') 

y,^'  62(81  +  82)  ^     ^' 

which  gives  82  since  Si  -|-  82  is  known  from  (46).  Hence  both  81 
and  82  can  be  found. 

In  carrying  out  this  method  it  is  necessary  to  have  a  very 
sensitive  thermal  detector,  otherwise  the  value  of  h  necessary  to 
give  readable  deflexions  may  be  so  great  as  to  vitiate  the  results 
altogether.  Many  interesting  results  have  been  deduced  from 
observations  of  resonance  curves  by  M.  Wien  and  others.  Thus 
it  is  found  that  the  effect  of  the  spark-gap  is  to  distort  the  resonance 
curve  as  well  as  flattening  it  out,  so  that  the  value  of  8^  thus 
obtained  is  different  when  different  points  on  the  curve  are  used, 
and  greater  than  when  no  spark-gap  is  present.  The  latter  case 
can  be  realised  experimentally  by  the  method  of  quenched  sparks 
(Art.  185).  Those  metals,  such  as  silver  and  copper,  which  show 
this  effect  in  the  greatest  degree,  also  affect  the  frequency  of  the 
oscillations  quite  appreciably,  the  periodic  time  being  sometimes 
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one  or  two  per  cent,  greater  than  that  calculated  from  Kelvin's 
formula.  The  following  table  gives  the  mean  decrement  and 
percentage  increase  of  wave-length  for  5  mm.  spark-gaps  of 
various  metals. 


Increase  of  wave- 

Metal 

Decrement 

length  due  to 
spark,  per  cent. 

Magnesium 

0-059 

_ 

Cadmium 

0065 

0-04 

Zinc            

0-071 

0-08 

Aluminium 

0-073 

0-08 

Platinum 

0-084 

016 

Copper 

0090 

0-25 

Silver          

0116 

0-35 

In  these  experiments  care  was  taken  to  reduce  the  other  sources 
of  energy-loss,  and  the  decrement  of  the  circuit  without  spark-gap 
was  less  than  0-01. 


203.     Resistance  of  wires  for  high-frequency  currents. 

The  exact  theory  of  the  distribution  of  high-frequency  currents 
over  the  cross-section  of  round  wires  was  first  given  by  Lord 
Kelvin.  The  rate  of  alternation  is  not  supposed  to  be  great 
enough  for  ether  currents  to  come  into  play,  so  that  we  have  at 
every  point  j  =  aE  where  a  is  the  conductivity  of  the  material 
of  the  wire. 

Let  j,  H  be  the  current-density  and  magnetic  force  at  time  t 
at  a  point  in  the  wire  distant  r  from  the  centre.  Applying  the 
"work  law"  to  a  circle  of  radius  r  with  its  centre  on  the  axis  and 
its  plane  at  right  angles  to  it  (Fig.  292)  we  have 

2iTrH  =  47T  I    27rrjdr. 
J  0 

Differentiating,  we  obtain 


dH     H      ,    . 

cr       r 


.(48). 


Now  apply  the  law  of  electromagnetic  induction  to  the  rectangle 
bounded  by  the  axis,  a  parallel  line  distant  r  from  it,  and  two 


478 


ELECTRIC   OSCHiliATIONS 


[CH. 


radii  vectores  at  unit  distance  apart  (Fig.  293).     Let  jo  be  the 
value  of  j  along  the  axis.     Then  there  are  electric  forces  j/cr  and 


I         r 
r 


Fig.  292 


Fig.  293 


jja  acting  along  two  sides  of  the  rectangle,  while  the  flux  of 

magnetic  force  through  it  is  —  I    H  dr.     Hence 

J  0 

dH 


3-3o 


J  0 


dt 


.(49). 


Eliminating  H  we  have 


9^2      r  dr 


ilTG 


df 


The  solution  corresponding  to  an  alternating  current  of  period 
27r/j)  is  got  by  writing  j  =  Re'^*,  where  i?  is  a  function  of  r  only, 
and  it  is  understood  that  the  real  part  is  to  be  taken  when  the 
quantities  come  to  be  interpreted.     On  substitution  we  find 


dm      IdR 
dr^      r  dr 


4/7TiapR, 


so  that  R  =  AJq  {kr)  where  4  is  a  constant  and  k^  =  —  iniGp 
(cf:  Art.  7).  Lord  Kelvin  defines  two  new  functions  bercc  and 
beia;   by  the  equation 

Jq  (x  V  —  i)  =  ber  x  +  i  bei  x, 
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22 .  4a  '  22 .  42 .  62 .  8^ 


Ql     />?    ^= 

22     22 .  42 .  62  '  22 .  42 .  62 .  82 .  102 


i+.. 


Writing  2r  (ttct^)*  =  x,  we  have  therefore 

j  =  A  (ber  a;  +  i  bei  a;)  e'l"', 
or  3  =  A  (ber  a;  cos  j)i  —  bei  a;  sin  j)J). 

It  follows  that  the  currents  vary  across  the  cross-section  in  phase 
as  well  as  amplitude.  If  J  is  the  efiective  value  of  the  current- 
density  at  distance  r  from  the  axis, 

J2  =  142  (ber2  X  +  bei2  x)..  ..'. (50). 

The  functions  ber  and  bei  have  been  tabulated  and  thus  J  can 
be  found  numerically.     Fig.  294  shows  the  distribution  of  J  over 


Fig.  294 

the  cross-section  of  a  copper  wire  2  mm.  in  diameter,  curve  I  being 
for  a  frequency  of  10^,  curve  II  10*,  curve  III  10^  and  curve  IV 
10^  per  second.     The  total  current  i  in  the  wire  at  time  t  is  obtained 
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by  integration  over  the  cross-section :  thus  i  =  I    l-nrjcir,  where; 
a  is  the  radius  of  the  wire.     Hence 


I    rJo{kr)< 

J  0 


=  277^  e'»*      rJn  (kr)  dr 


2TTaA 


2-jTaA 


dJ, 


JM] 


dr      jr=a 
from  Art.  7.     Hence 


^  =  — 


e'"  2  {-TTcrpy  (her'  a;  +  t  bei'  a;)^=<,, 


^2 

or  writing  ^=2{vapYa  for  the  value   of   x  when  r  =  a,  the 
current  is 

^'|(ber'^  +  .-bei'a. 
If  I  is  the  efiective  value  of  the  current, 

^'  =  ^2(ber'^^  +  bei'^a (51), 

giving  A  in  terms  of  I. 

The  instantaneous  rate  of  development  of  heat  is  j^/cr  per 
cubic  centimetre  per  second.  Hence  in  a  volume-element  dr 
distant  r  from  the  axis  the  mean  rate  of  development  of  heat 
is  J^drla-  =  AHt  (ber2  x  +  bei^  x)l2a.     Putting 

dT  =  2TTlrdr  =  lxdxl2ap, 

where  I  is  the  length  of  the  wire,  the  heat  developed  per  second 
in  the  whole  wire  is  found  to  be 

lA^   rj 
-7—5—      X  (ber^  X  +  bei^  x)  dx. 

To  evaluate  this  integral  we  notice  that 

ber^  X  +  bei2  x  =  Jo{x  Vt)  Jg  {x  V  -  i), 
so  that  the  integral  can  be  found  immediately  (Art.  7)  and  becomes 


-a^  [jo  (^  vi)  ^-Mi^  _  j^  (^  V— )  ^vj)j 

=  I  (ber  ^  bei'  |  -  ber'  ^  bei  f). 
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Thus  the  heat  developed  per  second  is 


icT^P 


(ber  i  bei'  f  -  ber'  ^  bei  |) 


.(52). 


The  apparent  resistance  R  of  the  wire  is  defined  so  that  the 
rate  of  heat-development  is  RP.  Hence  by  comparison  with 
(51)  we  find 


R  =  2lp 


ber  ^  bei'  |  —  ber'  $  bei  f 


Hence 


f  (ber'2  ^  +  bei'2  ^)       ' 

The  resistance  for  low  frequencies  is  Rg  =  l/ncra^- 

R  _^  (ber  g  bei'  g  -  ber'  g  bei  g)  ] 

Ro  2(ber'2^  +  bei'2^)  i 

where  ^2  =  iTro-jsa^  J 

The  quantity  R/Rq  is  that  measured  by  calorimetric  experiments 
(Art.  180).  Some  idea  of  its  magnitude  will  be  obtained  from  the 
following  table,  for  copper  wires. 


.(53). 


Frequency 

B/B, 

Diameter 

Diameter 

2  mm. 

-2  mm. 

10 

1-000 

1-000 

102 

1-000 

1-000 

103 

1000 

1-000 

10* 

1-144 

1-000 

105 

8-67 

1-000 

106 

84-2 

1144 

10' 

839 

8-67 

The  formula  (53)  seems  to  be  in  good  agreement  with  experi- 
ment. Thus  for  a  certain  copper  wire  Fleming  found  R/Rq  —  6-62, 
while  theory  gave  6-64.  The  smaller  the  wire  the  less  the  fractional 
increase  of  resistance  for  a  given  frequency.  Moreover,  the 
increase  is  less  for  materials  of  low  conductivity  than  for  materials 
of  high  conductivity  like  copper.  These  results  follow  from  the 
fact,  which  is  easily  proved,  that  R/Rq  is  a  function  of  njp  only, 
where  n  is  the  frequency  and  p  the  resistance  of  the  wire  per 
unit  length. 
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CONDUCTION  OF  ELECTRICITY  THROUGH  GASES 

204.  Discharges  in  rarefied  gases.  It  has  already  been 
pointed  out  that  the  insulation  of  the  air  separating  two  charged 
conductors  will  break  down  when  the  difference  of  potential 
between  the  conductors  exceeds  a  certain  amount,  and  a  discharge 
will  then  pass  between  them.  The  electric  discharge  in  air  and 
other  gases  is  most  conveniently  studied  at  a  pressure  of  5  mm. 
of  mercury  or  less,  as  the  potential  required  to  produce  the  dis- 
charge is  then  much  less  than  at  atmospheric  pressure,  unless  the 
electrodes  are  very  close  together.  The  necessary  arrangements 
for  manipulating  air  at  low  pressures  are  shown  in  Fig.  295.  It 
is  assumed  that  dry  air  has  first  been  admitted  and  then  pumped 
out  to  a  pressure  of  about  1  cm.  of  mercury  with  an  ordinary  air- 
pump.  Further  exhaustion  is  obtained  very  simply  by  means 
of  the  Topler  mercury  pump.  Suppose  that  the  mercury  reservoir 
A,  connected  to  the  upright  glass  tube  B  by  flexible  rubber 
tubing,  is  first  of  all  lowered  until  the  mercury  in  the  tube  is  at 
the  level  of  C.  The  chamber  D  is  then  in  connexion  with  the 
main  apparatus,  but  on  raising  the  reservoir  A  this  connexion 
is  cut  off  as  soon  as  the  mercury  reaches  the  level  of  E.  A  little 
higher  up  a  glass  float  F  begins  to  be  raised  by  the  mercury,  as 
shown  in  the  flgure,  and  is  subsequently  pressed  against  a  con- 
striction G  in  the  tube,  which  jams  it  tight.  On  further  raising 
the  reservoir  the  air  in  D  is  forced  down  a  long  capillary  tube  into 
a  test  tube  H,  where  it  escapes  into  the  air.  When  the  reservoir 
is  lowered  the  space  above  the  mercury  in  D  becomes  a  Torri- 
celUan  vacuum,  and  by  the  time  the  mercury  is  again  at  C  air 
has  diffused  from  the  main  apparatus  into  D,  and  the  process 
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can  be  repeated  again  and  again.  In  this  way  it  is  an  easy, 
though  slow,  process  to  reduce  the  pressure  to  -j^  mm.  of  mercury 
or  less. 


Fig.  295 

In  order  to  measure  these  low  pressures  the  McLeod  gauge 
is  used.  The  level  of  the  mercury  is  slowly  raised  until  it  stands 
at  the  branching  point  K  of  the  two  tubes.  At  this  point  the 
pressure  in  both  branches  is  the  pressure  p  in  the  main  apparatus. 
As  the  mercury  rises  the  air  in  the  left-hand  tube  is  compressed 
while  the  pressure  on  the  right  remains  practically  the  same,  so 
that  the  level  in  the  two  arms  becomes  different.  Let  v  be  the 
volume  above  a  fixed  mark  L  in  the  left-hand  tube,  V  the  volume 
of  bulb  and  tube  down  to  the  branching  point  K.  Then  when 
the  mercury  stands  at  L  the  pressure  in  the  left-hand  tube  is 
pV^v  and  that  in  the  right-hand  tube  p.    Hence  the  difference  of 
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level  of  L  and  M  is  ^  ( 1 )  millimetres,  where  p  is  the  pressure 

in  millimetres  of  mercury.  The  volumes  V  and  v  having  been 
determined  beforehand,  a  graduated  scale  can  be  attached  to  the 
tube  M  giving  the  pressure  in  fractions  of  a  millimetre.  A  ratio 
Vjv  =  about  100  is  most  generally  convenient,  giving  a  difference 
of  level  of  about  100  milhmetres  for  every  millimetre  pressure. 

The  discharge  tube  may  be  about  4  cm.  in  diameter  and  about 
20  cm.  long,  containing  two  aluminium  discs  X,  Y  to  serve  as 
electrodes.  The  necessary  potential  is  furnished  by  about  500 
small  accumulators*,  in  series  with  a  resistance  R  of  the  order  of 
50,000  ohms  and  a  milliammeter  A  reading  up  to  about  -^  ampere. 
In  some  cases  the  discharge  does  not  take  place  when  the  battery 
is  connected  to  the  electrodes,  since  the  potential  required  to 
start  a  discharge  may  be  much  greater  than  that  required  to 
maintain  it.  In  order  to  get  over  this  difficulty  the  discharge 
may  be  started  with  an  induction  coil. 

The  appearance  of  the  vacuum-tube  discharge  is  very  striking, 
and  has  several  well-marked  features,  of  which  the  most  prominent 
are  the  following  (cf.  Fig.  297).     The  colours  refer  to  air. 

A  a  bright  pink  layer  of  gas  at  the  surface  of  the  anode, 
or  positive  electrode. 

B  the  positive  column,  a  column  of  luminous  gas  extending 
for  a  considerable  distance  I  from  the  positive  electrode  and 
terminating  abruptly  at  a  certain  distance  d  from  the  cathode. 
For  a  given  current  and  pressure  d  is  constant,  and  I  increases 
with  the  distance  between  the  electrodes. 

C    the  Faraday  dark  space,  merging  into 

D    the  negative  glow  (pale  violet). 

E    the  Hittorf  (or  Crookes)  dark  space. 

F    a  red  or  orange  glow  adjacent  to  the  cathode. 

The  four  main  stages  of  the  discharge,  as  the  pressure  is  reduced, 
are  admirably  illustrated  by  Graham's  experiments  with  nitrogen, 
which  were  made  primarily  in  order  to  determine  the  electric 
force  at  different  points  of  the  gas.  This  was  done  by  means  of 
two  wires  placed  close  together  along  the  axis  of  the  tube.     In 

*  A  small  direct-generator  giving  about  2000  volts  would  be  extremely  useful 
for  this  class  of  work. 
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Pressure  2-5  mm.     Current  2-39  x  10~"  amp. 
Fig.  296 

tte  accompanying  figures  the  upper  diagram  gives  the  electric 
force  in  volts  per  centimetre  at  any  point,  the  lower  showing  the 
approximate  distribution  of  the  intensity  of  light  along  the  tube. 
The  tubes  were  about  20  cm.  long. 

At  the  highest  pressure  (Fig.   296)  there  is  no  light  at  all 


J^ 


Pressure  0'95  mm.     Cvirrent  2-46  x  10"'  amp. 
Pig.  297 
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Pressure  0-63  mm.     Current  1-16  x  10  'amp. 
Fig.  298 

except  near  the  electrodes,  and  the  Hittorf  dark  space  is  very 
narrow.  As  the  pressure  is  reduced  (Fig.  297)  the  positive 
column  appears,  perfectly  uniform  except  near  the  ends.     Further 


Pressure  very  small  (probably  about  0-02  mm.) 
Current  3-3  x  10~*  amp. 

Pig.  299 


Xn]  CONDTJCTIQN   OF   ELECTRICITY   THROUGH   GASES  487 

rarefaction  makes  it  break  up  into  striations,  or  alternate  bright 
and  dark  portions  concave  to  the  anode  (Fig.  298),  the  process 
beginning  at  the  end  nearest  the  cathode.  If  the  tube  is  long  its 
appearance  is  •exceedingly  striking,  as  the  striated  column  fills 
the  greater  part  of  the  tube.  The  negative  glow  and  Hittorf 
dark  space  expand  continually  as  the  pressure  is  reduced,  until 
they  push  back  the  positive  column  and  ultimately  occupy  the 
greater  part  of  the  tube  (Fig.  299).  The  light  in  the  tube  becomes 
extremely  faint  and  the  electric  force  low,  except  near  the 
electrodes.  From  this  point  the  potential  required  to  produce 
a  discharge  increases  rapidly,  and  it  becomes  necessary  to  use 
an  influence  machine  or  induction  coil  instead  of  a  battery  of 
accumulators.  As  these  low  pressures  are  somewhat  difiicult 
to  measure  it  is  more  generally  convenient  to  specify  the  state 
of  the  tube  by  the  potential  required  to  produce  the  discharge. 

205.  Cathode  rays.  A  remarkable  change  takes  place  in 
the  appearance  of  the  discharge  in  an  ordinary-sized  tube  when 
the  pressure  is  reduced  still  further,  until  the  discharge  potential 
exceeds  about  3000  volts.  The  cathode  glow  becomes  concentrated 
more  and  more  at  the  centre  of  the  cathode,  until  finally  a  narrow 
pencil  of  light  leaves  the  surface  at  right  angles.  Striking  experi- 
ments on  this  subject  were  made  by  Hittorf  in  1869,  using  as 
cathode  a  wire  with  a  flat  end,  enclosed  in  a  tightly  fitting  glass 


Fig.  300  Kg.  301 

tube,  so  that  the  available  area  was  very  small.  With  a  tube  of 
the  form  shown  in  Fig.  300  he  found  that  the  cathode  rays,  as 
they  are  called,  did  not  bend  round  at  the  angle,  but  passed 
straight  on  and  gave  rise  to  a  fluorescent  spot  on  the  glass  near  A. 
An  obstacle  in  front  of  the  cathode  cast  a  shadow  at  .4.  In 
another  experiment  Hittorf  used  a  tube  like  that  shown  in  Fig.  301, 
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and  showed  that  the  rays  were  deflected  by  a  magnet,  sometimes 
into  circles  but  more  generally  into  spirals. 

Before  explaining  these  results  let  us  consider  what  would 
happen  to  a  charged  particle  projected  in  a  uniform  magnetic 
field  of  strength  H.  We  have  already  shown  (Art.  95)  that  it 
can  reasonably  be  supposed  to  be  acted  on  by  a  force  equal  to 

-  times  the  vector  product  of  v  and  H,  where  v  is  the  velocity 

and  e  the  charge  in  electrostatic  units.     Taking  the  direction  of 

the  field  as  axis  of  z,  the  equations  of  motion  of  the  particle  are 

d^x     eHdy  d^y         eH  dx       '   dH      . 

™^=vi'   "^W^-^dt'  '^^  =  ^- 

The  last  equation  shows  that  the  velocity  along  the  axis  of  z  is 
uniform,  and  the  first  two  equations  are  satisfied  by 

-rf=  Asm  (iot  +  e),      7^  =  ^  cos  {(lit  +  e), 

where  oj  =  Hejmc  and  A,  e  are  constants.  We  may  suppose, 
without  loss  of  generality,  that  the  particle  starts  from  the  origin 
at  time  i  =  0  with  velocity  (■;;,  0,  v').  Thus  A  =  v  and  e  =  \it. 
Integrating,  we  have 

X  =  -  sin  wt,     y  = (1  —  cos  wt),     z  =  v't. .  . .{!). 

The  path  in  general  is  a  helix,  reducing  to  a  circle  if  the  initial 
velocity  is  at  right  angles  to  the  magnetic  field,  and  to  a  straight 
line  if  the  two  are  parallel.  The  direction  of  description  of  the 
curves  is  right-  or  left-handed  with  reference  to  the  axis  of  z 
according  as  w  is  negative  or  positive. 

These  facts  are,  qualitatively,  in  exact  agreement  with  Hittorf 's 
observations,  and  in  addition  he  found  that  the  spirals  were  always 
described  in  a  right-handed  direction  with  respect  to  the  magnetic 
field.  The  explanation  of  Hittorfs  experiments  which  is  now 
universally  accepted  is  that  the  cathode  rays  are  negatively  charged 
particles  emanaiing  from  the  cathode,  which,  by  the  time  they  have 
travelled  some  distance  from  it,  have  acquired  a  considerable  velocity. 
Their  origin  and  velocity  of  emission  remain  thus  far  unknown. 

In  1895  Perrin  proved  directly  that  the  cathode  rays  carry 
a  negative  charge.     In  his  discharge  tube  the  anode  A  (Fig.  302), 
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which  was  connected  to  earth,  was  perforated  so  as  to  let  the  rays 
through,  and  nearly  closed  at  the  back  in  order  to  protect  the 
space  behind  from  electrostatic  action.    An  insulated  cylinder  B 


TO  EARTH 


TO 
ELECTROSCOPE 

Fig.  302 

is  placed  behind  the  anode  and  connected  to  an  electroscope. 
The  cathode  rays  from  C,  after  passing  through  A,  enter  B  through 
a  small  hole  and  charge  the  electroscope  negatively.  The  effect 
is  very  large,  as  a  single  interruption  of  the  coil  gave  enough 
charge  to  raise  the  potential  of  the  insulated  system  to  300  volts. 
By  bringing  a  magnet  near  the  tube  the  cathode  stream  could  be 
deflected,  without  stopping  the  discharge,  until  no  electricity 
entered  B. 

206.  Measurement  of  e/m  for  the  cathode  particles. 
Electrons.  The  path  of  a  particle  initially  moving  with 
velocity  v  along  the  axis  of  a;  is  a  circle  of  radius 

V      mcv 

This  follows  at  once  from  equation  (1),  but  can  be  proved 
independently  by  elementary  methods.  For  the  force  on  the 
moving  charge  is  always  at  right  angles  to  its  path,  so  that 
mv^lp  =  Hev/c.     Hence 

m^pH  ^^>- 

It  follows  that  if  the  velocity  of  the  cathode  particle  is  measured 
in  any  way  the  ratio  e/m  of  its  charge  to  its  mass  is  also  known, 
since  p  may  be  found  from  the  magnetic  deflexion  produced  by  a 
known  force  H.  This  was  first  done  by  Wiechert  in  1897.  In 
his  experiments  the  cathode  rays,  after  passing  the  ring-shaped 
anode  A  (Fig.  303),  fell  on  a  sheet  of  glass  G  placed  behind  a 
diaphragm,  forming  a  fluorescent  spot.  They  were  deflected  near 
the  anode  by  a  loop  of  wire  L^  in  an  electric  oscillation  circuit. 
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SO  that  they  were  broadened  out  into  a  fan-shaped  beam.  By 
means  of  an  auxiliary  magnet  the  beam  could  be  further  deflected 
and  its  edge  brought  precisely  on  the  screen  once  more.     A  second 


Fig.  303 

loop  of  wire  ig  in  ^^^  electric  oscillation  circuit  was  now  brought 
near  the  beam  between  the  screen  and  diaphragm,  and  the 
additional  deflexion  observed  on  the  screen. 

In  order  to  see  what  is  to  be  expected,  suppose  that  the  current 
in  the  oscillatory  circuit  at  time  t  is  A  sin  pt,  where  ^/27t  is  the 
frequency  of  the  circuit,  and  let  I  be  the  distance  between  the 
loops  Li  and  ig.  The  only  rays  that  get  through  the  diaphragm 
are  those  which  are  most  deflected  by  the  first  loop ;  those,  say, 
which  passed  it  at  the  time  t  given  by  pt  =  ^tt,  etc.     The  first 

ray  passes  the  loop  ij  at  time  t  =  —  +  -  ,  by  which  time  the 


,£^ 


A  cos  —  . 

V 


current   in   the    loop    has   become    A  sin  v  (~  +  - 

\2p     V 

Similarly  for  all  the  other  beams.  It  follows  that  the  deflexion 
produced  by  the  loop  L^  will  be  in  the  same  direction  as  that 
produced  by  L^,  as  long  as  pljv  is  less  than  |7t.  With  I  =  20  cm., 
Wiechert  found  that  this  was  the  case  for  frequencies  up  to 
2  X  10',  showing  that  v  was  greater  than  1-6  x  10^  cm.  per 
second.  For  these  rays  pH  was  equal  to  150.  Hence  from  (2) 
we  find 

-  >  3-2  X  10". 

m 

With  the  frequency  4  x  10'  the  deflexion  seemed  to  be  much 
reduced,  and  Wiechert  concluded  that  the  value  of  e/m  did  not 
much  exceed  5  x  10^'. 
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Wiechert's  experiments  lead  to  one  extremely  important 
conclusion.  We  have  seen  (Art.  166)  that  if  e  is  the  charge  on  a 
univalent  ion  in  electrolysis  (the  smallest  charge  known  in 
electrolysis)  and  m^  the  mass  of  a  hydrogen  atom,  then 


m„ 


=  2-87  X  10" 


The  value  of  e/m  for  cathode  particles  is  about  a  thousand  times 
as  great.  Among  the  infinity  of  possible  ways  of  explaining  this 
we  may  mention  two  limiting  hypotheses  as  being  most  probable : 

(1)  The  charge  on  the  cathode  particle  is  the  same  as  that 
on  a  univalent  ion  in  electrolysis,  and  its  mass  very  much  smaller. 

(2)  The  mass  of  the  cathode  particle  is  comparable  with 
that  of  a  molecule,  and  its  charge  about  a  thousand  times  as 
large  as  that  on  an  ion. 

Wiechert  adopted  the  first  hypothesis,  and  was  thus  led  to 
assert  the  existence  of  particles  smaller  than  the  atom.  Exact 
experimental  evidence  will  be  given  later  as  to  the  probable 
equality  of  the  charges  in  the  two  cases. 
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Fig.  304 
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Shortly  after  Wiecliert's  discovery,  Kaufmann  made  a  more 
accurate  determination  of  the  value  of  ejm  for  the  cathode  particles. 
The  cathode  C  in  his  discharge  tube  (Fig.  304)  was  a  plate  of 
aluminium  or  copper,  the  anode  A  a  platinum  wire  connected 
to  earth.  There  was  a  large  space  behind  the  anode,  screened 
to  protect  it  from  electrostatic  action  and  enclosed  between  two 
solenoids  placed  so  as  to  give  an  approximately  uniform  field 
H  over  a  considerable  length.  The  tube  was  closed  by  a  prepared 
glass  plate  P  which  fluoresced  under  the  action  of  the  rays,  the 
anode  A  casting  a  sharp  shadow  on  it.  The  position  of  the 
cathode  could  be  varied  within  certain  limits  by  moving  the 
iron  cylinder  B  up  and  down  with  a  magnet.  A  Wimshurst 
machine  was  used  to  produce  the  discharge,  and  the  diiference 
of  potential  V  between  A  and  G  was  measured  with  an  electro- 
static voltmeter. 

Suppose  for  simplicity  that  the  magnetic  field  is  uniform  and 
the  deflexion  small.  On  entering  the  field  the  particle  has  fallen 
through  a  potential  F,  so  that  its  velocity  v  is  given  by 

\m  (v^  —  v^)  =  eF, 
where  Uq  is  the  velocity  on  leaving  the  cathode.     Kaufmann 
assumed  provisionally  that  v^^  was  negligible  in  comparison  with 
V.     Thus 

mv^^2eV (3), 

where  F  is  supposed  to  be  measured  in  electrostatic  units.  If 
I  is  the  distance  travelled  in  the  magnetic  field  before  reaching 
the  plate  P,  and  8  the  deflexion,  regardless  of  sign,  then  equation 
(1)  gives  approximately 


(4)- 


1=  -  .Wit,      b  =  -  .  —^—  . 
CO                             CO          2 

Eliminating  ; 

t,  and  remembering  that  cd 

8-  — - 

mc  2v 

=  Hejmc, 

we 

find 

Substituting 

for  V  from  (3),  we  have 

2c  \2mV)   ' 

or 

H       2c  Umj 

(5). 
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This  equation  may  be  tested  by  seeing  whether  F^S/z  remains 
constant  under  various  conditions,  i  being  the  current  in  the 
solenoids.     The  following  results  were  found  by  Kaufmann. 


Gases 

Cathode 

Voltage 

Distance 
between 
electrodes 

— :—  (mean) 
I 

Air     ... 

Air    

Air    ... 
Coal-gas 
Carbon  dioxide 
Hydrogen     ... 

Aluminium 
Copper 
Copper 
Copper 
Copper 
Copper 

5920-11600 
4350-10630 

6410-11850 
3870-11100 
4230-14400 

6 
6 
3-95-6 
5-8 

5-8 
5-8 

396 

393 

406 

401-5 

398 

404 

The  possibility  of  appreciable  initial  velocity  is  therefore 
excluded,  and  in  addition  we  see  that  the  value  of  e/m  is  independent 
of  the  nature  of  the  gas  in  the  tube  and  of  the  material  of  the  cathode. 

Equation  (5)  can  easily  be  extended  to  small  deflexions  in  a 

non-homogeneous  field.     Since  x  =  vt  the  equation  of  motion  in 

the  y  direction  becomes 

„  cZ^M     Hev 


or 


dx^ 

d^y 
dx^' 


c 

eH 

mcv' 


H  being  the  magnetic  field  at  distance  x  from  the  origin,  which 
is  taken  at  a  point  where  the  potential  is  nearly  zero  and  H  small. 

e    r'       f^ 
Hence  S  = dx       Hdx 

mcv  Jo       J  u 


\{^fl>S?^- 


Using  this  formula  Kaufmann  found  that 


-^  =  5-31  X  10". 
m 


In  what  follows  we  shall  adopt  the  value 


m 


=  5-30  X  10" 


■(6), 


which  is  the  mean  of  the  best  recent  determinations. 
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Since  the  cathode  particles,  as  has  been  seen,  are  the  same 
whatever  their  origin,  we  have  evidence  of  a  new  fundamental 
imit  or  carrier  of  negative  electricity,  disproportionately  light  in 
comparison  with  its  charge.     These  particles  are  called  electrons. 

The  part  played  by  electrons  in  physical  phenomena  will 
become  more  and  more  clear  as  we  go  on,  but  as  far  as  we  know 
the  ratio  of  their  charge  to  their  mass  is  always  that  given  by 
equation  (6),  from  which  we  conclude  that  all  electrons  are  the 
same.  No  evidence  has  yet  been  found  of  the  existence  of  positive 
charges  of  less  than  atomic  mass,  so  that  there  appears  to  be  no 
such  thing  as  a  positive  electron*.  This  justifies  the  mode  of 
treatment  that  has  already  been  adopted  in  the  elementary  parts 
of  the  subject. 

The  cathode  stream  has  the  valuable  property  of  following 
almost  instantaneously  any  change  in  the  applied  magnetic  field. 
This  has  been  made  use  of  in  Braun's  cathode  ray  tube,  which 
somewhat  resembles  Wiechert's  tube  in  Fig.  303.  After  passing 
through  a  diaphragm  the  rays  fall  on  a  fluorescent  screen  of 
willemite  or  barium  platinocyanide,  producing  a  bright  spot. 
An  alternating  current  in  a  neighbouring  coil  makes  the  spot  of 
light  move  rapidly  to  and  fro,  and  with  a  revolving  mirror,  or 
other  device,  the  actual  form  of  the  alternating  current  can  be 
photographed. 

207.  Rontgen  rays.  We  shall  now  give  a  brief  account 
of  the  properties  of  the  Kontgen  rays,  which,  as  is  well  known, 
originate  in  a  discharge  tube  at  very  low  pressures.  A  common 
form  of  Eontgen  ray  bulb  is  shown  in  Fig.  305.  The  cathode  is 
of  aluminium,  hollow  in  order  to  focus  the  cathode  rays  on  the 
metal  plate  T,  known  as  the  target.  This  also  acts  as  anode,  but 
it  is  found  advantageous  to  have  a  second  anode  of  aluminium 
on  the  axis  of  the  tube  behind  T.  As  it  will  appear  shortly  that 
the  target  is  the  source  of  the  Eontgen  rays,  it  is  the  most  important 
part  of  the  tube.  It  is  made  of  a  metal  of  high  atomic  weight, 
such  as  platinum,  rhodium  or  tungsten.  Since  cathode  rays  have 
a  very  considerable  heating  effect  the  melting  point  must  be  high, 
and  for  heavy  discharges  (IQ-^  ampere  or  more)  some  cooling 

*  See  Art.  225. 
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arrangement  should  be  added.  With  prolonged  use  Eontgen  ray 
bulbs  become  more  and  more  exhausted,  probably  on  account  of 
the  occlusion  of  gas  by  the  walls  of  the  bulb.     More  gas  can  be 


Kg.  305 

admitted  at  any  time  by  means  of  a  palladium  tube  P  closed  at 
one  end  and  sealed  into  the  glass.  Such  a  tube  is  quite  air-tight 
at  ordinary  temperatures,  but  lets  hydrogen  through  freely  when 
hot.  On  heating  the  tube  very  gently  in  a  Bunsen  burner  free 
hydrogen,  which  always  exists  in  the  flame,  passes  into  the  bulb 
and  raises  the  pressure.  The  pressure  in  the  bulb  is  an  important 
factor  in  determining  the  quality  of  the  rays.  If  it  is  high 
(discharge  potential  20,000  volts  or  less)  the  rays  are  soft ;  that 
is,  they  are  easily  absorbed,  by  matter.  If  it  is  low  the  rays  are 
hard  or  penetrating ;  but  below  a  certain  point  it  becomes  difficult 
to  get  the  discharge  to  pass  through  the  bulb  at  all. 

The  photographic  action  of  Eontgen  rays  is  well  known. 
For  demonstration  purposes  it  is  more  convenient  to  make  use 
of  their  power  of  exciting  fluorescence  in  various  substances. 
Thus  a  screen  of  barium  platinocyanide  will  light  up  brightly 
in  the  path  of  the  rays,  even  when  covered  at  the  back  with  black 
paper.  If  the  hand  is  held  at  the  back  of  the  screen  the  bones 
are  seen  clearly,  and  the  absorption  of  various  substances  may 
be  observed  by  the  shadows  that  they  cast  on  the  screen.  Using 
a  bulb  of  moderate  hardness,  we  thus  find  that  while  J  mm.  of 
lead  is  opaque  to  the  rays,  4  cm.  of  aluminium  still  lets  through 
about  one-third.     A  sheet  of  aluminium  \  mm.  thick  is  absolutely 
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transparent,  and  invisible  on  the  screen.  Glass  and  quartz  are 
about  as  opaque  as  aluminium,  and  ebonite  is  almost  transparent 
in  a  sheet  1  mm.  thick.  It  is  clear,  therefore,  that  while  the 
absorption  of  Eontgen  rays  in  various  substances  is  very  different 
from  that  of  light,  it  does  not  depend  markedly  on  whether  the 
substance  is  a  conductor  or  not.  It  is  much  more  of  a  mass- 
phenomenon,  depending  on  whether  the  substance  is  light  or 
heavy. 

The  sharpness  of  the  shadows  shows  that  the  source  of  the  rays 
'  is  very  nearly  a  point.  A  sheet  of  lead  perforated  with  a  small 
hole  will  give  rise  to  quite  a  small  spot,  even  when  the  screen  is 
some  distance  behind  the  hole.  With  two  such  sheets  we  can 
find  the  position  of  the  source  within  the  bulb,  and  with  three 
we  can  prove  the  rectilinear  propagation  of  the  rays.  We  thus 
find  that  the  rays  emanate  from  the  centre  of  the  target,  i.e.  the 
point  of  impact  of  the  cathode  particles. 

A  fluorescent  screen  shielded  from  the  direct  action  of  the  rays 
may  be  made  to  glow  faintly  when  a  sheet  of  metal  or  other  sub- 
stance is  placed  near  it  in  the  path  of  the  beam.  This  may  be  due 
either  to  rays  diffusely  reflected  from  the  surface  or  to  some 
analogous  radiation  excited  in  the  substance.  For  the  present 
we  may  call  them  secondary  rays,  without  stopping  to  inquire 
further  what  they  are. 

The  Eontgen  rays  show  no  trace  of  regular  reflexion  at  polished 
surfaces,  or  of  refraction  by  prisms,  etc.  Nevertheless,  it  has 
long  been  suspected  that  they  are  actually  waves  in  the  ether, 
emitted  by  the  target  under  the  impact  of  the  cathode  particles. 
The  absence  of  regular  reflexion  and  refraction  is  then  to  be 
ascribed  to  the  shortness  of  the  wave-length.  This  theory,  which 
is  due  originally  to  Schuster,  has  recently  been  completely  vindi- 
cated by  Friedrich  and  Knipping,  who,  acting  on  a  suggestion 
of  von  Laue,  observed  the  effects  produced  by  the  transmission 
of  Eontgen  rays  through  crystals.  Laue's  idea  was  that  the 
regular  arrangement  of  atoms  in  a  crystal  might  make  it  act  like 
a  diffraction  grating,  each  atom  scattering  the  rays  and  the 
resulting  wavelets  interfering  so  as  to  reinforce  each  other  in 
certain  directions  and  destroy  each  other  in  others.  A  narrow 
beam  of  rays,  after  passing  through  a  plate  of  crystal,  should 
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therefore  give  rise  to  a  diagram  of  discrete  spots.  The  exact 
theory  will  be  given  in  Art.  227.  Fig.  306  shows  the  position  of 
the  strongest  spots  on  a  photographic  plate  behind  a  crystal  of 


•  •  • 
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zinc  blende,  cut  parallel  to  one  of  the  natural  cube  faces.  The 
central  spot  A  arises  from  rays  that  have  not  suffered  any  diffrac- 
tion. Other  crystals,  such  as  quartz,  give  different  but  very 
beautiful  patterns.  The  wave-lengths  involved,  as  we  shall  see, 
are  of  the  order  of  10^^  cm. ;  but  we  are  here  chiefly  concerned  with 
the  fact  that  it  definitely  proves  the  wave-like  nature  of  Rontgen 
rays,  since  the  spots  cannot  be  simply  accounted  for  on  any  other 
hypothesis. 

Crystal  diffraction  may  be  demonstrated  on  a  fluorescent 
screen,  when  the  rays  are  sufficiently  strong.  For  this  purpose 
the  Coolidge  bulb  (see  Art.  226)  is  very  suitable.  It  is  advisable 
to  use  fairly  large  apertures  (5  mm.  diameter)  and  to  rest  the 
eye  by  remaining  some  minutes  in  the  dark  before  observing. 
The  experiment  in  this  form  is  very  striking,  as  the  configuration 
of  the  spots  changes  rapidly  when  the  crystal  is  turned  about  a 
vertical  axis. 

p.  E.  32 
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208.  Normal  and  abnormal  conductivity  of  the  air. 
Giese's  theory.  If  an  ordinary  electroscope  is  left  to  itself 
for  some  days,  the  leaves  sink  gradually ;  but  there  is  nothing 
to  show  whether  this  is  due  to  passage  of  electricity  through  the 
air  or  leakage  along  the  supports.  After  allowing  for  the  latter 
it  has  been  shown  beyond  doubt  that  atmospheric  air  conducts 
appreciably,  but  very  slightly.     Fig.  307  shows  an  arrangement. 


III l->  EARTH 


Fig.  307 

due  to  C.  T.  E.  Wilson,  by  which  the  leak  over  the  insulators  is 
entirely  eliminated,  and  unequivocal  results  obtained.  The  gold 
leaf  is  attached  to  a  metal  rod  A,  insulated  from  the  leading-in 
wire  5  by  a  small  sulphur  bead  S.  The  leaf  is  charged  up  to  a 
high  potential  (of  the  order  of  100  volts)  by  a  moveable  rod  R 
connected  to  one  end  of  a  battery  of  accumulators,  the  other  end 
of  which,  together  with  the  case  of  the  electroscope,  is  earthed. 
The  leading-in  wire  B  is  maintained  throughout  at  the  same 
potential  as  R.  If  now  the  potential  of  A  falls  on  account 
of  leakage  through  the  air,  electricity  would  tend  to  pass,  if  at 
all,  from  B  to  A  and  diminish  the  rate  of  fall  of  the  leaves. 
Initially  this  effect  is  zero  since  A  is  at  the  same  potential  as  B. 
With  this  apparatus  the  amount  of  electricity  lost  in  a  given 
time  is  the  same  whether  the  charge  is  positive  or  negative,  and 
independent  of  the  potential  of  the  battery  from  about  50  volts 
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upwards.  This  fact  we  shall  find  to  be  significant.  The  current 
is  normally  of  the  order  of  10~*  electrostatic  units  per  cubic 
centimetre  of  the  vessel. 

It  will  appear  shortly  that  there  are  several  ways  of  obtaining 
larger  currents  in  air.  The  conductivity  of  air  in  the  neighbour- 
hood of  flames  is  especially  interesting,  as  it  first  led  Giese,  in 
1882,  to  the  modern  theory  of  conduction  in  gases.  It  has  long 
been  known  that  the  air  which  rises  from  a  flame  conducts 
electricity,  so  that  a  current  may  be  made  to  pass  between  two 
electrodes  on  either  side  of  the  stream,  whether  the  electrodes 
are  warm  or  not.     The  main  facts  about  this  conduction  are : 

(1)  The  conductivity  persists  for  some  little  time  after  the 
gas  has  left  the  flame,  since  currents  may  be  detected  in  a  stream 
of  air  which  has  risen  to  a  considerable  height  above  the  flame. 

(2)  The  current  between  a  pair  of  electrodes  is  diminished 
by  applying  an  electric  force  between  two  other  electrodes  lower 
down  the  stream. 

(3)  Ohm's  law  is  not  obeyed,  the  current  being  too  small 
for  the  higher  forces. 

Giese  tried  to  assimilate  the  conduction  in  gases  as  far  as  possible 
to  that  in  electrolytes ;  that  is,  to  explain  it  as  a  convection  by 
charged  particles,  called  ions,  not  necessarily  identical  with  those 
occurring  in  the  electrolysis  of  liquids.  Giese  supposed  that 
ions  are  being  constantly  produced  in  a  flame,  either  on  account 
of  the  high  temperature  or  as  a  result  of  chemical  action.  Only 
very  few  are  present  in  air  at  ordinary  temperatures,  and  give 
rise  to  the  normal  conductivity  already  described.  When  a  mass 
of  gas  rises  from  a  flame,  it  becomes  cool  and  the  formation  of 
new  ions  practically  ceases.  At  the  same  time  those  formed  in 
the  flame  tend  to  recombine ;  that  is,  when  a  positively  charged 
ion  collides  with  a  negatively  charged  one  it  coalesces  with  the 
formation  of  a  neutral  atom  or  molecule.  The  conductivity  of 
the  gas,  if  left  alone,  will  therefore  diminish  more  or  less  rapidly, 
but  the  last  traces  remain  for  some  time,  since  the  chance  of  a 
collision  between  the  residual  ions  ultimately  becomes  very  small. 
Any  cause  tending  to  remove  ions  from  a  stream  of  gas,  such  as 
a  transverse  electric  force,  will  clearly  weaken  the  conductivity 
obtainable  at  further  points  in  the  stream.     As  regards  (3),  it  is 
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clear  that  there  must  ultimately  be  a  limit  to  the  rise  of  current 
with  electric  force,  which  occurs  when  all  the  ions  which  enter 
the  space  between  the  electrodes  are  taken  away  before  they  have 
time  to  recombine.  The  smaller  the  applied  electric  force  the 
more  time  there  is  for  recombination,  and  the  less  the  current. 

209.  lonisation  by  Rontgen  rays.  Shortly  after  Eontgen's 
discovery  Benoist  and  Hurmuzescu  found  that  Eontgen  rays 
would  rapidly  discharge  positively  or  negatively  charged  bodies 
in  their  neighbourhood.  This  affords  the  most  generally  con- 
venient method  of  ionising  air  or  other  gases.  Since  the  current 
does  not  often  exceed  10"^"  amperes,  it  cannot  be  measured  with 
an  ordinary  galvanometer :  but  it  can  be  measured  with  a  quadrant 
electrometer   as   shown  in  Fig.    308.     The   Eontgen   ray   bulb. 


^i:^ 


EARTH • 


worked  ofE  an  induction  coil,  is  placed  inside  a  wooden  box  covered 
with  lead  about  2  mm.  thick  in  order  to  prevent  rays  from  escaping 
in  all  directions.  The  box  also  acts  as  an  electrostatic  screen. 
A  pencil  of  rays  passes  through  a  hole  in  the  lid  and  afterwards 
traverses  the  space  between  two  metal  plates  0^,0^,  placed  parallel 
to  one  another  a  centimetre  or  two  apart.  To  avoid  considering 
the  secondary  radiation  we  may  suppose  that  the  rays  touch 
neither  of  the  plates.  The  plate  C-^  is  connected  to  one  pair  of 
quadrants  of  an  electrometer,  the  other  pair  of  which  is  earthed, 
and  Ca  is  maintained  at  a  potential  of  the  order  of  40  volts  by 
means  of  a  battery  of  small  accumulators  (Art.  58). 
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In  making  an  experiment  the  electrometer  is  first  insulated 
and  the  zero  read.  The  rays  are  then  put  on  for  a  measured 
time  I  by  pressing  down  a  key  in  the  primary  circuit  of  the  induction 
coil.  The  charge  received  by  the  plate  C^  is  shown  by  the  deflexion 
of  the  electrometer,  and  the  final  position  of  rest  of  the  needle 
is  observed  after  cutting  off  the  rays.  If  G  is  the  capacity  of 
the  insulated  system,  the  current  is  i  =  CVjt,  where  V  is  the 
potential  required  to  give  the  same  deflexion  of  the  needle.  As 
an  example,  suppose  that  C  =  50  electrostatic  units  and  that 
a  deflexion  of  200  scale  divisions  is  obtained  in  10  seconds, 
80  divisions  corresponding  to  1  volt.  Then  i  =  1-4  x  10~^^ 
amperes ;  from  which  it  is  evident  that  much  smaller  currents 
might  be  detected  in  this  way. 

A  form  of  apparatus  which  has  been  found  useful  for  many 
experiments  on  the  conductivity  of  gases  is  shown  in  Fig.  309. 


a^ 
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Fig.  309 


A  perforated  brass  plate  Q  is  fixed  on  a  solid  metal  tripod,  of 
which  two  legs  are  shown,  and  rests  on  the  earthed  lead  box  L. 
Three  vertical  brass  rods  serve  to  support  a  parallel  plate  P,  the 
whole  frame  thus  being  kept  automatically  at  zero  potential. 
The  method  of  supporting  and  insulating  the  plates  C^,  C^  will 
be  evident  from  the  figure.  The  Rontgen  rays  pass  through  a 
thin  sheet  of  aluminium  occupying  the  centre  of  the  plate  C^, 
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and  afterwards  fall  on  Ci*.  However  great  the  difference  of 
potential  between  the  plates  C^  and  Og  may  be,  the  insulation  of 
Ci  has  only  to  withstand  the  potential  to  which  C^  may  rise, 
which  is  of  the  order  of  1  volt.  This  is  the  important  principle 
of  split  insulation.  If  C^  was  supported  directly  from  C^  the  leak 
over  the  supports  might  vitiate  the  experiments. 

The  currents  may  be  found  in  absolute  measure  by  a  method 
due  to  Townsend.  The  inside  plate  of  a  condenser  C  is  connected 
with  the  electrometer,  the  outside  plate  being  joined  to  a  moveable 
point  ^  on  a  sliding  potentiometer  (Fig.  88).  A  suitable  form  of 
potentiometer  is  one  having  50  junctions  and  a  total  resistance 
of  about  1000  ohms.  While  the  current  is  flowing  the  slider  is 
moved  so  as  to  keep  the  electrometer  permanently  near  the 
zero,  and  after  it  has  ceased  the  position  for  zerp  deflexion  is  found 
accurately  by  the  method  of  proportional  parts.  Let  V  be  the 
corresponding  potential  of  the  outside  plate.  Then  since  neither 
the  electrometer  nor  the  plate  C^  has  received  any  access  of  charge, 
the  whole  of  the  electricity  has  gone  into  the  inside  plate  of  C^, 
and  is  of  amount  CV,  where  G  is  the  capacity  of  the  condenser. 
The  current  is  therefore  given  by  i  =  CV/t.  Since  the  capacity 
of  the  insulated  system  does  not  appear  in  this  equation,  the 
method  is  valuable  in  experiments  in  which  the  distance  between 
the  plates  is  altered. 

The  relation  of  current  to  applied  potential  in  a  particular 
case  is  shown  in  Fig.  310.  Here  curve  I  is  the  ordinary  curve 
obtained  with  an  unscreened  beam  of  Eontgen  rays,  curve  II 
that  obtained  when  a  sheet  of  aluminium  ^  mm.  thick  is  placed 
in  the  path  of  the  beam.  These  curves,  which  were  first. obtained 
by  Sir  J.  J.  Thomson  and  Sir  E.  Rutherford,  are  called  saturation 
curves  from  ■  their  external  resemblance  to  the  magnetisation 
curves  of  iron.  Their  explanation  on  Giese's  theory  has  already 
been  outlined  (Art.  208).  If  n^  positive  ions,  say,  each  carrying  a 
charge  e,  are  produced  between  the  plates  per  second,  the  current 
for  large  forces  is  n^e,  since  all  the  ions  are  taken  away  before 
they  have  time  to  recombine.  This  current  is  called  the  satura- 
tion current.    It  should  be  noticed  that  the  weaker  the  ionisation, 

*  For  the  effect  of  this  see  Arts.  230,  231. 
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the  less  the  electric  force  required  for  satwation.  It  is  easy  to 
see  why  this  should  be,  since  the  rate  at  which  ions  recombine 
is  proportional  to  the  square  of  the  number  present  per  c.c,  and 


10  20  30 

ELECTRIC     FORCE     IN     VOLTS     PER    CM. 

Distance  between  plates  4  cm.,  cross-section  of  beam  of 
Rontgen  rays  1  sq.  cm. 

Fig.  310 

with  weak  ionisation  the  ions  can  be  left  for  a  longer  time  in  the 
gas  without  fear  of  their  recombining.  With  very  weak  ionisation 
the  current  for  the  lower  electric  forces  is  reduced  not  so  much 
by  recombination  as  by  diffusion,  by  which  they  may  come  into 
contact  with  the  opposite  electrode  from  that  towards  which  they 
are  directed  by  the  force,  and  henceforth  cease  to  act  as  carriers 
of  the  current. 


210.  The  motion  of  ions  in  g^ases.  The  motion  of  ions 
in  liquid  electrolytes  having  already  been  discussed  fully  (Art.  174), 
we  have  only  to  quote  the  results,  with  the  remark  that  here  it  is 
much  easier  to  justify  the  application  of  the  kinetic  theory  of 
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Taking  all  the  free  paths  of  the  ions  equal  to  I,  and  all  the 
velocities  of  agitation  equal  to  F,  the  mobility  of  an  ion,  or  its 
velocity  under  unit  electric  force,  is 

^^=2^ ^^^- 

The  coefficient  of  diffusion  is 

K  =  ^IV (8), 

and  K^  IT " ^^^' 

N  being  the  numher  of  molecules  of  a  gas  at  15°  C.  and  pressure  11, 
e  the  charge  on  the  ion. 

The  general  equation  regulating  the  motion  of  the  ions  is 

^  (^aij  ^s^  ^z)  being  the  velocity  in  the  electric  field  of  the  ions  in 
the  neighbourhood  of  {x,  y,  z),  n  the  number  of  ions  per  c.c.  at 
the  point  {x,  y,  z). 

These  formulae  only  apply  when  the  velocity  of  drift  is  small 
in  comparison  with  the  velocity  of  agitation. 

When  ions  come  into  contact  with  a  metal  surface  they  give 
up  their  charge  to  it,  and  do  not  return  to  the  gas  as  charged  ions. 
There  is  thus  a  certain  condition  to  be  satisfied  at  the  boundary 
of  the  metal,  which  we  proceed  to  find.  Let  the  element  dS  of 
the  surface  of  the  metal  be  at  the  origin  of  co-ordinates,  and 
take  the  axis  of  z  normal  to  the  surface  and  pointing  inwards 
towards  the  metal.  Suppose  first  of  all  that  the  metal  above 
z  =  0  is  removed,  allowing  free  motion  to  the  ions.  It  can  be 
shown  that  the  number  of  ions  crossing  dS  per  second  from  either 
side  on  account  of  the  motion  of  agitation  is  ^nVdS.  When 
difiusion  and  the  motion  under  the  electric  force  are  included,  let  the 
fluxes  become  (JjiF  +  9)  dS  from  below  to  above  and  (JwF  —  9)  dS 
from  above  to  below.     The  difierence  of  these  two  fluxes  must 
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—  K  ^  +  nv]  dS,  where  v  is  the  velocity  under  the 
electric  force :    hence 

If  now  the  regime  is  such  that  the  flux  from  above  to  below  vanishes, 

the  space  above  z  =  0  may  be  replaced  by  metal  without  altering 

anything.     Hence  the  boundary  condition  at  a  metal  surface  is 

u'yh 
\nV  =  d,  or  \nV  +  K  1= nv  =  Q,  and  the  actual  number  of 

(dn  \ 

—  K  1^  +  nv\  dS.     These 

expressions  can  be  simplified  by  considering  the  order  of  magnitude 
of  the  terms.  Since  v  is  small  in  comparison  with  V,  K  dnjdz 
is  comparable  -  with  nV,  so  that  nv  is  small  in  comparison  with 
K  dnjdz.     Hence  the  flux  across  the  boundary  is  approximately 

—  K  -^  dS.    Again,  the  boundary  condition  becomes 


dz 


.  +  4^1  =  0 


on  substituting  for  K  its  value  ^IV.  On  account  of  the  smallness 
of  I  this  may  be  written  w  =  0.  It  follows  that  if  no  ions  are 
generated  in  the  region  considered,  the  number  per  unit  volume  in 
the  neighbourhood  of  a  metal  boundary  is  negligible  in  comparison 
with  that  at  some  distance  away. 

211.     ItXeasurement   of   Ne    by  the   difflision   of  ions. 

Townsend  has  shown  how  to  determine  the  quantity  Ne  by 
observing  the  lateral  difiusipn  of  a  stream  of  ions  moving  in  a 
uniform  electric  field,  and  hence  to  compare  the  charges  on  ions 
in  liquids  and  gases.  His  apparatus  is  shown  in  Fig.  311.  The 
ions  are  generated  by  Rontgen  rays  in  the  space  between  the 
plates  A  and  B.  In  order  to  collect,  say,  the  positive  ions,  an 
electric  force  E  is  applied  which  drives  them  through  the  grating 
in  B.  They  next  pass  through  a  circular  aperture  in  the  plate  C. 
The  plate  D  is  composite,  consisting  of  a  central  disc  R^  (the 
same  size  as  the  aperture)  and  a  ring  R^,  surrounded  by  an  earthed 
guard-ring  R^. 
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The  ions  move  throughout  in  a  uniform  electric  field,  so  that 
they  have  acquired  a  uniform  drifting,  motion  before  they  arrive 
at  C.    As  they  move  from  C  to  D  they  diffuse  out  laterally,  some 
A 


B  • 
c- 


e| 


R,  Rs 


T 


Fig.  311 

being  caught  on  the  disc  R^  and  some  on  the  ring  iJj.  The 
disc  and  ring  are  insulated  from  one  another  and  from  the  case, 
and  the  ratio  of  the  charges  n^,  n^  arriving  on  them  in  a  given  time 
is  measured  accurately  by  a  compensation  method,  the  disc  and 
ring  being  kept  as  nearly  as  possible  at  zero  potential  during  the 
process. 

It  is  obvious  that,  in  the  absence  of  diffusion,  all  the  ions  would 
fall  on  R^  and  none  would  be  received  on  R^.  In  order  to  calculate 
the  actual  value  of  n^ji^,  take  as  origin  the  centre  of  the  circular 
aperture  in  the  plate  C,  the  axis  of  z  being  directed  from  C  towards 
D.     The  equation  (10)  becomes  in  this  case 


d'^n      d^n      d^n 


+ 


dz' 


h 


uE 


dn 


or  remembering  (9), 


.(11). 


d^n     d^     d^__  NeE  dn 
d^'^df^  dz^~   n    dz 

Since  the  whole  motion  is  symmetrical  about  the  axis  of  z,  we 
may  transform  (11)  to  cylindrical  co-ordinates  r,  z,  and  obtain 


d^n     1  dn     d^n      „    dn 


where 


r  dr 


r  = 


dz^ 
NeE 

2n 


dz- 


•(12), 


.(13). 
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Let  a  be  the  radius  of  R^  and  the  aperture  in  C,  b  the  outside 
radius  of  R^  and  h  the  distance  between  C  and  D.  If  b  is  sufficiently 
great  very  few  ions  reach  Rg,  and  n  may  be  taken  as  zero,  for  all 
values  of  z,  when  r  is  equal  to  b.  This  simplifies  the  numerical 
calculation  without  leading  to  serious  error.  We  have  thus  to 
find  the  solution  of  the  differential  equation  (12)  subject  to  the 
following  boundary  conditions: 

(i)      when  z  =  h,  n  =  0  for  all  values  of  r ; 
(ii)     when  r  =  b,  n  =  0  for  all  values  of  z ; 
(iii)     when  z  =  0,  n  =  rig,  a  constant*,  for  r  <a, 
=  0  for  a  <r  <b. 

To  solve  equation  (12)  put  n  =  Re'",  where  iZ  is  a  function  of 
r  only  and  6  a  constant.     On  substitution  we  find 

Hence  R  =  AJ^  (hr),  where  ¥  =  6^-  2y0. 

Solving  for  d  in  terms  of  h,  we  have  therefore  the  particular 
solutions  n  =  AJ^  {hr)  e^y^^'^'+y'^",  which  may  be  combined  into 
the  single  solution 

w  =  Jo  (T^r)  e*'  {A  cosh  (zVP  +  /)  +  B  sinh  [zVWVf)). 

If  this  solution  is  to  satisfy  condition  (i)  it  can  clearly  be  put 
in  the  form 

n  =  0  Jo  [hr)  e-'^  ^^h  {(A  -  z)  (P  + /)*} 

sinh  {^i  (ifc2  + /)i} 
where  C  is  a  constant. 

The  boundary  condition  (ii)  shows  that 

Jo(ii;&)  =  0 (15). 

Hence  h  must  be  one  of  the  roots  of  this  equation ;  and  generalising 
(14)  we  have  the  solution 

n  =  2C  Jo  {kr)  e->'  ^inh  ^  -  z)  (^^  + /)i} 

sinh{i^(A;2+y2)*} 

*  This  assumption  is  nearly,  but  not  quite,  correct,  since  some  ions  are  lost 
by  diffusion  to  C  near  the  edge  of  the  aperture. 
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the  summation  extending  over  all  the  positive  roots  of  equation 
(15). 

The  coefficients  C  can  now  be  determined  so  as  to  satisfy 
the  condition  (iii).  From  (16)  we  have  to  make  SCJo  i^^)  =/(*■)> 
where 

f  (r)  =  Wq  f or  r  <  a 

=   0  for  a  <  r  <  6J 

The  problem  of  determining  the  coefficients  has  already  been 
considered  in  Art.  7.     We  thus  find 


J 


2a  Jig  e 


Jo'  (ka)  Jo  (kr)  sinh  {{h  -  z)  {B  +  y")^ 


62  yfc  Jo"  ikh)  sinh  {h  {B  +  y^)*} 

The  number  of  ions  falling  on  the  disc  B^  per  second  is 

dn 


(17). 


%  =  -  27tK 


r 

J  0 


r  -^  dr 

OZ        Ja=fi 


and  the  number  falling  on  the  disc  and  ring  together  is 


-^ttK 


f 

J  0 


*     dn  ,' 
r  T^  dr 


dz 


s=A 


The  integrals  occurring  can  be  evaluated  by  the  formulae   of 
Art.  7.     We  find 


%  +  Wa 


J  0 

/* 

.J  0 


r  T^  dr 

OZ 

dn  , 


Jo''  (ka)  (F  +  y2)* 


a 
6 


fcVo''  {kh)  sinh  {fe  (P  +  y^f) 
,    Jo'  (A;a)  (A;2  +  y^)* 


0=ft 


A;2  Jo'  (^6)  sinh  {h  {k^  +  y^)*} 

(18). 

It  is  evident  from  equation  (11)  that,  if  the  dimensions  of  the 
apparatus  are  given,  the  ratio  Wi/(%  +  n^)  is  a  function  of  the 
quantity  NeE/U  only.  Its  value  can  be  calcidated  accurately 
from  equation  (18),  only  about  four  terms  of  each  series  being 
necessary  in  practice.  The  resiilts  for  the  particular  apparatus 
used  are  shown  graphically  in  Fig.  312,  from  which  the  value  of 
Ne  can  be  obtained  immediately  when  %/(%  +  n^)  is  known, 
since  11  =  1-013  x  10^.  Some  of  To^nsend's  results  for  negative 
ions  are  given  in  the  following  table : 


xn] 


COKTDTJCTION   OF   ELECTRICITY   THROUGH   GASES 


609 


Pressure  of 

Electric  force 

air  in 

in  volts  per 

Ne 

millimetres 

centimetre 

3 

1-45 

1-23  X  10" 

6 

0-98 

1-23 

6 

1-47 

1-25 

6 

1-96 

1-15 

6 

296 

1-27 

12 

1-00 

1-20 

12 

0-98 

1-20 

12 

1-46 

1-25 

12 

2-75 

1-26 

Mean 

1-23  X  10i» 

This  is  identical,  vpithin  the  limits  of  experimental  error,  with  the 
number  1'22  x  10^"  obtained  in  Art.  166,  e  there  denoting  the 
charge  on  a  univalent  ion  in  electrolysis.  Hence  the  two  charges 
are  equal.  Experiments  were  made  with  different  gases  and 
various  modes  of  ionisation,  with  identical  results.  Experiments 
with  positive  ions  generally  gave  the  same  result,  but  under 

a=0-75,      6=2-5,      ^=7  cm. 
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certain  circumstances  higher  values,  up  to  241  x  10",  were 
obtained,  indicating  that  ions  with  double  charges  were  present. 
If  we  accept  this  conclusion  we  may  say  that  the  charge  on  a 
gaseous  ion  is  either  equal  to,  or  an  exact  multiple  of,  the  charge 
on  a  univalent  ion  in  electrolysis.  There  is  no  evidence  of  the 
existence  of  charges  less  than  this  elementary  charge.  The 
bearing  of  this  result  on  the  nature  of  the  cathode  ray  particle 
has  already  been  mentioned. 

212.  Measurement  of  the  charge  on  a  gaseous  ion. 
The  first  determinations  of  the  elementary  charge  e  in  absolute 
measure  were  made  by  Townsend,  J.  J.  Thomson,  and  H.  A.  Wilson. 
The  method  has  since  been  improved  and  made  very  accurate 
by  Millikan,  who  has  used  it  to  give  direct  experimental  proof 
of  the  discontinuous  or  atomic  structure  of  electricity.  The 
principle  of  the  experiment,  as  far  as  it  need  be  stated  at  present, 
is  as  follows.  Let  v^  be  the  rate  of  fall,  under  gravity,  of  a  small 
oil-drop  of  mass  m.  If  the  air  in  the  neighbourhood  is  ionised  by 
Rontgen  rays,  one  or  more  ions  collide  with  the  drop,  and  it  acquires 
a  charge  ne,  where  e  is  the  elementary  charge  and  n  an  integer. 
To  fix  ideas  suppose  that  the  charge  is  positive.  Then  a  vertical 
electric  field  E  of  sufficient  strength  will  ^top  the  fall  of  the  drop 
and  convert  it  into  a  rise  with  uniform  velocity  V2.     Thus  we  have 

mg  = , 
neE  —  mg- 

where  A  is  a  certain  constant,  which  may  however  depend  on  the 
size  of  the  drop  and  the  pressure  of  the  gas.     Hence 

Vi  +  V2     neE 
«i  mg  ' 

It  follows  that  if  the  ratio  (v^  +  v^jv^  is  observed  by  allowing  a 
particular  drop  to  rise  and  fall  many  times  through  a  measured 
distance,  the  values  will,  with  sufficiently  weak  ionisation,  be 
small  multiples  of  a  common  unit. 

Millikan's  apparatus  for  observing  the  velocities  is  shown  in 
Fig.  313.  The  oil-drops  are  formed  by  a  sprayer  at  A  in  the  figure 
(not  shown),  and  fall  slowly  until  one  enters  a  small  aperture  B 
in  the  plate  C^  of  a  parallel-plate  condenser.  This  plate  can  be 
kept  at  a  positive  or  negative  potential  by  means  of  a  battery 


'  =  H (19), 
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of  about  2500  accumulators,  the  other  plate  C^  being  earthed. 
The  condenser  is  illuminated  by  light  entering  through  the  window 
D,  and  ionised  by  Rontgen  rays  entering  through  E.    A  third 


TO    PUMP 
&  SAUCE 


////;'^///////ww/M//////:^, 


EARTH 


EARTH 


Fig.  313 

window  (not  shown)  allows  the  motion  of  the  oil-drop  to  be  observed 
through  a  short-focus  telescope  with  a  graduated  eyepiece,  so 
that  the  time  of  falling  through  a  distance  of  1'021  cm.  could  be 
accurately  measured.  The  outer  case  was  immersed  in  a  constant- 
temperature  bath  in  order  to  avoid  convection  currents,  and  in 
addition  the  condenser  C-^  C^  was  edged  with  an  ebonite  strip 
containing  only  three  holes  opposite  the  windows.  The  following 
table  shows  one  set  of  observations: 

E  =  6-98  E.S.U.,  f  =  16-95  mm.,  temp.  22-98°  C. 


% 

"2 

■«1  +  U2 

•020241 
•020251 
•020110 
•020348 
•020235 
•020234 
•020372 

•022972 
•033748 
•033668 
•044577 
•033590 
•012196 
•001284 

2^1349  =  4  X  0-5337 
2-6664  =  5  X  0-5333 
2-6742  =  5  X  0-5348 
3-1908  =  6  X  0-5318 
2-6600  =  5  X  0-5320 
1-6028  =  3  X  0-5343 
1-0630  =  2  X  0-5315 

The  constancy  of  v^  shows  that  the  drop  is  not  evaporating 
appreciably  during  the  experiment.     The  submultiples  in  the  last 
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column  are  constant  within  the  limits  of  experimental  error,  so 
that  we  have  a  very  accurate  proof  of  the  existence  of  the 
elementary  charge. 

In  order  to  find  e  in  absolute  measure  the  earlier  experimenters 
used  Stokes'  theorem*  that  the  force  required  to  drive  a  sphere 
of  radius  a  with  velocity  v  through  a  fluid  of  viscosity  n  is  Gnfiav. 
Thus  A  =  Gnixa,  where  a  is  the  radius  of  the  drop.  The  weight 
mg  in  equations  (19)  must  be  corrected  for  the  buoyancy  of  the 
air,  so  that  if  p  is  the  density  of  the  oil  and  a  th^t  of  air,  we  must 
write  mg  =  ^na^  (p  —  a)  g.  Hence  we  have,  for  a  drop  carrying 
a  single  charge, 

^na^  {p  —  a)g  =  6nfiaVi , 

eE  —  |7Ta^  i^p  —  a)g  =  Qnixav^ . 

The  first  equation  may  be  solved  for  a,  and  then  the  second  equation 
gives  e,  all  the  other  quantities  being  known  (fx  =  1-824  x  10~* 
at  23°  C). 

Millikan,  however,  found  that  the  values  of  e  thus  obtained 
were  not  the  same  in  all  cases,  being  larger  for  the  smaller  drops. 
As  it  is  inconceivable  that  the  charge  on  an  ion  should  depend 
on  the  size  of  a  drop  with  which  it  collides,  the  experiments  show 
that  Stokes'  law  ceases  to  be  accurate  for  very  small  drops.  The 
proof  of  the  law,  in  fact,  being  purely  hydrodynamical,  fails  when 
the  mean  free  path  I  of  the  air  molecides  becomes  comparable 
with  the  radius  of  the  drop.  This  is  usually  the  case  in  Millikan's 
experiments.  The  most  natural  generalisation  of  Stokes'  formula 
is  to  assume  a  retarding  force  due  to  viscosity  of  the  form 

67T/iav/(-j ,  where  /  has  the  value  unity  for  small  values  of  Ija. 

Since  I  is  inversely  proportional  to  the  pressure  f,  this  becomes 

^TTfLav (f>  [—] .    Millikan  found  that  the  observations  could  be 
\<i'p/ 

reconciled  over  a  large  range,  and  the  same  value  of  e  obtained 

in  all  cases,  by  taking 


*Q 


1  '    ^ 

J-  -1 . 


the  constant  h  having  the  value  6-254  x  10-^. 
*  See  Lamb,  Hydrodynamics,  p.  553. 
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In  this  way  Millikan  found  the  value 

e  =  4'774  X  10-^"  electrostatic  units, 

estimated  correct  to  1  part  in  500.  The  radius  of  the  drops  used 
was  of  the  order  2  x  10~*  cm. 

213.  Fundamental  physical  constants.  We  have  now 
all  the  data  for  determining  the  quantities  N,  e  and  m  separately. 
Adopting  the  values 

Ne  =  1-22  X  10" (20) 

and  e  =  4-75  x  lO"" (21), 

we  find,  for  the  number  of  molecules  in  a  gas  at  15°  C.  and  760  mm. 
pressure, 

N  =  2-m  X  10" (22). 

Again,  since  e/m  =  5-30  x  10"  (23), 

we  find,  for  the  mass  of  the  electron, 

m  =  8-96  X  10-28  grams (24), 

The  mass  of  the  hydrogen  atom  has  already  been  estimated  at 
1-65  X  10-2*  grams,  so  that 

mass  of  H  atom  ^  ^^^^ 

mass  01  electron  ^     ' 

According  to  the  principles  of  the  kinetic  theory,  the  kinetic 
energy  of  a  molecule  of  a  gas  at  absolute  temperature  6  is  a^, 
where  a  is  a  certain  constant  which  we  shall  call  Boltzmann's 
constant.  Its  value  can  now  be  found.  For  the  pressure  p  is 
given  by  ^  =  ^mNQ,^,  where  ^mQ,^  =  ad.    Hence 

p  =  ^Nad. 

Taking  6  =  15°  C.  =  288°  absolute,  p  =  760  mm.  of  mercury 
=  1-013  X  10*  dynes  per  sq.  cm.,  N  =  2-57  x  10",  we  have 

a  =  2-05  X  10-" (26). 

The  kinetic  energy  of  a  gaseous  molecule  at  ordinary  temperatures 
is  therefore  about  5-9  x  10-"  ergs. 

These  numbers,  which  give  an  idea  of  the  order  of  molecular 
magnitudes,  will  be  useful  in  subsequent  calculations. 

p.  E.  33 
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214.  Velocity  of  ions  in  gases.  The  velocity  of  ^°J^^  ^^ 
gases  was  first  measured  by  Kutherford,  and  afterwards  by 
Zeleny  and  Langevin,  by  different  methods.  Fig-  314  shows  a 
method  used  by  Lattey,  which  is  due  in  principle  to  Eutherford. 


? 


TO 
ELECTROMETER 


Eis.  314 


Four  plates  A,  B,  C,  D  are  placed  parallel  to  one  another 
inside  an  earthed  metal  case.  The  plates  B  and  C  carry  central 
gauzes,  and  D  is  connected  to  one  pair  of  quadrants  of  a  sensitive 
electrometer.  The  ions  are  generated  by  Rontgen  rays  in  the 
space  between  A  and  B.  To  fix  ideas,  suppose  that  it  is  desired 
to  measure  the  velocity  of  the  positive  ions.  An  electric  field  E 
is  applied  in  the  space  between  A  and  B,  which  drives  the  ions 
through  the  gauze.  The  electric  force  between  B  arid  C  can  be 
made  to  alternate  between  the  values  +  E  and  —  E'  by  means 
of  the  rotating  commutator  shown  in  the  figure,  E'  being  numeri- 
cally somewhat  greater  than  E. 

During  the  interval  of  the  reverse  force  E'  the  ions  are  thrown 
back  upon  the  gauze ;  but  at  other  times  they  proceed  from  B 
towards  C  in  the  same  field  as  before.  Let  t  be  the  interval  of 
time  during  which  the  direct  force  E  is  acting,  I  the  distance 
between  B  and  C,  and  v  the  velocity  of  the  ions  in  the  field  E. 
If  t  is  less  than  l/v  the  ions  are  overtaken  by  the  reversed  field 
before  they  reach  C ;  but  if  t  exceeds  Ijv  some  of  them  pass  through 
C  and  are  received  On  D.  Hence  the  electrometer  will  remain 
unaffected  when  the  commutator  is  rotating  very  rapidly,  but  as 
it  slows  down  a  deflexion  will  begin  to  occur.  On  account  of 
diffusion  the  transition  is  not  absolutely  abrupt,  but  quite  well 
marked,  and  the  critical  value  of  t  can  be  determined  to  within  a 
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few  per  cent.     The  velocity  of  the  ions  under  the  electric  force 
E  is  then  given  lay  v  =  lit. 

The  following  table  gives  the  mobilities,  or  velocities  of  the 
ions  under  an  electric  force  of  1  volt  per  centimetre,  at  atmospheric 
pressure,  where  E  is  so  small  that  the  velocity  is  proportional  to  it. 


Gas 

»+ 

M_ 

Observer 

Air       

1-36 

1-87 

Zeleny 

1-40 

1-70 

Langevin 

1-37 

1-80 

Franck  and  Pohl 

Hydrogen 

6-70 

7-95 

Zeleny 

6-02 

7-68 

Franck  and  Pohl 

Carbon  dioxide 

0-76 

0-81 

Zeleny 

0-86 

0-90 

Langevin 

Oxygen 

:  1-36 

1-80 

Zeleny 

The  theoretical  formula  v  =  eEljimV  shows  that  the  velocity 
is  proportional  to  the  electric  force  as  long  as  the  constitution 
of  the  ion,  whatever  that  may  be,  remains  the  same.  The  experi- 
mental results  give  a  clue  to  this.  Let  us  calculate  the  mobility 
of  a  negative  ion  in  hydrogen  on  the  hypothesis  that  it  is  (1)  a 
charged  molecule,  (2)  an  electron.  The  mean  free  path  of  a  mole- 
cule at  atmospheric  pressure  is  about  2  x  10~^  cm. ;  since  the 
electron  ofiers  a  smaller  target  its  mean  free  path  is  longer,  say 
10-*  cm.  The  velocity  of  agitation  can  be  calculated  from  the 
equation  ^mV^  =  ad.  Thus  in  case  (1)  we  have  m  =  3-3  x  10-^*, 
7  =  1-9  X  10^  and  u  =  25.  In  case  (2),  m  =  9  x  IQ-^s,  F  =  M  x  10' 
and  u  =  8000.  The  results  therefore  show  that  in  a  weak  field 
the  ion  is  not  a  free  electron,  or  even  a  charged  molecule,  but  a 
group  of  molectdes  clustered  round  a  positive  or  negative  charge. 
The  present  theory  does  not  allow  us  to  calculate  the  number  of 
molecules  in  a  group,  because  when  a  particle  becomes  much 
larger  than  a  molecule  it  is  less  deflected  by  a  single  collision, 
and  the  effective  free  paths  become  longer  in  a  way  which  it  would 
be  beyond  the  scope  of  this  book  to  determine.  It  is,  however; 
clear  that  the  positive  ion  in  any  gas  is  larger  than  the  negative 
ion. 

Lattey's  experiments  were  not  restricted  to  small  electric 
forces.     Working  at  low  pressures,  he  found  that  when  the  velocity 
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V  is  plotted  against  Ejp  [E  being  the  electric  force  in  volts  per 
centimetre  and  f  the  pressure  in  millimetres  of  mercury)  all  the 
points  lie  on  a  single  curve.  The  results  for  air  are  shown  m 
Fig.  315.     For  positive  ions  in  dry  air  we  have  v=  1120  E/p, 
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from  the  lowest  forces  up  to  E/p  =  0-1,  corresponding  to  a  mobility 
of  147  at  atmospheric  pressure.  The  velocity  of  the  negative 
ions  ceases  to  be  proportional  to  the  electric  force  when  Elp 
exceeds  -01,  and  rises  rapidly  for  the  larger  forces.  This  effect 
is  not  obtained  with  ordinary  air  freshly  admitted  into  the 
apparatus.  It  requires  careful  drying  over  phosphorus  pentoxide 
before  the  velocity  in  a  given  field  attains  its  final  maximum  value, 
and  the  addition  of  a  small  quantity  of  water  vapour  makes  the 
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velocity  of  the  negative  ion  once  more  comparable  with  that  of 
the  positive. 

The  relation  v=f(E/p)  between  velocity,  electric  force  and 
pressure,  thus  proved  experimentally,  is  what  would  be  expected 
from  theoretical  considerations.  Consider  a  number'  of  ions  in 
a  gas,  having  assigned  velocities  immediately  after  a  colHsion. 
If  the  pressure  is  increased  from  p  to  A^  and  the  electric  force 
from  E  to  XE,  the  free  paths  of  the  ions  are  reduced  in  the  ratio 
A  to  1,  but  the  same  velocity  is  acquired  during  a  free  path. 
Again,  since  the  velocities  just  before  a  second  collision  are  the 
same  in  both  cases,  the  average  effect  of  collisions  is  also  the  same. 
It  follows  that  if  the  first  regime  is  permanent  the  second  one  is 
too,  and  the  average  velocity  of  drift  depends  on  E/p  only.  The 
same  is  true  of  the  average  constitution  of  the  ions ;  that  is,  the 
ratio  of  the  numbers  of  electrons,  charged  molecules  and  molecular 
clusters  at  any  time. 

For  E/p  =  -08  the  velocity  in  Lattey's  experiments  is  inter- 
mediate between  what  would  be  expected  for  electrons  and  charged 
molecules  respectively,  showing  that  the  molecular  cluster  is 
disappearing  under  the  high  electric  force  and  free  electrons  are 
becoming  frequent.  This  process  goes  on  until  only  free  electrons 
are  present  in  the  gas,  as  we  shall  show  in  the  following  article. 

In  pure  argon  and  nitrogen  Franck  obtained  very  high  velocities 
with  quite  small  electric  forces,  which  suggests  that  many  of  the 
ions  in  these  gases  are  free  electrons  even  under  normal  conditions. 

215.  Difnision  and  velocity  of  ions  under  high  electric 
forces.  In  his  experiments  on  the  diffusion  of  ions  (Art.  211) 
Townsend  observed  an  abnormal  behaviour  of  negative  ions  in 
dry  gases,  which  will  be  understood  by  reference  to  Fig.  312.  This 
is  re-drawn  in  the  continuous  curve  in  Fig.  316,  on  the  hypothesis 
that  Ne  has  the  value  1-22  x  10 1",  E  being  expressed  in  volts  per 
centimetre.  Under  ordinary  conditions  all  the  points  determined 
experimentally  were  found  to  lie  on  this  curve,  as  is  obvious  from 
what  has  been  said  already.  In  dry  air,  however,  such  as  that 
used  in  Lattey's  experiments,  the  lateral  diffusion  became  abnor- 
mally great  in  comparison  with  the  velocity  under  the  electric 
force,  so  that  fewer  ions  were  received  on  the  central  disc.     This 
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is  shown  by  the  two  dotted  curves  in  the  figure.  There  is  no 
reason  to  suspect  any  diminution  in  the  velocity  under  the  electric 
force — quite  the  contrary.     Hence  we  conclude  that  the  coefficient 
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316 

of  diffusion  of  negative  ions  in  dry  gases,  and  therefore  also  their 
velocity  of  agitation,  is  abnormally  great  for  high  values  of  Elf. 
Townsend  assumed  that  the  mean  kinetic  energy  of  agitation 
of  an  ion  in  this  case  was  h  times  as  great  as  that  of  a  molecule 
of  the  gas,  that  is  lioB,  where  the  factor  li  depends  on  the  electric 
force  and  the  pressure.  This  was  explained  by  supposing  that 
the  kinetic  energy  gained  by  an  ion  during  a  free  path  was 
not  all  lost  on  colHsion  with  a  molecule,  so  that  energy  might 
accumulate  for  some  time.  On  this  theory  it  is  clear  that  Jfc 
should  be  a  function  of  Elf  only.  Referring  back  to  equations 
(7)  and  (8),  we  have  no  longer  ^mV^==ae,  but  ^mV^^lcaO. 
Hence  (9)  becomes 

u__Ne 


xn] 


CONDirOTION    OF   ELECTBICITY   THEOTJGH   GASES 


519 


and  the  equation  (11)  regulating  the  motion  of  the  ions  is  replaced 

by 


.(27). 


d^n      d^n      d^n  _  NeE  dn 
dx^      dy^      dz^       kH    dz 

This  equation  being  of  the  same  form  as  before,  it  follows  that  the 
same  value  of  the  ratio  %/(%  +  Wj)  is  obtained  with  the  electric 
force  E'  =  kE  that  was  previously  obtained  with  the  force  E. 
For  example,  in  moist  air  at  16'5  mm.  pressure,  Wi/(»ii  +  Wj)  =  0-4 
when  E  =  0-87  volts  per  cm.,  but  a  force  of  1-75  volts  per  cm.  is 
required  to  produce  the  same  ratio  in  dry  air.  In  this  case  k  =  2 
very  nearly  ;  and  similarly  k  can  be  calculated  for  any  other 
force  and  pressure. 

More  recently,  Townsend  and  Tizard  have  made  measurements 
with  higher  forces  and  lower  pressures,  and  have  at  the  same  time 
measured  the  velocity  of  the  ions  by  deflecting  them  in  a  magnetic 
field.  For  this  purpose  a  modified  form  of  apparatus  was  used, 
shown  in  Fig.  317.    The  plate  B  in  Fig.  311  was  removed  and  the 


Fig.  317 

hole  in  G  replaced  by  a  narrow  slit,  1-5  cm.  long  and  2  mm.  wide. 
The  insulated  electrodes  within  the  guard-ring  D  were  three  in 
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number,  as  shown.  If  1  and  3  are  connected  together  and  the 
total  charge  received  by  them  compared  with  that  received  by 
2,  the  calculation  of  h  proceeds  on  much  the  same  lines  as  for  a 
disc  and  ring.  To  measure  the  velocity  a  magnetic  field  H  is 
applied  at  right  angles  to  the  plane  of  the  paper,  and  adjusted  till 
the  charge  received  on  1  is  equal  to  that  received  on  2  and  3 
together,  so  that  the  centre  of  the  stream  falls  on  the  line  of  separa- 
tion of  1  and  2.  The  stream  is  thus  deflected  through  a  known 
small  angle  6.  The  force  exerted  by  the  magnetic  field  per  unit 
charge  is  Hvjc  in  a  direction  nearly  perpendicular  to  the  original 
direction,  so  that  6  =  HvjEc  approximately.     Hence 

V  =  EcdjE. 

The  continuous  curves  in  Fig.  318  represent  the  results  of  these 
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experiments.  In  order  to  see  what  the  ions  are  for  these  forces, 
consider  the  lowest  result  given  by  Townsend  and  Tizard,  namely 
«  =  5  X  105  and  fc  =  2.3  for  Ejp  =  0-2,  corresponding  to  a  force 
of  150  volts  per  cm.  at  atmospheric  pressure.     In  comparing  it 
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with  the  theoretical  formula  v  =  eEl/2m'V  it  must  be  remembered 
that  the  velocity  of  agitation  V  is  to  be  multiplied  by  the  factor 
■\/k.  The  velocity  of  a  free  electron  in  this  field  should  then 
be  roughly  7  x  10^  cm.  per  second,  which  is  sufficiently  near  to 
the  above  value  of  v.  The  ions  therefore  seem  to  be  free  electrons 
throughout. 

To  recapitulate,  we  have  the  following  information  as  to  the 
constitution  of  the  negative  ion  in  dry  air  : 

(1)  When  E/p  is  less  than  about  0-01  the  ion  consists  of  a 
group  of  molecules ; 

(2)  A  transition  stage  occurs  between  the  limits  0-01  and 
0-2,  in  which  the  average  mass  of  the  ion  continually  diminishes ; 

(3)  Wheii  E/j)  exceeds  0-2  all  the  ions  are  free  electrons. 
The  behaviour  of  positive  ions  is  of  much  less  importance, 

as  the  stage  (3)  is  absent  and  the  most  that  can  happen  is  the 
transition  from  a  small  group  of  molecules  to  a  single  atom  or 
molecule. 

The  dotted  curve  in  Pig.  318  refers  to  a  sample  of  air  which 
had  not  been  specially  dried.  The  effect  of  a  trace  of  water  vapour, 
which  is  very  considerable  when  E/p  =  1,  becomes  less  and  less 
as  the  force  increases,  and  above  E/p  =  20  ions  move  as  free 
electrons  in  moist  gases,  or  even  in  water  vapour. 

Since  molecular  clusters  are  not  present  in  gases  in  their  normal 
state,  the  process  of  ionisation  must  consist  in  the  detachment 
of  one  or  more  electrons  from  the  molecule.  Both  parts  then 
move  freely,  or  act  as  nuclei,  according  to  the  circumstances 
already  described.  The  nature  of  the  ions  being  thus  settled, 
we  proceed  to  describe  some  of  their  properties,  and,  some  other 
means  of  producing  them. 

216.     Measurement  of  the  coefficient  of  recombination. 

If  there  are  n  positive  ions  and  n'  negative  ions  per  c.c.  of  a  gas 
at  any  time,  the  rate  at  which  they  recombine  is  proportional 

to  nn'.     Thus 

dn     dn'  „     > 

dt       dt 

where  the  constant  6  is  known  as  the  coefficient  of  recombination. 
If    equal  numbers   of   ions   are    present   initially,  n  =  n'    at  all 
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subsequent  times,  and  dnjdt  =  -  an^.    Hence  n  falls  from  Wj  to 
W2  in  time  t,  where 

.(28). 


W2      % 


The  coefficient  of  recombination  can  be  measured  as  shown  in 
Fig.  319.  A  stream  of  air  passes  down  a  wide  tube  T  kept  at  a 
high  potential  by  means  of  a  battery  of  small  accumulators.     It 
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Fig.  319 

is  ionised  at  .4  by  a  beam  of  Eontgen  rays  entering  through  an 
aluminium  window.  A  second  tube  T' ,  fitting  tightly  into  T, 
carries  a  fine  gauze  G  at  one  end,  and  can  be  placed  so  that  the 
distance  d  between  G  and  a  fixed  point  on  the  tube  T  has  any 
desired  value  between  certain  limits.  The  ions  which  pass  through 
G  come  into  the  field  of  force  between  the  tube  and  the  electrode 
E,  and  are  collected  on  the  electrode.  The  charges  e^,  e^,  received 
per  second  when  d  =  di,  d^  respectively  are  measured  with  an 
electrometer. 

The  velocity  v  of  the  stream  of  air  differs  at  different  points 
of  the  cross-section,  but  in  an  approximate  calculation  the  stream 
may  be  considered  as  moving  with  its  average  velocity.  Its 
value  can  be  found  by  observing  the  total  amount  of  gas  passing 
through  the  tube  per  second.  Let  A  be  the  cross-section  of  the 
tube,  ±  e  the  charges  on  the  ions,  and  %,  n^  the  number  of  ions 
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per  c.c.  in  the  neighbourliood  of  the  gauze  when  d  =  d^,  d^  respec- 
tively. Then  if  all  the  ions  which  pass  through  the  gauze  are 
•collected  on  E,  e^  =  An^ev  and  e^  =  An^ev.  Since  the  time  taken 
by  the  ions  in  travelling  through  the  distance  (^j  -  (^  is  {d^  —  dj)/v, 
equation  (28)  gives 

1  1    _g(^2-(^ 

Substituting  for  %  and  Wj,  from  the  above,  we  have 
Aev     Aev  .  •  „d„—  d^ 

V 


or 


Av^    61  —  62 


do 


6^6n 


di         15J  eg 

In  this  experiment  it  is  necessary  to  use  wide  tubes  and  moderately 
strong  ionisation ;  otherwise  the  loss  of  ions  will  be  mainly  due 
to  diffusion  and  not  to  recombination.  The  values  of  the 
coefficients  of  recombination  in  various  gases  at  atmospheric 
pressure  are  given  in  the  following  table: 


Gas 

e/e 

B 

Air      

Oxygen 
Hydrogen 
Carbon  dioxide 

3320 
3380 
3000 
3500 

1-58  X  10-6 
1-60  X  10-6 
1-42  X  10-6 
1-66  X  10-6 

It  is  reniarkable  that  these  numbers  should  be  so  nearly  equal. 

217.  The  photoelectric  effect.  In  1887  Hertz  showed 
that  ultra-violet  Ught  facihtated  the  passage  of  a  spark  between 
metallic  electrodes  when  it  fell  on  the  negative  electrode.  Following 
on  this,  Hallwachs  was  able  to  show  that  negatively  charged 
metals  lost  their  charge  on  exposure  to  ultra-violet  hght,  but  that 
positively  charged  bodies  did  not.  This  experiment  can  be  made 
very  easily  with  an  electroscope  and  an  arc  lamp. 

Fig.  320  shows  a  convenient  laboratory  method  of  measuring 
the  leak  under  various  conditions.  The  source  of  light  is  a  zinc 
or  aluminium  spark-gap  S  in  a  Leyden  jar  circuit,  with  which  it 
is  necessary  to  use  at  least  a  medium-sized  induction  coil.     The 
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whole  is  placed  in  an  earthed  metal  box  in  order  to  guard  against 
electrostatic  influence.  The  rays  emerge  through  a  hole  in  the 
lid,  and  after  passing  through  a  wire  grating  in  the  plate  Gg  fall 
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on  the  zinc  plate  C^.  C^  is  connected  to  an  electrometer  and 
Cj  to  the  positive  pole  of  a  battery  of  small  accumulators.  On 
putting  on  the  light  a  deflexion  of  the  electrometer  is  obtained, 
in  a  direction  showing  that  negative  electricity  has  left  the  plate 
Ci-  The  current  through  the  gas  can  be  measured  by  the 
deflexion,  or  by  the  compensation  method  described  in  Art.  209. 

There  are  several  ways  of  showing  that  the  leak  is  caused  by 
ultra-violet  light.  The  most  striking  is  to  mount  the  parallel- 
plate  condenser  CiCj  on  the  moveable  arm  of  a  spectrometer 
and  to  analyse  the  Ught  from  the  spark-gap  with  a  quartz  prism. 
As  the  spectrometer  arm  is  moved  round  in  the  direction  of 
increasing  deviation  (so  that  red,  blue,  violet  and  ultra-violet 
light  fall  on  the  aperture  in  succession)  no  deflexion  is  observed^ 
until  the  visible  spectrum  is  passed  and  the  more  refrangible 
rays  are  reached. 

Another  way  is  to  observe  the  effect  of  placing  various  sub- 
stances in  the  path  of  the  Kght.  Thus  a  glass  plate  laid  over  the 
aperture  in  Fig.  320  entirely  suppresses  the  leak,  while  a  quartz 
plate  hardly  reduces  it  at  all ;  and  generally  all  substances  known 
to  absorb  ultra-violet  light  cut  down  the  photoelectric  effect, 
while  substances  which  are  transparent  to  it  do  not. 
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The  order  of  sensitiveness  of  the  common  metals  is  somewhat 
as  follows : 

Aluminium,  zinc,  magnesium,  lead,  copper,  silver,  iron. 

It  must  however  be  borne  in  mind  that  these  lists  give  but 
little  information.  Ultra-violet  light  is  a  comprehensive  term,  and 
the  absolute  and  relative  behaviour  of  the  metals  is  very  difierent 
for  different  wave-lengths.  Moreover,  the  state  of  the  surface 
is  an  important  factor  here  as  well  as  with  contact  potentials. 
A  zinc  plate  is  very  sensitive  when  freshly  cleaned,  but  the 
deflexions  fall  off  quickly  at  first,  and  more  slowly  afterwards. 
For  many  purposes  all  that  is  wanted  is  a  copious  and  steady 
supply  of  negative  ions :  in  these  cases  heterogeneous  light  can 
be  used  and  is  of  course  easier  to  produce.  It  is  also  generally 
found  that  the  deflexions  from  a  zinc  plate  become  steadier  after 
a  time,  and  it  is  not  advantageous  in  ordinary  laboratory  work 
to  use  a  freshly  cleaned  surface. 

Fig.  321  illustrates  the  way  in  which  the  current  between  the 
plates  depends  on  the  applied  electric  force.  The  two  curves 
correspond  to  fight  of  different  intensity.     Comparing  them  with 
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the  Rontgen  ray  characteristics  shown  in  Fig.  310,  two  remarkable 
differences  are  observed.  The  curves  for  the  different  intensities 
are  similar,  and  also  the  part  corresponding  to  the  higher  forces 
is  by  no  means  horizontal.  The  circumstances  are,  in  fact, 
entirely  different.  In  the  ultra-violet  Ught  curve  there  can  be 
no  recombination,  as  no  positive  ions  are  present.  Diffusion  must 
be  operative  at  the  lower  forces :  some  ions  diffuse  back  and 
become  discharged  by  the  negative  plate  in  spite  of  the  electric 
force.  The  final  slope  of  the  curve,  again,  seems  to  show  that  the 
number  of  ions  actually  emitted  increases  with  the  force,  at  any 
rate  up  to  a  certain  point.  At  atmospheric  pressure  an  approach 
to  saturation  is  reached,  but  at  much  higher  forces  (of  the  order 
of  10,000  volts  per  cm.). 

Nearly  all  substances  are  photoelectric  to  some  extent :  solids, 
liquids  and,  as  Lenard  showed,  gases.  The  latter  case  is  important, 
as  the  volume- effect  in  gases  is  very  small  in  comparison  with  the 
effect  on  the  metallic  electrodes,  and  might  seem  to  be  absent 
altogether.  Lenard  and  Ramsauer  have  recently  made  careful 
experiments  on  the  conditions  under  which  gases  can  be  ionised 
by  ultra-violet  Hght.  It  was  found  impossible  to  avoid  the  photo- 
electric effect  on  the  sides  of  the  containing  vessel  altogether,  so 
that  there  were  always  rather  more  negative  than  positive  ions 
present.  The  percentage  of  the  latter  was  taken  as  a  measure 
of  the  volume-effect.  With  the  longer- waved  ultra-violet  light 
(A  >  1-8  X  10~^  cm.),  such  as  is  transmitted  by  quartz,  positive 
ions  were  obtained,  but  only  in  the  presence  of  impurities  such 
as  condensible^  vapours  or  the  emanations  from  rubber  tubing. 
Extraordinary  precautions  were  taken  to  remove  these,  and  it 
was  concluded  that  there  was  no  volume-effect  whatever  in  pure 
gases.  On  the  other  hand,  the  shorter-waved  ultra-violet  light 
(Schumann  rays  of  wave-length  10"^  cm.)  ionised  air  even  when 
slightly  impure. 

218.  Emission  of  electrons  under  the  action  of  ultra- 
violet light.  In  the  above  we  have  implicitly  adopted  the 
view  that  under  ordinary  conditions  the  photoelectric  current  is 
carried  exclusively  by  negative  ions  sent  out  by  one  electrode.  In 
this  connexion  it  is  interesting  to  notice  that  a  "non-conducting" 
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gas  does  not  resist  the  passage  of  electricity  when  it  is  once  in  it, 
tut  that  the  difficulty  may  be  to  get  the  ions  from  the  metal  into 
the  gas. 

The  phenomena  here,  as  elsewhere,  are  simplest  when  the 
pressure  is  very  low.  In  189&  Lenard  showed  that  the  photo- 
electric effect  in  vacuo  consists  in  the  emission  of  electrons  from  the 
^negative  electrode.     His  apparatus  is  shown  in  Fig.  322.     Light 


EARTH 


Fig.  322 

from  the  spark-gap  S  passes  through  the  quartz  plate  W  and 
enters  a  highly  exhausted  glass  vessel,  falling  on  tlie  aluminium 
plate  P.  The  aluminium  disc  D  opposite  to  it  is  earthed,  and  the 
whole  of  the  tube  at  the  back  is  covered  with  tinfoil  so  as  to  form 
a  chamber  practically  at  zero  potential.  E-^ ,  E^  are  two  insulated 
electrodes  which  can  be  connected  to  an  electrometer.  When  P 
is  kept  at  a  negative  potential  of  600  Volts  or  morp  a  stream  of 
negative  ions  passes  through  the  aperture  in  D  and  falls  on  the 
electrode  E^.  A  magnetic  field  is  then  apphed  perpendicular  to 
the  plane  of  the  paper  in  the  space  DE1E2.  Two  curves  are 
taken  ofi  showing  the  electrometer  deflexions  at  E^  and  E^  for 
various  currents  in  the  coils  producing  the  magnetic  field.  The 
difference  in  the  positions  of  the  maxima  gives  the  current  required 
to  deflect  the  ions  from  E^  to  E^ ;  and  knowing  also  the  potential 
of  the  plate  P,  the  values  of  e/m  and  v  can  be  found  as  in  Kauf- 
mann's  experiment. 

The  initial  velocity  of  the  ions,  though  small,  is  quite 
appreciable.  Lenard  determined  the  maximum  velocity  by 
insulating  the  plate  P  and  observing  the  positive  potential  to 
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which  it  would  rise  in  vacuo  under  the  action  of  the  light.  If  this 
is  F,  then  \mv'^  =  eV ;  for  as  long  as  the  kinetic  energy  exceeds 
eV  some  ions  will  arrive  on  D  and  tend  to  raise  the  potential. 

Lenard  found  that  e/m  =  3-5  x  10".  Eecently  Alberti  has 
obtained  the  value  5-28  x  10".  There  is  no  doubt  that  the 
particles  are  electrons.  The  potential  V  was  found  to  be  2*1 
volts,  showing  that  the  velocity  of  emission  is  of  the  order  of 
10*  cm.  per  second.  The  velocity  is  independent  of  the  intensity 
of  the  light. 

Many  experiments  have  since  been  made  to  find  how  the 
velocity  of  emission  varies  with  the  wave-length  of  the  incident 
light.  The  results  have  not  been  very  consistent,  partly  because 
the  state  of  the  surface  of  the  metal  exercises  such  a  pronounced 
effect.  Hughes  distilled  his  metals  in  vacuo  in  order  to  avoid  the 
formation  of  surface-layers  as  far  as  possible,  and  obtained  a 
number  of  results,  of  which  we  select  those  for  cadmium. 


Wave-length 

+  potential  V 

Maximum 

in  Angstrom 

acquired 

velocity  of 

units 

in  volts 

emission 

1849 

2-480 

9-36  X  10' 

2257 

1-427 

7-08  X  10' 

2537 

■897 

5-63  X  10' 

2967 

-148 

2-29  X  10' 

3126 

0 

. , 

3340 

0 



The  velocity  of  emission  is  always  greatest  for ,  the  shortest 
wave-lengths.  Hughes  found  that  the  relation  between  the 
positive  potential  V  and  the  frequency  n  of  the  incident  light 
was  given  approximately  by  the  linear  equation  V  =  kn  —  V^. 
Expressed  in  terms  of  the  kinetic  energy  ^mv^  =  e7  of  the  fastest 
particles,  this  becomes 


-mv^  =  hn  —  eVn 


.(29). 


The  values  of  h  for  the  various  metals  are  nearly  equal,  and  do 
not  differ  much  from  5-6  x  10"".  On  this  view  the  emission  of 
electrons  ceases  altogether  when  n  is  less  than  eVJh;    that  is. 


xn] 


CONDTTCTION   OF   ELECTRICITY   THROUGH   GASES 


529 


there  is  no  photoelectric  efiect  whatever  beyond  a  certain  wave- 
length A|,  characteristic  of  the  metal. 

219.     Normal  and   selective  photoelectric  eiTect.     The 

general  rule  is  for  metals  to  be  more  sensitive  to  short-waved 
ultra-violet  Kght  than  to  longer-waved  or  visible  Ught.  The 
measure  of  the  sensitiveness  may  be  taken  as  the  photoelectric 
effect  divided  by  the  energy  of  the  incident  Ught ;  and  with  this 
understanding  there  is  no  exception  to  the  above  rule  as  long 
as  the  light  is  incident  normally  on  the  metal.  With  oblique 
incidence,  however,  Elster  and  Geitel  found  that  rubidium  had 
a  maximum  in  the  visible  spectrum.  Further,  the  position  of  the 
plane  of  polarisation  had  a  marked  effect,  the  curreiit  being  some- 
times much  greater  when  the  electric  force  was  in  the  plane  of 
incidence,  and  therefore  had  a  component  perpendicular  to  the 
surface  (E  _L),  than  when  it  was  parallel  to  the  surface  {E  \\). 

Further  experiments  have  been  made  by  Pohl  and  Pringsheim, 
in  which  the  colour  of  the  Hght  was  varied  as  well  as  the  angle  of 
incidenoe  and  the  plane  of  polarisation.  Light  from  a  mercury 
arc  was  analysed  in  a  special  spectrometer  with  a  glass  or  quartz 
prism  and  "achromatic"  lenses  of  quartz  and  fluor-spar.  It  then 
fell  both  on  a  thermopile  and  on  the  metal,  and  a  double-image 
prism  was  used  for  bringing  either  plane  of  polarisation  to  bear 
at  will.    Fig.  323  shows  their  results  for  a  sodium-potassium  alloy 
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at  an  angle  of  incidence  60°,  the  photoelectric  sensitiveness  being 
expressed  in  arbitrary  measure.  The  dotted  parts  of  the  curves 
were  not  observed,  but  are  conjectural  extensions  derived  from 
the  similar  behaviour  of  other  metals. 

The  existence  of  a  long- waved  limit  to  the  photoelectric  effect, 
referred  to  in  the  last  article,  is  here  brought  out,  very  clearly. 
While  the  E  ||  curves  show  a  continuous  rise  of  sensitiveness  with 
decrease  of  wave-length,  the  E  _L  curves  for  the  alkali  metals  and 
alloys  present  well-marked  peaks,  in  the  following  positions : 

Sodium  3200       Angstrom  units 

KNa  alloy  ca.  4000 
Potassium  4400  „ 

Eubidium  4800 

This  is  known  as  the  selective  photoelectric  effect,  and  is  regarded 
as  superposed  on  a  normal  effect  consisting  of  a  continuous  rise  of 
sensitiveness  with  frequency.  Pohl  and  Pringsheim  consider  that 
the  two  effects  are  independent  of  one  another.  It  is  easy  to  see 
how  these  experiments  give  an  explanation  of  the  results  obtained 
hy  previous  experimenters.  Thus  with  normal  incidence  there 
is  never  any  component  of  electric  force  perpendicular  to  the  surface 
of  the  metal,  and  the  selective  effect  cannot  appear. 

The  selective  effect  has  all  the  character  of  a  resonance  pheno- 
menon. It. is  accompanied  by  high  optical  reflexion,  so  thafthe 
maxima  become  more  pronounced  (and  the  physical  interpretation 
of  the  results  more  definite)  if  the  curves  are  plotted  in  terms  of 
the  absorbed  instead  of  the  incident  energy.  Pohl  and  Pringsheim 
found  that  the  charge  liberated  by  the  absorption  of  1  calorie 
in  the  middle  of  the  resonance  region  was  5  x  10~*  coulombs  for 
potassium,  and  about  twice  as  much  for  sodium.  While  the 
selective  effect  is  not  limited  to  the  alkah  metals,  there  are  many 
metals  (e.g.  mercury,  lead,  tin,  cadmium)  which  do  not  show  it, 
at  any  rate  above  2000  A.u. 

220.     lonisation   by  collision  of  electrons  with   mole- 
cules.    A  remarkable  change  takes  place  in  the  Eontgen  ray 
characteristic  curve  when  the  electric  force  exceeds  about  20,000 
volts  per  centimetre*.     The  complete  curve  is  shown  diagram- 
*  In  air  at  atmospherio  pressure  with  electrodes  a  centimetre  or  two  apart. 
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.matically  in  Pig.  324.  The  ABC  part  of  tKe  curve  is  tte  ordinary 
"  saturation  "  curve  already  given.  At  some  point  C,  which,  cannot 
be  exactly  specified  as  it  depends  on  the  amount  of  moisture  present, 


ELECTRIC      FORCE 
Fig.  324 

the  molecular  clusters  begin  to  break  up  and  the  ions  to  become 
electrons.  At  D  (10,000  volts  per  cm.)  this  process  is  complete. 
The  current  of  negative  electricity  is  then  carried  entirely  by 
electrons ;  but  there  is  nothing  to  show  on  the  curve,  since  the 
charge  transported  is  the  same  as  before.  At  E,  however,  the 
current  begins  to  rise  above  the  saturation  value,  increasing  be- 
yond measurable  limits  with  further  increase  of  the  electric  force. 
Finally  at  i''  a  spark  passes :  the  gas  becomes  luminous  and  the 
current  continues  to  flow  even  after  the  Rontgen  rays  have  been 
cut  off. 

These  efiects  can  be  explained  by  Townsend's  theory,  now 
generally  adopted,  that  the  new  ions  arise  by  collision  of  the 
existing  ions  with  the  molecules  of  the  gas :  first  the  electrons, 
and  then,  as  the  sparking  potential  is  approached,  ,the  positive 
ions  also  acquire  the  property  of  generating  others  by  collision. 
We  shall  consider  the  former  hypothesis  first.  The  simplest 
conditions  occur  when  the  initial  ionisation  is  produced  by  ultra- 
violet light  falling  on  a  zinc  plate.  In  a  given  time  let  Wq  electrons 
be  emitted  by  the  plate  in  the  field  E.  Assuming  that  they  begin 
to  move  immediately  with  the  velocity  proper  to  the  field,  let  a 
.be  the  average  number  of  ions  formed  by  one  electron  in  moving 
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through  one  centimetre  in  the  direction  of  the  electric  force. 
Then  if  the  number  of  electrons  reaching  a  plane  distant  x  from 
the  zinc  plate  is  n,  dn  =  andx,  since  all  the  new  electrons  arise  from 
colhsions  in  the  length  dx.  By  integration,  n  =  Wge"^,  and  there- 
fore the  number  of  electrons  reaching  the  positive  electrode  is 
Moe"'^,  where  d  is  the  distance  between  the  plates. 

In  carrying  out  the  experiments  it  is  advantageous  to  work 
at  low  pressures,  as  a  considerable  increase  in  the  current  is  then 
obtained  with  potentials  of  a  few  hundred  volts.  The  results  of 
a  typical  experiment  are  shown  in  the  following  table: 

Air,  4  mm.  pressure,  electric  force  700  volts  per  cm. 
a  =  8-16. 


Distance  d 

between  plates 

in  cm. 

0-2 

0-3 

0-4 

0-5 

0-6 

0-7 

0-8 

Current  in 
arbitrary  units 

gad 

5-12 
5-11 

11-4 
11-6 

26-7 
26-1 

61 
59 

148 
133 

401 
301 

1500 
680 

The  increase  of  the  current  is  thus  accurately  exponential 
over  a  12  to  1  ratio,  after  which  the  law  ceases  to  hold.  The  unit 
of  current  has  been  chosen  in  order  to  exhibit  this  most  clearly. 
The  consideration  of  the  larger  currents  is  deferred  for  the  present : 
meanwhile  we  may  regard  the  figures  as  affording  a  satisfactory 
verification  of  the  theory. 

The  value  of  a  may  thus  be  found  for  any  electric  force  and 
pressure,  and  when  the  values  of  a/p  are  plotted  against  E/p  for 
any  gas,  all  the  points  are  found  to  he  on  a  single  curve.  Certain 
of  these  curves  are  shown  in  Fig.  325,  in  which  p  is  expressed  in 
miUimetres  of  mercury  and  E  in  volts  per  centimetre.  It  follows 
that  a,  E  and  p  are  connected  by  a  relation  of  the  form 

a/p=fiE/p). 

This  relation  is  what  would  be  expected  theoretically.  For, 
as  has  already  been  explained  in  another  connexion  in  Art.  214, 
the  velocities  with  which  the  ions  colUde  with  molecules  remain 
unaltered  when  E  and  p  are  changed  to  A^  and  Xp  respectively. 
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The  number  of  molecules  encountered  fey  each  ion  in  traversing 
a  distance  of  1  cm.  is  now  A  times  as  great  as  before.  Hence  a 
becomes  Xa,  and  a/p  is  unchanged. 
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The  general  form  of  these  curves  is  also  what  one  would  expect 
from  theoretical  considerations.  For  small  values  of  Elf  few 
electrons  move  fast  enough  to  ionise  by  colhsion,  and  a/y  is  small. 
As  B  rises  {f  remaining  constant)  more  and  more  collisions  result 
in  ionisation.  For  very  high  velocities  of  the  electron  another 
stage  sets  in,  in  which  the  electron  is  capable  of  penetrating 
appreciable  distances  through  gases  after  the  electric  force  has 
ceased  to  act.  In  1897  Lenard  showed  that  cathode  rays,  emerging 
from  a  thin  aluminium  window  in  a  discharge  tube,  traverse  the 
air  outside  the  tube  for  a  short  distance  and  generate  ions  along 
their  paths.  This  was  the  first  clearly  recognised  case  of  ionisation 
by  collision.  The  work  that  has  been  done  on  these  penetrating 
rays  shows  that  the  slowest  of  them  ionise  more  molecules  per 
unit  length  of  their  path  than  the  faster  ones.  Hence  there  must 
be  a  certain  critical  speed  (of  the  order  10»  cm.  per  second)  at 
which  an  electron  has  its  maximum  ionising  power.  As  a  general 
rule  it  is  the  lightest  gases  that  are  most  easily  ionised  in  weak 
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fields ;  but  the  molecular  weight  of  the  gas  is  not  the  only  deter- 
mining factor. 

221.  Average  velocity  required  for  ionisation  by- 
collision.  The  measurements  of  the  diffusion  and  velocity  of 
electrons  in  air  have  been  carried  much  further  than  is  described 
in  Art.  215.     Some  of  the  results  are  shown  in  the  following  table : 


Ejp 

20 

40 

60 

80 

100 

k 

55 

85 

115 

140 

160 

«/10' 

0-9 

1-5 

2-0 

2-4 

2-7 

F/10' 

8-5 

10-6 

12-3 

13-8 

14-5 

The  velocities  of  agitation  V  in  the  last  row  are  calculated  from 
the  formula  ^mV^  =  ka9.  Since  v  is  approaching  V  it  is  clear 
that  the  limits  of  appUcation  of  the  theory  are  being  reached,  and 
the  above  numbers  can  only  be  approximately  correct.  In  view 
of  this  fact  it  is  not  worth  while  to  correct  the  formulae  for  the 
ions  produced  by  coUision,  although  it  is  not  difficult  to  do  so. 
The  error  is  not  so  great  as  might  be  supposed,  since  the  new  ions, 
like  the  old  ones,  are  most  numerous  in  the  centre  of  the  field  and 
scarce  in  the  outer  regions.  Thus  the  velocity  of  agitation  of 
the  electrons  for  E/p  =  300,  when  ions  are  produced  freely  by 
colHsion,  is  probably  of  the  order  3  x  10^  cm.  per  second,  which 
suggests  that  this  is  about  the  average  velocity  required  to  ionise 
a  molecule  by  colhsion.  A  more  accurate  estimate  can  be  obtained 
as  follows. 

For  the  sake  of  simpUcity  let  us  assume  that  ionisation  takes 
place  at  every  colhsion  when  the  velocity  of  the  electron  exceeds 
a  certain  definite  value  v^,  and  that  the  velocities  of  agitation  of 
the  electrons  are  distributed  according  to  Maxwell's  law*-  Thus 
the  fraction  of  the  total  time  during  which  the  velocity  of  a 
particular  electron  lies  between  V  and  V  +  dV  ia 

*  Jeans,  Dynamical  Theory  of  Gases,  pp.  11-28.  To  take  aU  the  velocities 
of  agitation  equal  would,  of  course,  lead  to  an  absurd  conclusion  in  this  case. 
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where  A  and  [jl  are  certain  constants.  They  have  to  be  chosen 
so  that 

f    f{V)dV^l,      r ^mV^.f(V)dV  =  kW, 
Jo  Jo 

where,  to  avoid  confusion,  W  is  written  for  a9,  the  kinetic  energy 
of  a  molecule  at  ordinary  temperatures.    This  gives 

Consider  the  collisions  which  occur  while  an  electron  drifts  through 
1  cm.  in  the  direction  of  the  electric  force.  The  total  time  taken 
is  1/v,  where  v  as  usual  denotes  the  velocity  under  the  electric 
force,  and  the  time  during  which  it  is  moving  on  a  free  path  with 
a  velocity  intermediate  between  F  and  V  +  dV  is  f{V)dVjv. 
Since  the  average  time  between  collisions  is  l/V,  where  I  is  the  mean 
free  path,  the  number  of  collisions  occurring  with  velocities  between 
V  and  V  +  dV  is  V  f(V)dV/lv.     The  number  of  collisions  with 

velocities  exceeding  »o  is  therefore  j-       Vf{V)dV.     But  this, 

by  hypothesis,  is  equal  to  a.     Hence 

lav=  rVf{V)dV 

J   Ho 

=  x\    V^e-'^f'dV 

■I   Vo 

Carrying  out  the  integration  and  substituting  for  A  its  value  in 
terms  of  fi,  we  have 

~S^=il^-)^l-v (30). 

Since  all  the  quantities  except  v^  in  this  equation  are  known,  the 
value  of  Vq  can  be  found  by  trial.  Taking  Ejp  =  40,  Z  =  -03/^, 
a  =  -019^,  i;  =  1-5  X  10'  and  k  =  85,  we  find  ij,  =  1-34  x  10-". 
Equation  (30)  then  gives  v^  =  2-9  x  10^.  This  is  the  velocity 
that  would  be  acquired  by  an  electron  in  falling  freely  through 
a  difference  of  potential  of  about  25  volts.  It  does  not,  however, 
follow  that  ions  are  never  produced  with  smaller  velocities.    Thus 
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Lenard  found  evidence  of  ionisation  by  collision  for  potentials  of 
about  10  volts,  corresponding  to  a  velocity  of  2  x  10^  cm.  per 
second.     This  may  be  taken  as  the  practical  lower  limit. 

222,     Ionisation  by  positive  ions.     The  theory  of  Art.  220 
can  be  extended  to  allow  for  the  effect  of  positive  ions.     Take 
a;  =  0  as  negative  electrode,  x  =  d  as 
positive    electrode.     Let   Wq    be    the  ^x 

number  of  electrons  emitted  by  the 
negative  electrode  per  second,  n  the 
number  arriving  at  the  positive  elec- 
trode, and  p,  q  the  numbers  produced 
by  collision  on  either  side  of  the  plane 
X,  as  shown.  Then  n  =  n„  +  p  +  q. 
In  one  second  Wq  +  ^  electrons  pass 
the  plane  x  from  left  to  right,  and  q  ~ 
positive  ions  from  right  to  left.  If  ^ 
is  the  number  of  electrons  produced  Pig.  326 

by  a  positive  ion  in  travelling  a  dis- 
tance of  1  cm.  in  the  direction  of  the  electric  force, 
dp  =  (no  +  p)  adx  +  qpdx, 

since  each  represents  the  number  of  electrons  generated  per  second 
in  the  strip  dx.    Hence 


+ 


dp      , 

^  =  (Wo  +  p)  (a 


or 


d 


The  integrating  factor  is  e-^"—^^". 
Ua  +  p- 


^)  {no  +  V)  =  n^. 
Hence 


where  A  is  an  arbitrary  constant.  When  a;  =  0,  ^  =  0,  so  that 

A  =  no  +  np/{a~p).    When  x  =  d,  n^  +  p^n.      Making  these 
substitutions,  we  have 

V  a  -  S/  a-  B' 


or 


(a  -  18)  e'"-^"* 


.(31). 
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When  p  =  0  this  neduces  to  n  =  n^e"^^,  as  before.  Although 
few  ions  are  produced  by  a  positive  ion  in  moving  through  a 
centimetre,  the  effect  on  the  current  is  very  great  at  the  larger 
distances.  This  is  shown  in  the  following  table,  which  is  a  com- 
pletion of  that  in  Art.  220. 


Air,  4  mm.  pressure,  electric  force  700  volts  per  cm. 
a  =8-16,  j8=-0067. 


Distance  d 

between  plates 

in  cm. 

0-2 

0-3 

0-4 

0'5 

0-6 

0-7 

0.8 

Current  in  arbi- 
trary units 

gad 

(a  -  ^)  e(«-^)<' 

512 
5-11 
5-11 

11-4 
11-6 
11-6 

26-7 
26-1 
26-5 

61 
59 
62 

148 
133 
149 

401 
301 
399 

1500 

680 

1544 

The  theory  has  been  verified*  by  this  and  many  similar  experi- 
ments. Like  a/p,  ^If  is  a  function  of  Elp  only,  shown  for  certain 
gases  by  the  curves,  Fig.  327,  which  may  be  advantageously 
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Fig.  327 

*  Semen  currents  are,  in  effect,  accurately  accounted  for  by  the  adjustment 
of  thrtt  constants  n^,  a,  ^. 
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compared  with  the  curves  giving  a/p  in  terms  of  E/p  (Kg-  325). 
The  difference  between  light  and  heavy  gases  is  very  well  marked 
here,  as  might  be  expected,  since  the  positive  ion  under  these 
forces  is  probably  a  charged  atom  of  the  gas,  and  the  heavier  ions 
move  more  slowly.  The  experiments  therefore,  as  far  as  they 
go,  support  the  conclusion  of  the  absence  of  anything  of  the  nature 
of  a  "positive  electron."  The  ionising  power  of  a  positive  ion 
is  much  less  than  that. of  an  electron  in  the  same  field ;  but  this 
is  only  because  the  velocity  is  so  much  smaller,  We  shall  see 
later  that  the  a  particle  from  radioactive  substances,  which  is  a 
charged  helium  atom  moving  with  a  velocity  of  the  order  2  x  10* 
cm.  per  second,  produces  more  ions  per  centimetre  than  an  electron 
travelling  at  any  speed  whatever. 

223.     Theory  of  the  sparking  potential.     The  equation 
(30)  has  one  important  consequence.     If  d  is  such  that 

a  -  j8e'— ^"^  =  0, 

the  denominator  vanishes  and  w/mq  =  oo  .  The  physical  interpre- 
tation of  this  is  that  as  large  a  current  as  desired  can  be  obtained 
from  indefinitely  few  ions  by  making  the  distance  between  the 
plates  approach  the  above  value.  This,  as  is  well  known,  is  what 
happens  when  a  spark  passes.  Hence  according  to  Townsend's 
theory  the  sparking  distance  d,  for  the  uniform  field  between 
two  parallel-plate  electrodes,  is  given  by 

,  _  log,  g- log,  ^ 

'^-         ^^^8 (^2)- 

Since  some  ions  are  constantly  being  produced  in  a  gas  under 
normal  conditions,  it  is  easy  to  see  how  a  spark  can  take  place  in 
the  absence  of  external  radiation.  The  above  theory  has  been 
verified  experimentally.  Since  a  and  ^  are  known  in  terms  of  the 
electric  force  and  the  pressure,  the  plates  can  be  set  at  a  distance 
apart  given  by  equation  (32),  and  the  least  potential  7  required 
to  produce  a  spark  found  by  trial.  It  may  then  be  compared 
with  the  value  Ed  which  woidd  be  predicted  by  theory.  The 
results  of  some  experiments  on  air  are  given  in  the  following 
table : 
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Em 

p  in 

Fin  * 
volts 

volts 

mm.  of 

d  in  cm. 

Ed 

pd 

per  cm. 

mercury 

1050 

8 

•765 

803 

803 

6^12 

1400 

8 

•431 

601 

603 

3^45 

1050 

6 

•572 

601 

604 

343 

700 

4 

•871 

610 

615 

3^48 

1050 

4 

•454 

477 

480 

1^82 

525 

2 

■910 

481 

488 

1^82 

7Q0 

2 

•575. 

403 

407 

1^15 

350 

1 

M3 

395 

398 

M3 

437 

1 

•832 

364 

365 

•83 

350 

•66 

•965 

338 

340 

•64 

437 

•66 

■766 

335 

336 

•505 

The  above  numbers  also  exemplify  a  remarkable  law,  first 
enunciated  by  de  la  Rue  and  Miiller  in  1880,  that  the  sparking 
potential  is  a  function  of  the  product  pd  of  pressure  and  sparking 
distance  only.  Thus  F  is  practically  the  same  when  p  =  i  and 
d  =  -454  as  it  is  when  p  =  2  an!d  d  =  -910.  In  order  to  prove  this 
theoretically,  put  a  =  pf(E/p)  and  ^  =  p<f>  {Ejp)  in  equation  (32). 
Then  since  E  =  Vjd,  the  equation  becomes 

which  involves  F  and  pd  only. 

The  curves  connecting  F  and  pd  for  certain  gases  are  given  in 
Fig.  328. 

All  the  curves  have  much  the  same  shape :  the  potential 
becomes  infinite  when  pd  is  either  very  small  or  very  large,  and 
has  a  minimum  value  somewhere  between.  The  minimum 
sparking  potentials  (in  volts)  for  the  various  gases  are  approxi- 
mately as  follows : 


Carbon  dioxide 

Sulphur  dioxide 

Oxygen 

Air            

470 
455 
455 
340 

Nitrogen 
Hydrogen     . . . 
Argon 
Helium 

290 
275 
230 
155 

In  air  the  minimum  occurs  when  pd  =  0-5,  corresponding  to  a 
sparking  distance  at  atmospheric  pressure  of  1/150  mm.     The 
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sparking   potentials    at    atmospheric    pressure   would    therefore     '5 
normally  be  much  above  the  minimum.     There  is  still  some, 
uncertainty  as  to  the  exact  values,  but  a  rough  rule  is  to  allow 
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Fig.  328 

30,000  volts  to  the  centimetre  for  all  distances  above  1  mm. 
For  values  of  fd,  below  0-5  there  is  a  tendency  for  the  discharge 
to  choose  a  longer  path  round  the  back  of  the  electrodes  in  prefer- 
ence to  the  straight  path  between  them,  since  the  potential  in 
the  latter  case  exceeds  that  in  the  former.  In  Carr's  experiments 
this  was  prevented  by  embedding  the  electrodes  in  ebonite. 

Another  precaution  is  necessary  in  measuring  sparking  poten- 
tials, which  is  readily  explained  by  the  theory.  Although,  as 
has  been  said,  a  discharge  takes  place  when  the  applied  potential 
is  equal  to  the  sparking  potential,  it  does  not  follow  that  it  will  do 
so  at  once,  because  the  few  ions  present  may  not  be  favourably 
placed  for  multiplying  themselves  by  collision.  As  much  as  a 
quarter  of  an  hour  may  elapse  if  the  appKed  potential  is  only  a 
volt  or  so  above  the  sparking  potential.  The  "lag"  is  much 
reduced  when  care  is  taken  to  ionise  the  gas  slightly  during  the 
experiment,  most  conveniently  by  allowing  ultra-violet  light  to 
fall  on  the  negative  electrode,  and  consistent  observations  may  then 
be  made  without  waste  of  time.     This  is  no  doubt  the  true 
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explanation  of  Hertz's  observation  (Art.  217),  which  led  to  the 
discovery  of  the  photoelectric  efEect. 

224.  The  general  similarity  theorem.  An  electric  dis- 
charge, when  once  started,  goes  on  by  itself  as  long  as  a  suffi- 
ciently high  potential  is  appHed  to  the  electrodes.  The  potential 
required  to  maintain  a  current  is  not  in  general  the  same  as  that 
required  to  start  it,  being  greater,  for  example,  in  brush  discharges 
from  fine  points  and  less  in  the  discharges  between  parallel  plates 
for  the  higher  values  of  fd.  The  current  itself  maintains  the  supply 
of  ions  necessary  for  its  own  continuance.  Nevertheless,  it  is 
very  difficult  to  give  any  comprehensive  theory,  because  there 
are  several  processes  of  ionisation  at  work,  and  their  relative 
efficacy  is  uncertain.  Thus  it  is  generally  held  that  the  cathode 
rays  are  produced  by  the  impact  of  positive  ions  which  have 
acquired  a  high  velocity  in  the  Hittorf  dark  space.  Positive  ions 
may  therefore  Uberate  electrons  from  the  negative  electrode  as 
well  as  from  the  molecules  of  the  gas.  This  effect  is  negligible  at 
the  higher  pressures,  because  the  sparking  potential  has  been 
almost  universally  found  to  be  independent  of  the  material  of 
the  electrodes ;  but  it  is  certain  that  it  comes  into  play  at  very 
low  pressures. 

The  larger  the  linear  dimensions  of  an  apparatus,  the  lower 
the  pressure  required  to  exhibit  a  particular  phenomenon.  These 
and  similar  results  are  covered  by  a  general  theorem,  due  to  Holm, 
on  discharges  in  geometrically  similar  systems.  For  the  sake  of 
definiteness  we  shall  consider  two  discharge  tubes  D^,  D^  (Fig.  329), 
made  of  the  same  materials  and  filled  with  the  same  gas.  Let 
the  linear  dimensions  be  in  the  ratio  1  to  k,  the  pressures  in  the 
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Fig.  329 


inverse  ratio  h  to  1.  "Corresponding  times"  will  be  taken  to  be 
the  times  of  describing  a  free  path ;  that  is,  times  in  the  ratio  1 
to  k.   We  shall  suppose  that  at  a  particular  time  the  distribution 


-Di 

-Da 

d 

kd 

P 

pjh 

I 

hi 

t 

U 

e 

he 

n 

njh^ 

E 

E/h 

V 

V 

542  CONDUCTION   OF   ELECTRICITY   THROTTGH   GASES  [CH. 

and  movement*  of  the  ions  in  the  tubes  are  precisely  similar, 
but  that  the  total  numbers  are  in  the  ratio  1  to  h.  Then  the  electric 
force  E^  =  e^jr^^  at  any  point  becomes  E^  =  hej/h^ri^  in  the  second 
system,  so  that  E^  =  E^jh .  These  correlations,  together  with  some 
others  easily  deduced  from  them,  are  given  here  for  reference: 

Linear  dimensions  

Pressure  ...  

Free  path  of  an  ion         

Time  

Charge  in  corresponding  regions 
No.  of  ions  per  c.c. 

Electric  force         

Potential  at  corresponding  points 

The  velocity  acquired  by  an  ion  during  a  free  path  I  is  propor- 
tional to  El,  and  therefore  invariant.  It  follows  that  the  equahty 
of  the  distribution  of  velocities  is  unchanged  until  the  next  collision, 
and  the  velocities  on  collision  are  the  same  in  the  two  cases ;  that 
is,  for  N  ions  colliding  with  velocities  in  the  range  {v^,  Vy,  v^), 
{Vg.  +  dvie,  Vy  +  dVy,  v^  +  dv^)  in  the  first  tube  JcN  do  so  in  the 
second.  Corresponding  stages  are  however  only  reached  in  corre- 
sponding times.  Since  the  distribution  of  velocities  on  colHsion 
is  the  same,  the  efiect  of  the  colhsions  is  also  the  same  :  the  same 
fraction  is  deviated  through  a  given  angle  and  the  same  fraction 
of  colhsions  results  in  ionisation.  It  follows  that  if  the  distribution 
of  ions  in  the  two  tubes  is  similar  at  times  t,  let  respectively,  it  will 
be  so  at  times  t  +  dt,  li{t  +  dt),  and  therefore  at  all  subsequent 
corresponding  times.  Diffusion,  velocity  under  the  electric  force 
and  ionisation  by  colUsion  of  both  kinds  are  hereby  taken  into 
account. 

This  conclusion  still  holds  in  the  presence  of  the  electrodes 
and  the  walls  of  the  tube.  Consider  the  former.  The  number  of 
positive  ions,  say,  colliding  with  unit  area  of  the  cathodes  C^,  C^ 
per  second  are  in  the  ratio  n:  njk^  =  Ic^-.l.  HenCe  the  total 
numbers  colliding  per  second  are  equal,  and  the  numbers  of  ions 

*  There  are  no  special  assumptions  here  as  to  equality  of  free  paths,  velocities 
of  agitation  or  otherwise.  What  is  meant  is  that,  at  corresponding  points,  the 
fraction  of  the  ions  with  velocities  between  (v^,  Vy,  v^)  and  (v^  +  dv^,  Vy  +  dv  , 
«j  +  dv^  is  the  same  in  both  cases. 
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disappearing  from  the  gas  in  corresponding  times  are  in  the 
proper  ratio  1  to  h.  Again,  if  any  cathode  rays  are  generated 
at  all  their  numbers  are  in  the  same  ratio,  since  the  velocities  of 
impact  of  the  positive  ions  on  the  cathode  are  the  same  in  the 
two  cases.  The  effect  of  the  walls  of  the  tube  is  similar.  In 
corresponding  times  corresponding  numbers  of  ions  collide  with 
equal  velocities,  and  the  effect  both  in  loss  of  ions  and  in  distur- 
bance of  the  electric  field  by  the  charge  is  the  same. 

These  considerations  suffice  to  show  that,  if  the  state  of  affairs 
in  the  first  tube  is  a  permanent  one,  that  in  the  second  tube  is 
also*.  The  potential  difference  F  required  to  send  a  current  i 
through  a  discharge  tube  must  be  of  the  form  F  =  ^  {i,  jp,  d), 
where  d  represents  the  linear  dimensions  and  <f)  depends  on  the 
shape  only.  It  follows  from  the  above  that  F  is  the  same  as 
long  as  i  and  the  product  jid  remain  unaltered.  Hence  the 
relation  must  be  of  the  form 

V=f{i,pd) (33) 

in  the  two  variables  i,  pd.  When  i  =  0,  F  is  the  sparking  potential, 
and  we  recover  de  la  Rue  and  Miiller's  law. 

The  theory  does  not  include  the  effect  of  Rontgen  rays  produced 
in  the  tube,  unless  their  ionising  power  varies  inversely  as  the 
square  of  the  distance.  Though  there  is  some  evidence  for  this 
it  does  not  seem  safe  to  rely  on  it  in  general.  Nor  is  recombination 
allowed  for.  Nevertheless,  it  seems  probable  that,  if  equal  currents 
were  sent  through  two  similar  discharge  tubes  at  pressures  inversely 
proportional  to  their  linear  dimensions,  the  potentials  would  be 
the  same  and  the  distributions  of  light  exactly  similar. 

225.  Positive  rays.  We  have  seen  (Art.  204)  that  at  low 
pressures  the  glow  nearest  to  the  cathode  in  a  discharge  tube 
tends  to  spread  out,  and  when  the  discharge  potential  is  of  the 
order  of  10,000  volts  it  may  extend  to  a  distance  of  2  cm.  or  so 
from  the  cathode.  If  the  cathode  is  perforated  the  glow  is  seen 
also  on  the  far  side,  taking  the  form  of  parallel  streams  of  red  or 
orange  light.  These  rays  were  first  observed  by  Goldstein  in 
1886,  and  called  by  him  canal  rays ;    but  since,  as  we  shall  see 

*  If  not,  the  permanent  states  are  approached  in  corresponding  times. 
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presently,  they  contain  a  proportion  of  positively  charged  particles 
moving  with  a  high  velocity,  they  are  more  appropriately  called 
positive  rays. 

The  magnetic  deflexion  of  these  rays  is  certainly  small  in 
comparison  with  that  of  the  cathode  rays ;  but  in  1898  W.  Wien 
succeeded  in  deflecting  them  by  both  electric  and  magnetic  forces. 
His  apparatus,  which  has  been  used  with  slight  modifications  by 
all  subsequent  observers,  is  shown  in  Fig.  330.     The  rays,  after 


Kg.  330 


passing  through  the  perforated  iron  cathode  C,  fall  on  a  glass 
plate  P  which  fluoresces  at  the  point  of  impact,  so  that  the 
deflexions  may  be  easily  observed.  An  electric  field  can  be  applied 
between  the  pair  of  plates  Cj,  C^,  and  a  magnetic  field  in  the  same 
direction  between  the  poles  of  a  large  electro-magnet.  In  order 
to  screen  the  discharge  tube  from  the  direct  action  of  the  electro- 
magnet it  is  necessary  to  surround  the  tube  with  an  iron  cylinder 
S,  as  shown  in  the  figure. 

For  simplicity  suppose  that  the  electric  and  magnetic  fields 
are  imiform  over  the. whole  distance  I  from  the  cathode  to  the  plate 
P,  and  consider  the  effect  on  a  charged  particle  moving  wibh 

pP 
velocity  v.     The  electric  deflexion  is  |  ^  t^,  and  the  magnetic 


evH 


m 


deflexion,  supposed  small,  is  J t^  in  the  perpendicular  direction. 


mc 


where  t  =  l/v  is  the  time  occupied  by  the  free  flight  of  the  particle. 
Calling  these  deflexions  x  and  y  respectively,  we  have 


X  = 


2m  v^ 


.(34) 
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Eliminating  v, 

we 

have 

_  eHP 
2m  cv 


.(35). 


e 


2Ec^ 


.(36). 


Hence  all  particles  having  a  definite  value  of  e/m  lie  on  a  parabola; 
The  electric  deflexion  is,  caeteris  paribus,  inversely  proportional  to 
the  kinetic  energy  of  the  particle.  It  is  natural  to  suppose  that  the 
positive  rays  are  the  positive  ions  generated  in  the  discharge 
tube,  which  move  past  the  cathode  with  a  high  velocity.  In 
this  case  no  particle  can  have  a 
kinetic  energy  greater  than  eV, 
where  F  is  the  discharge  poten- 
tial ;  hence  there  is  a  definite 
inferior  limit  to  the  electric  de- 
flexion, and  the  points  correspond- 
ing to  the  different  velocities 
should  be  spread  over  a  parabolic 
arc,  as  shown  in  Fig.  331, 

All  experiments  on  electric  and 
magnetic  deflexion  agree  in  giving 
values  of  e/m  of  the  order  10^*, 
corresponding  to  that  of  a  charged 
atom  or  molecule,  and  velocities 
of  the  order  ,10^  cm.  per  second ; 

but  the  phenomena  are  not  so  simple  as  is  represented  above. 
Thus  there  is  always  an  undefiected  central  spot,  and  no  gap 
between  it  and  the  deflected  curve,  nor  do  the  curves  usually 
much  resemble  parabolas.  This  may  be  explained  by  supposing 
that  some  of  the  particles  become  discharged  between  the  cathode 
and  the  fluorescent  screen,  and  thus  experience  less  than  the 
normal  deflexion.  A  complete  explanation  was  found  by  Wien 
in  1908,  namely  that  a  stream  of  positive  rays,  as  it  advances, 
tends  towards  a  limiting  state  in  which  the  ratio  of  charged  to 
uncharged  particles  is  constant:  thus  a  beam  originally  charged 
becomes  partially  discharged,  and  a  beam  from  which  the  charged 
particles  have  been  removed  acquires  charges  in  some  way  from 
the  molecules  with  which  they  collide. 


ELECTRIC  DEFLEXION 
Kg.  331 


p.  E. 
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It  is  obvious,  therefore,  that  the  normal  parabolas  can  only 
be  obtained  when  the  pressure  in  the  space  behind  the  cathode 
is  so  low  that  very  few  collisions  occur  there.  The  pressure  in  the 
main  tube  must  at  the  same  time  be  high  enough  to  allow  the 
discharge  to  pass  with  ease ;  but  no  separation  of  the  chambers  is 
possible  since  the  rays  cannot  pass  through  even  the  thinnest 
membranes.  Wien  solved  the  difficulty  by  having  a  long  capillary 
tube  between  the  discharge  tube  and  the  tube  in  which  the 
properties  of  the  rays  are  examined.  The  latter  is  kept  very 
highly  exhausted,  and  gas  is  continually  supplied  to  the  discharge 
tube  by  a  second  fine  capillary  to  make  up  the  loss  of  gas  by 
diffusion. 

Using  these  methods  von  Dechend  and  Hammer  were  able  to 
obtain  parabolic  bands  like  that  shown  in  Fig.  331.  In  hydrogen 
the  strongest  band  corresponds  to  a  hydrogen  atom  with  a  single 
positive  charge  (e/m  =  2-9  x  10^-*),  and  the  kinetic  energy  of  the 
least  deflected  particles  is  that  which  would  be  acquired  in  falling 
through  the  whole  discharge  potential.  Evidence  was  also 
obtained  of  charged  hydrogen  molecules  (H.^  +)  and  of  singly 
and  doubly  charged  carbon  atoms  (C  +,  C  +  +),  the  latter  arising 
from  impurities  present  in  the  tube.  The  work  of  von  Dechend 
and  Hammer  has  been  extended  , 
by  Sir  J.  J.  Thomson,  who  has 
devised  a  method  of  deciding 
whether  the  charge  is  single  or 
multiple,  and  thus  determining 
the  atomic  weight  of  the  cor- 
responding particle  quite  un- 
equivocally. This  will  be  under- 
stood by  reference  to  Pig.  332, 
which  shows  (diagrammatically) 
two  curves  obtained  with  oxy- 
gen in  the  discharge  tube.  Here 
0  is  the  undeflected  spot,  1  a  parabolic  arc  corresponding  to  m/e= 16 
in  terms  of  the  hydrogen  atom.  The  thick  part  of  the  curve  is 
no  doubt  caused  by  singly  charged  oxygen  atoms  :  it  has,  however, 
a  thinner  prolongation  extending  to  exactly  half  its  distance  from 
the  vertical  through   0.     This   must  be   due   to   particles   with 


Kg.  332 
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kinetic  energy  up  to  twice  the  normal  amount ;  that  is,  to  oxygen 
atoms  which  originally  carried  a  double  charge,  but  have  lost  one 
of  them  after  passing  the  cathode.  This  view  is  confirmed  by  the 
appearance,  on  all  plates  showing  the  beaded  parabola  1,  of  a 
curve  2  corresponding  to  m/e  =  8,  which  is  caused  by  atoms 
which  have  retained  their  double  charge  throughout. 

The  behaviour  of  positive  electricity  in  gases  at  low  pressures 
thus  contrasts  strikingly  with  that  of  negative  electricity.  Here 
ejm  never  approaches  the  value  5  x  10^'  obtained  for  the  cathode 
rays.  There  is,  on  the  contrary,  good  reason  to  believe  that  the 
carrier  is  always  an  atom  or  molecule  of  a  gas  or  impurity  present 
in  the  tube.  In  this  connexion  we  may  mention  Stark's  interesting 
discovery  of  the  "Doppler  effect";  that  is,  that  some  of  the 
spectral  lines  of  the  luminosity  excited  by  the  positive  rays, 
when  viewed  end  on,  appear  to  be  displaced  towards  the  violet 
or  red*,  according  as  the  spectroscope  is  placed  so  that  the  rays 
approach  it  or  recede  from  it.  This  confirms  the  conclusion  that 
the  carriers  of  the  positive  current  are  at  least  atoms. 

The  above  researches  suggest  that  positive  ions  may  be  con- 
stantly getting  charged  and  discharged  as  they  travel  in  an  electric 
field  in  ordinary  experiments.  But  even  if  this  is  so  it  would 
not  affect  the  developments  of  Art.  222,  as  there  would  always 
be  a  certain  average  number  of  electrons  produced  per  centi- 
metre of  the  path  of  the  particle. 

226.     Emission   of  ions   by   incandescent    solids.      The 

leak  of  negative  electricity  from  an  incandescent  metal  has  already 
been  mentioned  in  Art.  179.  It  is  found  that  the  presence  of  gas, 
particularly  hydrogen,  complicates  matters,  the  simplest  results 
being  obtained  in  a  high  vacuum.  The  unilateral  nature  of  the 
discharge  in  high  vacua  was  first  clearly  proved  by  Elster  and 
Oeitel  in  1885.  It  is  found  that  very  few  ions  escape,  when  the 
temperature  is  below  500°  C,  but  the  number  rises  rapidly  with 
increase  of  temperature,  and  at  1200°  C.  an  ordinary  wire  will 
give  a  current  capable  of  deflecting  a  moving-coil  galvanometer. 

It  is  important  to  determine  'the  value  of  e/m  for  the  carriers 
of  the  negative  current,  so  as  to  find  out  what  they  are.     This 

*  Or  more  accurately  doubled,  since  there  Is  always  a  line  in  the  original  position. 

35—2 


548 


CONDUCTION   OF   BLECTKICITY   THEOT7GH   GASES 


[CH. 


was  first  done  by  Sir  J.  J.  Thomson  in  1899.  He  found  the  value 
2-6  X  10",  which,  though  low,  is  sufficient  to  show  that  the 
particles  are  electrons. 

Wehnelt  found  that  the  emission  of  electrons  was  much  increased 
by  coating  the  metal  with  calcium  oxide  or  some  similar  substance, 
and  introduced  the  cathode  bearing  his  name.     A  Braun-Wehnelt 


± 


•P, 


Kg.  333 

tube,  which  affords  the  most  generally  convenient  way  of  demon- 
strating the  properties  of  moving  electrons,  is  shown  in  Kg.  333. 
There  is  an  important  difference  between  this  and  an  ordinary 
Braun's  tube,  in  that  the  supply  of  electrons  has  no  longer  to  be 
maintained  by  the  impact  of  swift  positive  ions  on  the  cathode*. 
The  high  potential  required  for  the  discharge  at  low  pressures  is 
no  longer  necessary,  and  a  battery  of  250  small  accumulators 
suffices  for  most  purposes.  The  Wehnelt  cathode  C  is  a  strip  of 
platinum  heated  to  redness  by  means  of  a  subsidiary  battery,  and 
carrying  a  small  spot  of  calcium  oxide.  The  stream  of  electrons 
passes  through  a  small  hole  in  the  centre  of  the  anode  and  produces 
a  blue  glow  in  the  slight  amount  of  gas  remaining  in  the  tube, 
which  marks  its  path  very  clearly.  An  electric  deflexion  may 
be  obtained  by  means  of  the  small  condenser  PiP^,  a  magnetic 
deflexion  by  a  suitably  placed  coil,  or  pair  of  coils.  Transparent 
squared  paper  or  fabric  should  be  used  as  backing  for  the  fluores- 
cent screen  S,  so  that  the  movement  of  the  spot  of  light  may  be 
followed.     In  this  way  it  is  easy  to  make  a  rough  determination 

*  In  Coolidge's  Eontgen  ray  bulb  the  supply  of  electrons  is  likewise  maintained 
by  means  of  an  incandescent  cathode,  and  heavy  currents  can  be  passed  without 
dangerous  heating. 
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of  the  value  of  e/m.  The  main  circuit  must  contain  a  resistance 
R  of  the  order  of  50,000  ohms,  otherwise  an  excessive  current 
may  flow. 

Positive  electricity  may  escape  from  incandescent  metals,  but 
the  carriers  of  the  current  are  never  of  less  than  atomic  mass. 

The  preceding  facts  are  particularly  interesting  in  throwing 
light  on  the  phenomena  of  the  electric  arc.  It  is  generally  agreed 
that  the  essential  part  of  an  ordinary  carbon  arc  is  the  incandescent 
negative  electrode,  emitting  streams  of  electrons  which  fall  on 
the  positive  electrode  and  keep  it  also  very  hot.  No  arc  can  be 
■  formed  with  a  cold  cathode,  although,  as  we  have  seen,  arcs  with 
water-cooled  anodes  are  quite  possible.  The  only  difference 
between  an  arc  and  a  Wehnelt  cathode  discharge  is  that  in  the 
latter  case  the  c&,thode  is  heated  by  an  external  agency,  and  in 
the  former  case  by  the  impact  of  positive  ions  from  the  gas  or 
positive  electrode.  The  transition  from  one  type  of  discharge  to 
the  other  is  well  illustrated  by  an  experiment  described  by  Sir 
J.  J.  Thomson.  If  the  resistance  R  in  Fig.  333  is  not  too  large, 
and  the  electromotive  force  V  gradually  increased,  a  time  comes 
when  the  cathode  becomes  hotter  by  the  impact  of  the  residual 
positive  ions  in  the  gas,  and  the  current  rises  from  a  small  value 
to  an  ampere  or  so.  At  this  stage  the  current  used  to  heat  the 
cathode  may  be  cut  off  and  the  main  current  will  maintain  itself, 
the  cathode  remaining  hot.  The  discharge  is  then  indistinguish- 
able from  an  arc. 

227.  Theory  of  the  difiraction  of  Rontgen  rays  by 
crystals.  We  have  now  to  consider  in  greater  detail  the  diffrac- 
tion phenomena  mentioned  in  Art.  207.  They  are  analogous  to 
the  effects  produced  when  light  falls  on  a  diffraction  grating : 
but  whereas  in  the  latter  case  the  dimensions  of  the  grating  are 
known  beforehand,  here  both  the  structure  of  the  crystal  and  the 
nature  of  the  incident  "light"  have  to  be  found  from  the  observa- 
tions.    It  is  essential  to  bear  in  mind  the  two  problems  involved. 

To  illustrate  this  more  clearly  take  the  case  of  a  simple  cubical 
array  of  identical  atoms ;  that  is,  one  which  is  such  that  axes 
can  be  chosen  so  that  there  is  an  atom  at  each  of  the  points 
(pa,  qa,  ra),  where  a  is  a  constant  length  and  p,  q,  r  are  positive 
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or  negative  integers.  Let  a  plane  wave  of  Rontgen  rays  of  wave- 
length A  pass  through  the  crystal  in  the  direction  (l,  m,  n)  referred 
to  these  axes.  The  rays  are  scattered  in  all  directions  by  the 
atoms,  and  subsequently  interfere.  Considet  the  effect  produced 
in  the  direction  (Z',  m' ,  n').  Let  0,  A,  B,  C  be  four  consecutive 
atoms,  0  being  taken  as  origin.  Since  the  projection  of  OA  on 
the  normal  to  the  wave-front  is 
la,  the  wave  reaches  A  at  a  time 
la/c  after  it  reaches  0,  c  being 
the  velocity  of  light.  By  similar 
reasoning  it  follows  that  a  scat- 
tered ray  from  A  in  the  direction 
(V,  m',  n')  is  in  advance  of  one 
from  0  by  the  amoimt  I'a/c ;  hence 
the  total  phase-difference  between 
the  two  rays  after  scattering  is 
(I'  —  I)  a/c.  The  directions  of  ap- 
preciable intensity  of  the  scattered 
beam   are    those    for    which    the 

phase-differences  between  rays  scattered  by  0,  A,  B,  C  differ  by 
integral  multiples  of  the  periodic  time  X/c  of  the  waves.  Hence 
we  have  (I'  —  I)  a/c  =  hj^X/c,  or 


Fig.  334 


V  -I. 


m'  —  m  =  h, 


n  —  n  ■ 


.(37), 


where  \,  h^,  \  are  integers, 
adding,   we  have 


Solving  for  V,  m' ,  n' ,  squaring  and 


-  (Ai^  +  V  +  h^)  +  2  {hj+  \m  +  A3W)  =  0  . . . .  (38), 


since  V^  +  m'2  +  n'^  =  Z^  +  ^2  +  „2  =  1,  Tj^i^  i^^^  equation  is 
important,  as  it  shows  that  A  can  only  have  one  of  a  certain  set 
of  values.  If  A  has  not  one  of  these  values  no  spot  is  formed, 
and  if  it  has  the  direction  {V,  m',  n')  is  then  given  uniquely  by 
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equations  (37).     Hence  even  a  heterogeneous  beam  of  Rontgen  rays 
will  give  a  diagram  of  discrete  points. 

If  the  rays  fall  normally  on  a  crystal  plate,  Z  =  m  =  0  and 
n  =  I,  so  that 

m  =  -^  ,    w  =  1  +  -i- . 


I'  =  hh 


Hence 


m'  1  —  n' 


showing  that  there  are  simple  numerical  relations  to  be  found 
between  the  direction-cosines  corresponding  to  the  various  spots. 
The  following  theorem  applies  to  any  crystal  whatever.  From 
the  regular  arrangement  of  atoms  in  a  crystal,  it  is  clear  that  many 
planes  can  be  found  contain- 
ing large  numbers  of  atoms. 
A  cleavage  plane  is  one  such. 
If  OA  (Fig.  335)  is  one  of 
these  planes,  another  will  be 
found  parallel  to  it  at  a  per- 
pendicular distance  d  (say). 
The  atoms  in  the  second  plane 
are  not  in  general  precisely 
behind  those  in  the  first ;  they 
may  be  sheared  over  through 
a  distance  a  as  shown  in  the 
figure.  Let  Eontgen  rays  fall 
obliquely   on   the   plane   OA, 

and  consider  only  the  waves  diffracted  at  an  angle  equal  to  the 
angle  of  incidence  i*.  The  condition  of  equality  of  phase  from  0 
and  A  is  then  satisfied  identically.  Proceeding  as  before,  we  find, 
for  the  condition  of  reinforcement  of  waves  from  0  and  B, 

d  sm6  +  a  cos  6     d&ind  —  a  cos  d         A 

1 =  n-  , 

c  c  c 


y 

B 

d 

a*         •         • 
0        A 

V 

\d'        '      '*■ 

Fig.  335 


or 


Id  sin  6  =  nX 


.(39), 


n  being  an  integer.     Since  a  has  disappeared,  we  see  that  the 
shearing  over  of  the  atoms  in  the  second  plane  is  immaterial. 

*  As  the  angle  of  incidence  is  generally  nearer  90°  than  0°  it  is  more  convenient 
to  use  instead  the  glancing  angle  9  =  Jir  -  i. 
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228.     Analysis  of  crystal  structure  by  Rbntgen  rays. 

The  Laue  diagrams  were  first  used  to  determine  the  structure 
of  crystals  hy  W.  L.  Bragg.  He  found  the  deductions  of  the 
last  article  entirely  verified  for  potassium  chloride,  and  concluded 
that  the  diffracting  centres  were  in  simple  cubical  array.  The 
behaviour  of  analogous  crystals,  such  as  sodium  chloride  and 
potassium  bromide,  showed  that  this  is  accidental,  probably 
because  the  atomic  weights  of  potassium  and  chlorine  are  so 
nearly  equal.  We  shall  not,  however,  follow  out  his  reasoning, 
as  a  more  powerful  method  of  examining  crystal  structure  has 
since  been  devised,  and  is  de- 


.W^E?^ 


.tf*3;i 


A 
Pig.  336 


->ic 


scribed  below.  The  structure 
adopted  for  all  these  crystals  is 
shown  in  Fig.  336,  in  which 
the  black  spots  represent  (say) 
sodium  atoms  and  the  white 
spots  chlorine  atoms.  The  com- 
plete set  of  spots  form  what  is 
called  a  simple  cubical  array : 
the  black  spots  only,  or  the 
white  spots  only,  a  "face- 
centred  lattice"  of  cubes  with 
a  point  at  the  centre  of  each 
face.  It  will  be  quickest  to  assume  this  provisionally  and  verify 
the  consequences  afterwards. 

The  most  effective  method  of  examining  the  structure  of 
crystals  is  one  devised  by  W.  H.  Bragg,  depending  on  equation 
(39).  The  spectral  composition  of  the  incident  rays  is  examined 
at  the  same  time.  The  beam  of  Eontgen  rays  from  the  bulb  5 
(Fig.  337)  is  narrowed  and  made  nearly  parallel  by  two  sUts 
Si,  Sz  in  thick  lead  sheets.  The  crystal  K  is  mounted  on  the 
central  table  of  a  spectrometer,  and  the  diffracted  beam  passes 
through  a  third  sht  S^  into  an  ionisation  chamber  occupying 
the  position  of  the  telescope  in  an  ordinary  spectrometer. 
A  sensitive  electroscope  is  required  to  measure  the  weak  ionisation 
current. 

Observations  of  the  strength  of  the  diffracted  pencil  are  made 
for  different  angles  6,  setting  a  face  of  the  crystal  so  as  to  make  the 
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same  angle  with  both  pencils.     In  this  way  the  various  wave 
lengths  are  examined  in  succession  (though  they  overlap  to  some 
extent),  and  any  spectral  Une  in  the  original  beam  will  stand  out 
as  a  peak  in  the  curve.     In  their  earliest  experiments  W.  H.  and 
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W.  L.  Bragg  used  a  bulb  with  a  platinum  target.  The  top  curve 
in  Mg.  338  was  taken  from  a  cleavage  plane  of  rock-salt.  In 
general,  the  intensity  falls  off  as  9  increases  ;  but  there  are  certain 
angles  at  which  the  intensity  of  the  diffracted  pencil  is  abnormally 
great.  They  undoubtedly  correspond  to  three  rays  of  definite 
wave-length  emitted  by  the  platinum  target,  the  peaks  A^^,  B^,  Cj 
forming  the  first  order  spectrum  and  the  peaks  A2,  B^,  C^  the 
second.  For  after  applying  certain  small  angular  corrections  the 
peaks  B^,  B2  were  found  to  occur  at  angles  11°  33'  and  23°  39', 
and  a  third  peak  B^  was  found  at  36°  39'.  The  sines  of  these 
angles  are  0-200,  0-401  and  0-597,  which  are  very  nearly  in  the 
ratio  1:2:3. 

Important  as  this  discovery  is,  we  shall  at  present  consider 
it  only  as  an  aid  to  determining  crystal  structure,  regarding  the 
peaks  as  convenient  landmarks.  For  the  sake  of  brevity,  a  plane 
of  atoms  parallel  to  the  plane  Ix  +  my  +  nz  =  0,  with  any  con- 
venient axes,  will  be  called  an  (Imn)  plane.  The  curves  for  the 
three  principal  planes  (100),  (010),  (001)  of  rock-salt  were  found 
to  be  identical.  This  is  to  be  expected  since  the  distance  between 
successive  planes  of  atoms  is  in  each  case  equal  to  the  side  a  of 
the  elementary  cube.  Now  consider  the  curve  for  the  (111) 
planes.  This  is  given  in  the  lower  half  of  Fig.  338.  One  such 
plane  is  the  plane  ABC  in  Fig.  336.  The  parallel  plane  PQB, 
at  a  distance  a/VS  from  it,  contains  only  black  atoms,  and  we 
have  to  move  through  a  distance  2a/-v/3  before  coming  across 
an  equivalent  plane.  Hence  the  relation  of  corresponding  peaks 
in  the  curves  for  the  planes  (100)  and  (111)  should,  if  this 
model  is  correct,  be  given  by  a  sin  ^i^o  =  2a  sin  ^m/-v/3,  or 
sin^joo  =  1"15  sin  ^m.  The  result  of  experiments  on  the  B  peak 
is  sin  ^100  =1-16  sin  O^j^.  Additional  support  is  given  by  observa- 
tions of  the  (110)  planes,  which  show  that  sin  d^^o  =  0-718  sin  ^^o, 
while  theory  gives  the  ratio  l/-v/2  =  0-707. 

It  is  obvious,  therefore,  that  we  have  a  method  of  finding  the 
structure  of  simple  crystals,  and  of  checking  the  accuracy  of  any 
proposed  model  of  a  more  compHcated  crystal.  In  simple  cases 
the  evidence  is  very  clear  :  thus  a  simple  cubical  array  (potassium 
chloride)  possesses  the  ratio  l/^/^  =  0-57  for  sin  ^mo/sin  ^jjj  instead 
of  the  ratio  2/-\/3  mentioned  above. 
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When  the  structure  of  a  crystal  is  known,  the  absolute  dimen- 
sions of  the  lattice  formed  by  corresponding  atoms  can  be  found. 
Consider  the  case  of  rock-salt.  The  mass  of  a  sodium  atom 
is  3-77  X  10-23  gm^  amj  ^j^a^^  of  a  chlorine  atom  5-82  x  IQ-^^  gm. 
If  a  is  the  side  of  the  elementary  cube  in  Fig.  336,  the  number 
of  atoms  of  either  kind  in  1  c.c.  of  crystal  is  l/2a3.  Hence  the 
mass  of  1  c.c.  of  the  crystal  is  i-S/lO^V.  Equating  this  to  the 
known  density  2-15  we  have  a  =  2-81  x  10-^  cm.  For  potassium 
chloride,  adopting  the  same  structure  (black  spots  =  potassium 
atoms,  white  spots  =  chlorine  atoms)  we  find  a  =  3-14  x  10-^  cm. 
The  peculiar  circumstance  of  the  black  and  white  spots  being 
practically  identical  as  regards  diffracting  power  has  been  referred 
to  already.  The  atoms  of  the  two  constituents  of  sodium  chloride 
are  not  so  nearly  equal :  but  even  there  there  is  a  remarkable 
weakening  of  the  odd  order  spectra  in  the  (111)  curves,  which 
the  reader  who  wishes  to  trace  the  effect  of  the  transition  from 
inequality  to  equality  will  find  significant. 

229.     High-frequency   spectra   of  the    elements.      The 

wave-lengths  corresponding  to  the  various  platinum  peaks  may 
now  be  determined,  since  the  constants  of  the  crystal  structure 
are  known.  W.  H.  Bragg  found  that  the  B  and  C  peaks  were  really 
double,  so  that  there  are  at  least  five  homqgeneous  radiations  from 
a  platinum  target  in  a  Eontgen  ray  bulb.^  Accurate  experiments 
showed  that  the  mean  B  peak  in  Fig.  338  corresponds  to  an  angle 
e  =  11°  18'.     Hence  X  =  2a  sin  9=  1-10  x  IQ-s  cm. 

In  view  of  the  complete  analogy  existing  between  Rontgen 
rays  and  light,  these  rays  must  be 
regarded    as    forming    part    of    the 
spectrum  of  platinum.     Other  high- 
frequency  spectra  are  examined  by      c 
changing  the  material  of  the  target.     % 
Fig.  339  shows  part  of  the  spectrum      e 
of  palladium.     It  is  remarkable  for 
the  smallness  of  the  continuous  spec- 
trum,   nearly   all   the   energy  being  ^ — -^ ^ — ^ — ^ 

concentrated  into  two  peaks,  one  of  Glancing  angle  $ 

which   is   much   stronger   than    the-  Kg.  339 
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Other.   The  wave-lengths  are  about '5-10  X  10-'  and  5-76  x  lO^^  cm. 
Several  other  elements  were  also  examined. 

Bragg'S  work  was  carried  further  by  Moseley,  who  examined 
the  high-frequency  spectra  of  most  of  the  elements  between 
aluminium  and  gold,  within  a  certain  range  of  wave-length.  The 
method  used  resembled  the  preceding,  except  that  photographic 
registration  was  employed  throughout.  The  spectral  Unes  fall 
naturally  into  two  sets,  called  the  K  and  L  sets  respectively*. 
Of  these  the  K  set  has  the  shorter  wave-length,  and  is  given  out 
freely  by  the  lighter  elements.  It  consists  of  two  lines  K^,  K^, 
of  which  K2  is  the  stronger.  The  wave-lengths  are  shown  in  the 
following  table: 


10«\ 

Element 

Rydberg's 
number  S, 

K^ 

K^ 

Aluminium 

7-892 

8-343 

15 

Silicon 

6-712 

7-124 

16 

Chlorine 



4-738 

19 

Potassium 

3-454 

3-750 

21 

Calcium 

3-086 

3-360 

22 

Titanium 

2-518 

2-751 

24 

Vanadium 

2-291 

2-513 

25 

Chromium 

2-088 

2-295 

26 

Manganese 

1-813 

2-206 

27 

Iron 

1-761 

1-941 

28 

Cobalt 

1-625 

1-794 

29 

Nickel 

1-501 

1-658 

30 

Copper 

1-398 

1-545 

31 

Zinc 

1-303 

1-441 

32 

Yttrium 

— 

0-836 

41 

Zirconium 

— 

0-792 

42 

Niobium 

— 

0-748 

43 

Molybdenum 

— 

0-719 

44 

Ruthenium 

— 

0-636 

46 

Palladium 

— 

0-583 

48 

Silver 

— 

0-559 

49 

The  numbers  in  the  last  column  require  some  explanation. 
From  considerations  of  a  different  kind  Eydberg  had  previously 

*  The  existence  of  homogeneous  rays  in  general,  and  of  the  K  and  L  sets  in 
particular,  was  first  shown  by  Barkla  before  the  discovery  of  the  diffraction  pheno- 
mena, by  considering  the  law  of  absorption  of  the  rays  in  metals.  The  method  is, 
however,  not  suited  for  distinguishing  between  rays  of  nearly  equal  wave-lengths. 
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been  led  to  arrange  the  elements  in  order  and  assign  a  definite 
ordinal  number  R  to  each.  The  order  is  not  exactly  that  of  the 
atomic  weights,  but  it  is  that  of  the  chemical  properties  in  the 
periodic  law.  Moseley  found  that  these  ordinals  were  applicable 
to  the  high-frequency  spectra,  and  further  that  the  wave-length 
A  of  any  particular  line  (say  K^)  was  connected  with  the  ordinal 
by  a  relation  of  the  form 


(R-lf 

where  a  and  h  are  the  same  for  all  the  elements.  This  is  clearly 
shown  by  plotting  R  against  the  square  root  of  the  oscillation  fre- 
quency V  =  c/A,  as  is  done  in  Fig.  340.  For  the  K^  series  we  have 
a  =  1-057  X  10-5,  h  =  3-5,  and  for  the  K^  series  a  =  1-213  x  lO-^, 
6  =  3. 

The  remarkable  relation  between  the    6's,  pointed   out  by 


70  Er 
SSHo 
68  D:; 
S71T) 

66  sa 

SSEu 
S4Si 
63 

-e2Ni 
61  Pr 
60  Ce 
59  U 
S8Bi 

-S7Cs 
56X5  I 
551 
S4Te' 
S3  SI 
S2Sn, 
51  In 

50  ca 

-49Ar 
48  ?a 
47Rli 
461iu 
45 

44Mo 
43  Nl 
42  Zr 
41  Y 
40  Sr 
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Eydberg,  can  be  paralleled  in  ordinary  series  spectra.  These 
regularities  have  not  yet  been  completely  worked  out.  The  L 
spectra  are  more  complicated,  and  only  the  line  of  greatest  wave- 
length is  shown  in  the  figure. 

The  preceding  residts  show  the  use  of  high-frequency  spectra 
in  setthng  the  position  of  elements  in  the  periodic  table.  The 
spectroscopic  evidence  is  much  simpler  than  that  given  by  ordinary 
spectra.  Two  or  more  substances  can  be  examined  together,  as 
the  spectra  are  simply  superposed!  This  is  strikingly  illustrated 
by  brass,  which  shows  the  spectra  of  zinc  and  copper,  or  by 
potassium  chloride,  which  simply  shows  the  hnes  of  potassium 
and  chlorine.  The  spectra  therefore  originate  well  within  the 
atom,  and  are  in  no  way  affected  by  the  arrangement  of  atoms 
in  a  molecule,  or  other  aggregations. 

The  L  radiations  of  the  elements  of  high  atomic  weight 
continue  the  series  shown  in  Fig.  340,  but  the  K  radiations  are 
difficult  to  excite  on  account  of  the  large  voltage  required. 

230.  Production  and  properties  of  homogeneous  Rbnt- 
gen  radiation.  The  rays  from  an  ordinary  Eontgen  ray  bulb,  as 
Fig.  338  shows,  are  of  two  kinds :  a  heterogeneous  radiation  and 
the  homogeneous  waves  of  known  frequency.  At  this  stage  it  is 
desirable  that  we  should  form  some  idea  as  to  their  origin.  Both 
are  disturbances  in  the  ether  set  up  by  the  impact  of  the  cathode 
ray  particles  on  the  target.  Some  of  these  swiftly  moving  electrons 
will  come  so  near  to  the  centre  of  one  of  the  atoms  of  the  metal 
as  to  receive  a  violent  acceleration  and  emit  an  ether  wave. 
From  each  electron  we  have  thus  one  or  more  irregular  pulses, 
or  disturbances  of  short  period,  lasting  until  the  electron  is  finally 
stopped  by  the  obstacle.  At  the  same  time,  the  atom  of  the 
target  receives  some  shock  or  other,  which  may  set  its  own  interior 
electrons  into  vibration  with  definite  frequencies  characteristic 
of  the  metal  only.  This  would  account  for  the  homogeneous 
radiation. 

The  effect  of  the  heterogeneity  of  an  ordinary  beam  of  Rontgen 
rays  is  to  give  a  complicated  law  of  absorption  in  metals :  the 
softest  rays  probably  never  emerge  from  the  bulb  at  all.  Homo- 
geneous rays,  however,  are  absorbed  according  to  an  exponential 
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law ;  that  is,  if  the  ionising  power  of  the  original  beam  is  repre- 
sented by  Ig,  it  sinks  to  /  =  Zoe"^''  after  the  rays  have  traversed 
a  metal  sheet  of  thickness  d.  The  absorption  coefficients  A  are 
much  greater  for  heavy  than  for  hght  metals  :  they  become  more 
comparable  when  divided  by  the  density  p.  Fig.  341  gives  the 
values  of  Ajp  for  aluminium,  copper  and  platinum  over  a  certain 


200 


1-0  .3       1-5 

WAVE    LENGTH   IN    10   CM. 
Fig.  341 
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range  of  wave-lengths.  The  numbers  are  only  very  approximate, 
and  the  shape  of  the  dotted  parts  of  the  curves  somewhat 
uncertain*. 

As  a  general  rule  long  waves  are  more  easily  absorbed  than 
short  ones.  The  intensity  of  the  very  soft  K  radiation  from 
calcium,  for  example,  is  reduced  to  one-half  after  traversing  a 
thickness  of  1/150  mm.  of  aluminium,  while  1  mm.  is  required  for 
the  K  radiation  of  silver.  The  increase  of  absorption  with  wave- 
length, however,  is  by  no  means  universal,  being  set  back  whenever 
the  wave-length  becomes  equal  to  that  of  a  characteristic  radiation 
of  the  absorbing  body.  This  is  illustrated  by  the  copper  curve 
in  Fig.  341.  Since  the  wave-length  of  the  K^  line  of  copper  is 
1-55  X  10~*  cm.,  we  see  that  the  metal  is  exceptionally  opaque 

*  The  curves  are  plotted  from  the  observations  of  Barkla  and  Sadler,  in  which 
the  only  test  of  homogeneity  is  the  exponential  law  of  absorption.  The  K  radia- 
tion is  here  identified  with  its  strongest  line  K^. 
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to  rays  slightly  shorter  than  those  of  its  own  high-frequency 
radiations. 

The  anomalous  behaviour  of  platinum  is  similarly  caused  by 
its  L  radiation ;  but  it  is  not  so  well-defined,  since  the  radiation 
is  more  complex.  Aluminium  would  behave  in  the  same  way  if 
its  natural  wave-length  was  not  so  much  longer.  It  is,  of  course, 
the  inequahty  in  the  absorption  in  different  substances  that 
makes  Rontgen  ray  photography  possible :  we  now  see  tha,t  the 
amount  of  contrast  attainable  depends  very  much  on  the  wave- 
length. J 

The  question  of  the  energy  relations  of  cathode  and  Rontgen 
rays  is,  both  theoretically  and  practically,  very  important.  The 
quality  of  the  rays,  as.  we  have  seen,  depends  on  the  degree  of 
exhaustion  of  the  bulb  as  well  as  the  material  of  the  target.  The 
higher  the  pressure  the  softer,  in  general,  the  radiation.  The 
most  striking  fact,  however,  is  that  a  certain  definite  velocity  of 
the  cathode  rays  is  required  to  produce  Rontgen  rays  of  a  given 
frequency.  Using  the  exponential  test  of  homogeneity,  Beatty 
found  that  the  cathode  particles  must  have  a  velocity  of 
6-25  X  10'  cm.  per  second,  or  a  kinetic  energy  of  1-75  x  10~'  ergs, 
to  excite  the  K  radiatipn  of  copper.  The  minimum  energy  is 
greater  for  smaller  wave-lengths.  It  is,  for  example,  difiicxilt  to 
excite  the  K  radiations  of  elements  higher  than  tin  or  silver,  on 
account  of  the  high  discharge  potential  required. 

We  have  now  to  consider  the  effects  produced  when  Rontgen 
rays  fall  on  matter.  Sagnac  was  the  first  to  show  that  an  electro- 
scope, screened  from  the  direct  action  of  a  beam  of  Rontgen  rays, 
might  be  rapidly  discharged  by  placing  a  plate  of  a  solid  substance 
in  the  path  of  the  beam  near  it.  The  plate  sends  out  what  may  be 
called  secondary  Rontgen  rays.  Fig.  342  shows  a  simple  apparatus 
for  measuring  the  ionisation  produced  by  them.  The  primary 
rays  from  the  bulb  pass  upwards  through  a  hole  in  the  containing 
lead  box,  and  fall  on  the  plate  R.  6^  is  a  portable  gauze  cyhnder 
containing  a  central  rod  connected  to  an  electrometer,  and 
sufficient  potential  F  is  apphed  to  the  cyhnder  to  produce  saturation 
between  it  and  the  rod.  Wires  leading  to  the  electrometer  should 
be  screened  as  far  as  possible  by  passing  them  down  the  centre 
of  metalhc  tubes  connected  to  earth.     Under  these  circumstances 
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the   only  ions   reaching   the   electrometer   are   those   generated 
inside  the  cyhnder.     Positive  ions  generated  outside  are  repelled 


EARTH 


Kg.  342 

by  the  gauze :  negative  ions,  if  attracted  within  the  gauze,  are 
then  repelled  hy  the  central  rod  and  fail  to  reach  the  electrometer. 
With  an  ordinary  Rontgen  ray  bulb  the  greatest  efEect  is  generally 
obtained  from  zinc  or  copper  radiators — less  from  either  light 
elements  Kke  aluminium  or  heavy  elements  like  silver. 

The  conditions  under  which  secondary  rays  are  produced  have 
been  carefully  examined  by  Barkla.  He  found  that  the  rays  from 
substances  of  low  atomic  weight,  such  as  air,  water  or  carbon, 
have  the  same  penetrating  power  as  the  primary  rays,  and  con- 
cluded that  they  are  merely  the  primary  rays  scattered.  This 
could  be  verified  by  using,  say,  a  bulb  with  a  palladium  target 
and  seeing  whether  the  palladium  Hues  occurred  in  the  secondary 
spectrum.  From  what  we  know  now  it  is  exceedingly  likely  that 
the  characteristic  radiation  of  the  obstacle  would  also  be  present, 
though  probably  weak,  and  certainly  very  much  absorbed  by 
the  air.  For,  with  somewhat  heavier  elements  such  as  zinc  or 
copper,  Barkla  showed  that  most  of  the  secondary  rays  were 
homogeneous  and  characteristic  of  the  radiator ;  and  de  Broglie 
has  found  the  corresponding  spectral  lines  by  analysis  with  a 
crystal  of  rock-salt. 

We  thus  have  the  important  result  that  an  element  may  be 
made  to  yield  its  characteristic  high-frequency  spectrum  either  by 
the  impact  of  swift  electrons  or  under  the  action  of  Rontgen  rays. 
This  is  paralleled  by  the  various  methods  of  exciting  ordinary 

p.  E.  36 
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spectra.  Barkla  showed  that  a  characteristic  radiation  could 
only  be  excited  by  rays  of  higher  penetrating  power,  i.e.  shorter 
wave-length.  For  example,  the  K  radiation  of  zinc  falling  on  a 
copper  plate  is  capsfble  of  exciting  that  of  copper,  but  not  vice 
versa. 

231 .  Emission  of  electrons  under  the  action  of  Rontgen 
rays.  Several  experiments  show  that  Rontgen  rays,  like  ultra- 
violet light,  cause  negative  electricity  to  be  emitted  from  metals 
on  which  they  fall.  Thus  Benoist  and  Hurmuzescu,  in  their 
original  communication,  state  that  a  negatively  charged  body  is 
discharged  more  rapidly  by  Rontgen  rays  than  a  positively  charged 
body.  In  their  experiments  the  rays  fell  on  the  body.  Curie 
and  Sagnac  afterwards  showed  that  a  metal  plate  in  vacuo  becomes 
positively  charged  under  the  action  of  Rontgen  rays,  and  Dorn 
showed  that  rays  are  emitted  which  are  deflected  by  a  magnet. 
Although  the  value  of  ejm  has  never  been  measured,  there  is  no 
reason  to  doubt  that  the  rays  consist  of  electrons.  Their  velocity 
of  projection,  as  deduced  from  Dorn's  experiments,  is  then  of  the 
order  5  x  10'  cm.  per  second.  Such  rays  are  really  cathode  rays, 
and  we  should  expect  them  to  penetrate  some  distance  in  atmo- 
spheric air  and  to  produce  considerable  ionisation.  Perrin,  in 
fact,  found  a  very  considerable  increase  in  the  ionisation  of  a 
beam  of  Rontgen  rays,  over  and  above  that  arising  from  direct 
action  on  the  air,  when  the  rays  fell  on  the  electrodes  as  in  Fig.  309. 
Townsend  measured  the  saturation  current  for  different  distances 
between  the  plates.  If  a  represents  the  ionisation  due  to  the 
electrons  ejected  from  one  or  both  electrodes,  and  h  that  due  to 
the  primary  and  secondary  Rontgen  radiations  per  unit  length, 
the  saturation  current  for  a  distance  x  should  be  i  =  a  +  hx, 
provided  that  x  exceeds  the  hmit  of  penetration  of  the  electrons. 
The  curve  connecting  i  and  x  was  actually  found  to  be  a  straight 
hne  for  values  of  x  exceeding  5  mm.,  which  gives  roughly  the 
distance  traversed  by  the  electrons  before  they  lose  the  power 
of  causing  ionisation. 

The  velocity  of  ejection  of  the  electrons  does  not  vary  much, 
if  at  all,  with  the  intensity  of  the  rays.  Innes,  working  with 
heterogeneous  rays,  showed  that  the  velocity  was  greater  for 
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hard  rays  than  for  soft  ones,  and  Whiddington,  by  a  somewhat 
indirect  method,  concluded  that  the  velocity  did  not  differ  much, 
if  at  all,  from  that  of  the  cathode  rays  in  the  original  Rontgen 
ray  bulb.  These  are  very  significant  facts,  to  which  we  shall 
return  later  (Art.  258).  Recent  experiments  by  Robinson  and 
Rawlinson  show  that  there  are  usually  two  or  more  sets  of  electrons 
with  different  velocities.  Thus  when  the  K  radiation  of  nickel 
fell  on  iron  three  strong  bands  occurred  on  the  photographic 
plate  as  well  as  some  weak  ones,  the  maximum  velocities  in  the 
three  sets  being  4-7,  5-9  and  6-4  x  10^  cm.  per  second  respectively. 
It  is  interesting  to  notice  that  at  least  four  bands  would  be  expected 
on  the  simple  hypothesis  that  Rontgen  rays  of  definite  wave- 
length communicate  a  definite  amount  of  energy  to  the  electrons ; 
for  the  K^  and  K^  radiations  of  nickel  almost  certainly  excite  the 
corresponding  iron  radiations,  which  liberate  electrons  before 
leaving  the  metal.  The  experiments,  which  are  not  yet  com- 
pleted, promise  to  give  valuable  information  on  this  and  other 
points. 

The  above  facts  have  an' important  bearing  on  the  ordinary 
ionisation  of  gases  by  Rontgen  rays.  There  is  every  reason  to 
believe  that  the  electrons  ejected  from  the  molecules  of  a  gas  have 
velocities  of  the  same  order  as  that  given  above ;  hence  the  main 
part  of  the  ionisation  is  due,  not  to  the  rays  themselves,  but  to 
the  ejected  electrons  moving  with  a  velocity  sufficient  to  ionise 
by  collision.  Striking  evidence  of  the  accuracy  of  this  view  (due 
to  W.  H.  Bragg)  will  be  presented  in  the  next  article. 

232.  Condensation  of  water-vapour  round  gaseous 
ions.  Observations  which  would  now  be  interpreted  in  this 
sense  were  made  by  Couher  in  1875.  Commenting  on  the  known 
fact  that  clouds  appear  when  air  saturated  with  water-vapour 
is  suddenly  expanded,  Coulier  stated  that  the  explanation  then 
current  of  precipitation  of  water-vapour  by  the  lowering  of  tem- 
perature was  not  altogether  tenable,  because  the  formation  of 
clouds  ceased  after  the  expansion  had  been  performed  several 
times  with  the  same  air.  This  he  showed  to  be  due  to  the  settHng 
of  the  dust  in  the  air,  which  forms  nuclei  on  which  water-vapour 
can  condense.     But  clouds  could  be  formed  in  the  absence  of  dust 
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provided  that  the  air  was  ozonised,  or  exposed  for  a  short  time  to 
a  red-hot  platinum  wire.  Later  Eicharz,  using  a  steam  jet, 
showed  that  Rontgen  rays  are  equally  effective. 

The  conditions  under  which  clouds  are  formed  have  been 
examined  very  carefully  by  C.  T.  R.  Wilson,  whose  most  recent 
form  of  apparatus  is  shown  in  Fig.  343.  The  expansion  is  pro- 
duced in  the  space  S  between  two  glass  plates.     The  upper  one 
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forms  the  ceiling  of  the  cylindrical  glass  vessel  A  ;  the  lower  one 
P  is  fixed  on  the  top  of  a  thin- walled  brass  cylinder  so  as  to  form 
a  moveable  plunger.  It  dips  into  a  little  water  resting  on  the 
floor  F  of  the  outer  vessel,  which  is  covered  on  the  top  with  a  layer 
of  indiarubber.  In  working  the  apparatus,  the  pressure  of  the 
air  below  the  plunger  is  first  adjusted  by  means  of  the  taps  T^,  T^, 
of  which  one  goes  to  the  air  and  the  other  to  an  air-pump,  until 
the  volume  of  S  has  an  assigned  value  v^ .  T^  and  T^  are  then  closed 
and  the  large  vessel  C  exhausted.  On  pulling  ofi  the  valve  B 
the  pressure  below  P  is  suddenly  reduced :  the  plunger  falls  and 
becomes  tightly  jammed  against  the  indiarubber  floor.  The 
volume  ^2  of  S  in  the  new  position  is  known,  and  thus  we  can 
produce  at  will  a  sudden  expansion  of  the  air  with  a  given  expan- 
sion-ratio v^/v^.  The  hollow  wooden  cylinder  shown  in  section 
at  WW  serves  to  reduce  the  volume  of  the  "dead  space"  below  P. 
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The  results  of  Wilson's  experiments  are  as  follows.  No  cloud 
appears  on  expansion  in  dust-free  air  as  long  as  v^/v^  is  less  than 
1-25.  Between  1-25  and  1-38  there  is  a  thin  cloud,  and  when 
v^/vi  exceeds  1-38  dense  clouds  are  always  formed.  The  latter 
seems  a  clear  case  of  condensation  without  extraneous  nuclei. 
Negative  ions  from  Rontgen  rays'  produce  dense  clouds  when 
v^jvi  exceeds  1-28 ;  with  positive  ions  very  few  drops  appear 
until  Va/jJi  is  equal  to  1-31,  and  dense  clouds  are  not  obtained 
until  Wa/^i  tas  the  value  1'35.  It  is  obvious,  therefore,  that  the 
method  allows  of  very  considerable  control,  which  is  useful  in 
what  follows. 

The  above  apparatus  is  that  used  by  Wilson  in  his  recent 
experiments  for  making  visible  the  paths  of  ionising  particles  in 
gases.  Its  particular  advantage  is  that  the  motion  of  the  air  in 
the  expansion  chamber  is  in  the  same  direction  at  all  points,  and 
disturbing  eddy  currents  are  avoided.  Wilson  had  a  falling  ball 
device  which  first  created  the  expansion,  then  sent  a  flash  through 
the  Rontgen  ray  bulb,  and  finally  illuminated  the  cloud  thus 
formed  for  the  short  time  necessary  to  take  a  photograph.  In 
this  case  the  gas  is  supersaturated  before  the  rays  pass,  and  the 
ions  have  very  little  time  in  which  to  move  before  they  are  immo- 
bilised by  the  condensation.  A  vertical  electric  field  applied  to 
S  serves  to  remove  the  charged  drops  after  they  are  done  with : 
a  difference  of  potential  of  4  volts  has  no  observable  effect  on  the 
photographs.  It  was  found  that  a  layer  of  gelatine  on  either 
plate  made  sufficient  electrical  contact,  while  remaining  trans- 
parent.    The  expansion  ratio  was  generally  about  1-34. 

Wilson's  experiments  give  strong  support  to  some  of  the 
conclusions  already  arrived  at  by  other  methods,  and  there  is 
much  interesting  information  to  be  gained  from  them.  Fig.  344 
shows  the  ionisation  due  to  a  narrow  beam  of  Rontgen  rays.  As 
far  as  can  be  seen,  the  ions  all  lie  on  curled  tracks  representing 
the  paths  of  high-speed  electrons  emitted  from  the  molecules  of 
the  gas  (Art.  231),  and  there  is  no  general  ionisation  other  than 
this.  This  agrees  with  Bragg's  view  that  the  greater  part  of  the 
ionisation  is  due  to  these  high-speed  electrons.  With  ordinary 
(heterogeneous)  Rontgen  rays  the  length  of  path  is  of  the  order 
of  1  cm.,  and  the  total  number  of  ions  generated  by  one  electron 
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is  of  the  order  of  1000.  The  increase  of  ionisation  as  the  electron 
slows  down,  referred  to  in  Art.  220,  is  shown  by  the  greater  distinct- 
ness of  the  cloud  near  the  end  of  most  of  the  tracks.  At  the  same 
time  the  tracks  become  more  curled,  showing  that  the  power 
of  the  electron  to  penetrate  through  the  gas  without  deflexion 
diminishes  as  the  velocity  grows  less. 

Fig.  345  shows  the  passage  of  Rontgen  rays  through  a  thin 
sheet  of  copper.  Sufficient  supersaturation  to  produce  a  cloud  was 
not  obtained  in  the  immediate  neighbourhood  of  the  sheet,  as 
its 'temperature  does  not  fall  as  rapidly  as  that  of  the  air.  The 
figure  shows  clearly  the  absorption  of  the  rays  by  the  sheet,  the 
emission  of  large  numbers  of  electrons  from  it,  and  the  general 
ionisation  produced  by  the  secondary  rays.  Most  of  these  latter 
tracks  are  short,  and  due  probably  to  the  characteristic  radiation 
of  copper ;  one  or  two,  which  are  longer,  must  arise  from  harder 
radiation  scattered  by  the  metal. 


CHAPTER  XIII 

RADIOACTIVITY 

233.  Discovery  of  radioactivity.  In  1896  H.  Becquerel 
observed  that  crystals  of  tiie  double  sulphate  of  uranium  and 
potassium,  K(U0)S04  .  HgO,  gave  a  well-marked  impression  on 
a  photographic  plate  after  a  day's  exposure,  when  the  plate  was 
entirely  screened  from  the  light  by  wrapping  it  in  two  thicknesses 
of  black  paper.  This  was  at  first  attributed  to  the  fluorescence 
of  the  crystals ;  but  it  was  afterwards  found  that  the  action  took 
place  equally  well  when  the  crystals  were  kept  for  a  long  time  in 
darkness,  and  moreover  that  this  was  a  general  property  of  all 
uranium  salts,  fluorescent  or  not.  The  most  strongly  fluorescent 
non-uranium  salts  give  no  effect  whatever.  Becquerel  found 
that  the  determining  factor  was  the  amount  of  uranium  present, 
and  that  pure  uranium  was  more  active,  weight  for  weight,  than 
any  of  its  compounds.  The  effect  still  takes  place  when  a  thin 
sheet  of  glass  is  interposed  between  the  metal  and  the  photo- 
graphic plate  to  cut  ofl  possible  vapours  rising  from  the  uranium. 
Thick  objects,  such  as  coins,  cast  shadows  on  the  plate,  but  the 
radiations  pass  easily  through  thin  sheets  of  hght  substances, 
such  as  aluminium  or  mica. 

Becquerel  also  found  that  uranium  and  its  compounds  would 
discharge  an  electroscope  when  brought  near  it.  This  electrical 
effect  can  be  examined  by  any  of  the  methods  used  in  the 
conduction  of  electricity  through  gases.  Fig.  346  shows  the 
simplest  form  of  apparatus.  The  active  matter  is  spread  in  a  thin 
layer  on  the  lower  plate  Cg  of  a  parallel-plate  condenser,  giving 
rise  to  a  steady  current  through  the  gas,  which  rises  with  the 
applied  electromotive  force  and  tends  towards  a  saturation  value. 
This  saturation  current,  as  determined  by  the  rate  at  which  the 
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spot  of  light  moves  over  the  electrometer  scale,  is  taken  as  a 
measure  of  the  activity  of  the  substance.     It  is  important  to 
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notice  that  the  current  is  not  undirectional,  as  in  the  photo- 
electric effect,  but  similar  to  that  produced  by  weak  Rontgen 
rays. 

In  accurate  work  it  is  desirable  to  abandon  the  simple  method 
of  observing  the  rate  of  deflexion,  and  to  measure  the  charge 
acquired  by  the  insulated  system  in  a  given  time.  Since  the 
rays  cannot  be  conveniently  put  on  and  ofi,  a  special  electrometer 
key  has  to  be  used,  such  as  that  shown  in  Fig.  347.     Here  Pj  and 
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Pa  are  two  insulated  brass  pieces  contained  in  the  earthed  cylin- 
drical case  C,  so  that  by  moving  the  handle  Pg  can  be  connected 
either  to  earth  or  to  the  electrometer  at  will,  and  without  disturbing 
the  charges  on  the  insulated  system.  Sensitive  electroscopes 
have  also  been  used  extensively  for  measuring  weak  ionisations. 
The  electric  action,  like  the  photographic,  can  be  produced 
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across  thin  sheets  of  matter,  but  is  much  reduced  by  thick  ones. 
The  absorption  of  the  radiations  by  the  active  substance  itself 
may  also  become  serious.  Using  very  thin  layers,  however, 
McCoy  found  that  the  activity  of  uranium  salts  is  accurately 
proportional  to  the  amount  of  uranium  present,  as  shown  in  the 
following  table : 


Salt 

Activity  of 
unit  mass 

Percentage  of 
uranium  present 

Ratio 

Uranium  oxide  UgOg 
Uranium  oxalate 
Ammonium  uranate 

16-69 
11-59 
14-95 

84-9 
57-6 
74-4 

•197 
•201 
-201 

This  atomic  property  is  of  the  utmost  importance.  The  activity 
of  a  thin  layer  depends  only  on  the  number  of  uranium  atoms 
present,  and  is  entirely  independent  of  their  state  of  chemical 
combination.  Moreover,  physical  influences,  such  as  ordinary 
changes  of  temperature,  daylight  and  darkness,  are  without  effect. 
Mme  Curie  measured  the  activity  of  uranium  electrically  over 
an  interval  of  three  years,  and  found  it  constant  within  the  limits 
of  experimental  error,  and  certainly  within  1  per  cent. 

In  1898  6.  C.  Schmidt  found  that  thorium  and  its  compounds 
had  properties  similar  to  those  of  uranium ;  and  at  the  same 
time  Mme  Curie  was  engaged  in  examining  a  large  number  of 
substances  in  order  to  find  whether  any  of  them  behaved  in  the 
same  way.  The  sensitiveness  of  her  apparatus  was  such  that 
an  activity  of  one-hundredth  of  that  of  uranium  could  have  been 
detected ;  but  no  effect  was  found  with  substances  not  containing 
uranium  or  thorium.  Certain  uranium  minerals,  however,  were 
found  to  be  abnormally  active,  in  apparent  disagreement  with 
the  atomic  law.  Thus  while  the  activity  of  a  layer  of  uranium 
was  represented  by  2-3  (unit  lO-^i  ampere),  that  of  a  similar 
layer  of  chalcohte,  a  crystalhsed  phosphate  of  copper  and  uranium, 
was  5-2.  An  artificial  chalcolite,  prepared  from  the  pure  com- 
ponents, had  an  activity  of  about  1,  corresponding  to  the  amount 
of  uranium  present ;  from  which  Mme  Curie  concluded  that  the 
most  active  minerals,  such  as  pitchblende,  carnotite  and  chalcolite. 
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owe  their  activity  to  an  unknown  but  very  potent  element  present 
in  vefy  small  quantities,  probably  so  small  as  to  escape  detection 
by  ordinary  means.  By  subjecting  the  mineral  to  a  regular 
chemical  analysis  it  should  be  possible  to  separate  out  the  unknown 
substance  together  with  some  element  to  which  it  is  chemically 
allied,  and  thus  obtain  preparations  of  much  greater  activity 
than  that  of  uranium.  These  conclusions  were  entirely  justified, 
and  Pierre  and  Mme  Curie  were  able  to  extract  from  pitchblende 
a  highly  active  preparation  of  bismuth,  which  they  regarded  as 
containing  a  new  element  called  polonium.  Later,  in  collaboration 
with  Bemont,  they  obtained  a  second  element  called  radium, 
chemically  allied  to  barium.  This  time  it  was  found  possible  to 
separate  the  radium  from  the  barium,  on  account  of  a  slight 
difference  in  solubility  of  the  chlorides,  and  obtain  the  pure  salts 
of  the  new  element.  Polonium  has  not  been  separated  ■  in  a 
weighable  quantity. 

Radium  has  an  atomic  weight  of  about  226  and  a  characteristic 
spectrum  of  lines  not  belonging  to  any  other  element.  Its  activity 
is  very  great,  and  its  physical  properties  exceedingly  striking 
(see  following  article).  About  5  kilograms  of  pitchblende  are 
required  to  yield  1  milligram  of  radium,  and  the  price  of  radium 
is  correspondingly  high.  The  most  that  has  ever  been  collected 
together  at  one  time  is  a  little  over  1  gram,  which  was  used  by 
Honigschmid  in  his  determination  of  the  atomic  weight.  The 
term  "radium"  is  often  used  to  denote  the  amount  of  radium 
present  in  a  radium  salt* ;  for  it  is  not  convenient  to  use  the 
pure  metal  which  is  difi&cult  to  prepare  and  undergoes  chemical 
change  when  exposed  to  the  atmosphere.  There  is  no  doubt  that 
the  radioactivity  of  a  radium  salt  is  due  entirely  to  the  radium 
contained  in  it. 

234.  The  three  types  of  radiation.  It  was  recognised 
very  early,  in  connexion  with  uranium,  that  the  radiation  could 
not  all  be  of  one  quality.  Thus  while  the  strength  of  the  photo- 
graphic image  is  hardly  altered  when  a  sheet  of  aluminium  ^  mm. 
thick  is  placed  over  an  uncovered  uranium  compound,  the  electrical 

*  One  gram  of  radium  chloride  contains  0-761  grains  of  radium,  one  gram  of 
radium  bromide  0-586  grama. 
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action  is  much  reduced.  We  shall  now  describe  experiments 
which  show  that  in  all  probability  three  distinct  kinds  of  rays 
are  emitted  by  radioactive  substances. 

The  simplest  type  of  activity  is  that  of  polonium.  It  gives 
rise  to  a  brilliant  fluorescence  on  a  screen  of  zinc  sulphide,  which 
is  resolved  by  a  magnifying  glass  into  countless  scintillations, 
or  bright  flashes  of  short  duration :  but  the  luminosity  falls  off 
abruptly  at  a  distance  of  4  cm.  from  the  active  surface,  and  nothing 
whatever  is  visible  beyond  that  distance.  This,  as  Mme  Curie 
first  pointed  out,  suggests  a  type  of  radiation  consisting  of  particles 
projected  with  a  high  velocity,  and  only  capable  of  penetrating 
a  distance  of  4  cm.  in  air.  But  until  more  definite  evidence  of 
this  has  been  obtained  we  shall  use  the  non-committal  term  of 
a  rays.  The  a  rays  penetrate  only  to  very  short  distances  in 
solid  substances.  Thus  when  a  sheet  of  aluminium  -02  mm. 
thick  is  placed  over  the  active  layer  the  fluorescence  ceases,  as 
abruptly  as  before,  1  cm.  away  from  the  layer.  A  sheet  of  thick- 
ness -03  mm.  sufiices  to  cut  off  the  rays  altogether.  With  a  zinc 
sulphide  screen  on  glass  it  is  very  curious  to  see  a  brilKant  fluores- 
cence when  the  zinc  sulphide  side  is  presented  to  the  polonium 
plate,  and  none  at  all  when  the  glass  side  is  presented. 

The  behaviour  of  radium  is  more  comphcated*.  There  is 
always  a  residual  fluorescence  which  is  visible  at  10  cm.  or  so 
from  the  source,  and  which  is  produced  through  considerable 
thicknesses  of  aluminium.  These  more  penetrating  rays  are  best 
observed  on  a  screen  of  barium  platinocyanide  mounted  on 
cardboard,  which  cuts  off  the  a  rays.  The  residual  radiation  is 
profoundly  affected  by  a  magnetic  field  of  the  order  of  2000  units. 
To  show  this  place  the  radium  between  the  poles  of  a  small  electro- 
magnet, and  fix  the  screen  horizontally  about  1  cm.  above  the 
radium.  On  exciting  the  electromagnet  part  of  the  fluorescence 
is  spread  out  into  a  bright  band  at  right  angles  to  the  magnetic 
field,  as  shown  in  Fig.  348,  and  its  direction  changes  with  that  of 
the  magnetic  field.  These  magnetically  deviable  rays  are  called 
j8  rays.     An  examination  of  the  figure  shows  that  they  behave  Kke 

*  Most  of  the  experiments  can  be  carried  out  with  J  mg.  of  radium  bromide, 
contained  in  a  capsule  with  a  thin  mica  cover,  to  "let  through  the  a  rays.  The 
greater  the  quantity  of  radium,  the  easier  it  is  to  demonstrate  its  effects. 
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negatively  charged  particles  emitted  by  the  radium,  with  velocities 
extending  over  a  large  range.  We  shall  see  later  that  they  are 
electrons. 


Field  ofF 


Field  on    H 


Bright  band  of  light 


Fig.  348 

Most  of  the  /3  rays  will  pass  through  ^  mm.  of  aluminium. 
As  the  thickness  of  the  absorbing  sheet  increases  they  are  cut  off 
more  and  more,  beginning  with  the  most  deviable  rays,  until 
finally  only  a  faint  undeflected  spot  remains.  The  rays  coming 
through  5  mm.  of  aluminium  or  If  mm.  of  lead  are  no  longer 
appreciably  affected  by  a  magnetic  field.  It  is  probable,  therefore, 
that  there  is  a  third  type  of  radiation,  very  penetrating  and  not 
deflected  by  a  magnetic  field.  These  rays  are  called  y  rays. 
They  produce  visible  fluorescence  through  4  mm.  of  lead ;  with 
care  their  electrical  efiect  can  be  detected  through  8  or  10  centi- 
metres. 

The  a  rays  produce  intense  ionisation  close  up  to  the  active 
body.  This  is  illustrated  by  Rutherford's  experiments,  showing 
the  effect  of  placing  thin  sheets  of  aluminium  over  a  layer  of 
uranium  oxide  (Fig.  349).  Here  the  ionisation  falls  rapidly  until 
a  thickness  of  -02  mm.  is  reached,  after  which  further  sheets 
produce  a  comparatively  small  effect.  The  complexity  of  the 
radiation  was  first  shown  in  this  way,  before  the  discovery  of  the 
magnetic  deflexion  of  the  j8  rays.  The  difference  between  the 
jS  and  y  rays  can  similarly  be  shown  with  sheets  of  lead,  about 
2  millimetres  being  required  to  cut  off  the  former. 

It  is  difficult  to  give  exact  data  as  to  the  fraction  of  the  total 
ionisation  to  be  ascribed  to  each  kind  of  ray,  since  that  depends 
very  much  on  the  size  of  the  ionisation  chamber  and  the  thickness 
of  the  layer  of  active  matter.  With  a  thin  layer  of  radium,  and 
plates  5  cm.  or  so  apart,  the  ionisation  due  to  the  a  rays  may  be 
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100  times  that  due  to  the  ^  rays,  and  that  of  the  y  rays  100  times 
as  small  again.     A  thick  layer  tends  to  absorb  its  own  a  rays  and 
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give  greater  prominence  to  the  j8  and  y  rays.  The  y  rays  produce 
comparatively  Uttle  ionisation  per  unit  volume;  but  they  will  travel 
almost  any  distance,  and  to  measure  them  it  is  advantageous  to  use 
a  large  ionisation  chamber.  The  photographic  effect  of  a  uranium 
compound  seems  to  be  largely  due  to  the  j8  rays  emitted  by  it. 

It  must  be  admitted  that  the  evidence  of  complexity  furnished 
by  absorption  measurements  is  not  as  clear  as  it  might  be.  In 
particular  the  y  rays  might  well  be  very  fast  ^  rays,  which  would 
be  but  little  afiected  by  a  magnet  and  would  also  have  high 
penetrating  power.  Nevertheless,  the  correctness  of  the  classi- 
fication has  been  proved  by  other  experiments,  which  will  be 
described  later,  and  which  have  settled  definitely  the  nature  of 
the  three  kinds  of  rays. 

In  the  following  pages  we  shall  give  a  short  account  of  the 
radioactivity  of  radium.  For  the  properties  of  uranium  and 
thorium,  and  of  actinium,  a  radioactive  element  separated  from 
pitchblende  by  Debierne,  reference  may  be  made  to  Mme  Curie, 
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Traite   de   Radioactivity,   or   Rutterford,    Radioactive   Substances 
and  their  Radiations. 

235.  Radioactive  transformations.  The  accepted  theory 
of  radioactivity  is  that  it  consists  in  a  disintegration  of  the  atoms 
of  the  radioactive  substance  itself.  These  atoms  are  not  abso- 
lutely stable,  but  there  are  always  some  of  them  in  the  act  of 
breaking  up,  with  the  emission  of  a  or  ;8  rays.  (The  y  rays,  being 
as  we  shall  see  waves  in  the  ether,  have  not  here  the  same  impor- 
tance.) The  result  is  an  internal  redistribution  of  some  kind 
within  the  atom,  in  which  it  changes  all  its  physical  and  chemical 
properties.  The  new  substance  thus  formed  may  itself  be 
unstable,  and  break  up  with  the  formation  of  a  third  substance, 
and  so  on. 

The  most  precise  form  of  this  theory  is  that  given  by  Ruther- 
ford and  Soddy  in  1902.  They  assume  that  if  there  are  P  atoms 
of  a  radioactive  substance  present  at  any  time,  the  number 
breaking  up  per  second  is  XP,  where  A  is  a  constant  called  the 
decay  constant  of  the  substance.  Thus  for  a  single  substance 
decaying  by  itself  we  have  dP  =  —  XPdt,  which  gives  on  inte- 
gration 

P  =  P,e-^* (1), 

Pq  being  the  number  of  atoms  present  at  time  i  =  0.  This  law 
is  found  to  be  satisfied  accurately  by  polonium,  for  which 
A  =  5-9  X  10~*.  Instead  of  the  decay  constant  A  we  may  use 
the  half-value  period,  or  time  T  required  for  the  activity  to  fall 
to  half  its  original  value.     Then  from  (1)  we  have 

log,  2     0-693 
^  ""      A     "     A     • 

For  polonium  T  =  136  days. 

On  the  above  theory  the  amount  of  a  radioactive  substance, 
when  left  to  itself,  is  constantly  diminishing,  and  if  it  appears 
to  be  constant  it  is  only  because  the  loss  is  inappreciable  in 
the  interval  of  time  over  which  the  observations  extend.  This  is 
the  case  with  uranium,  thorium  and  radium.  The  example  of 
polonium,  whose  activity  largely  disappears  in  the  course  of  a 
year,  is  to  be  regarded  as  typical,  and  the  behaviour  of  the  very 
long-lived  elements  as  exceptional. 
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We  shall  now  consider  the  mathematical  theory  of  more  than 
one  transformation.  The  simplest  case  is  that  of  a  radioactive 
substance  A  generated  at  a  constant  rate,  say  XoPg,  by  a  sub- 
stance of  very  slow  decay.  Let  P  be  the  number  of  atoms  of  A 
present  at  time  t,  A^  its  decay  constant.  In  time  dt,  X^P^^dt  atoms 
are  produced  by  the  primary  substance,  and  X^Pdt  disappear  by 
decay.     Hence 

dPjdt  =  AoPo  -  AjP (2). 

Integrating,  we  have 

where  C  is  a  constant.     If  no  atoms  of  A  are  present  at  time 
(  =  0,  C  =  -  AflPoMi.  and 

r>      '^flPfl , 


'(l-e-'^'O (3) 

"1 

dent  length  of  time 
and  we  have 


After  a  sufficient  length  of  time  the  term  e~'^^*  becomes  negligible. 


It  follows  that  a  steady  state  is  ultimately  reached,  in  which  the 
loss  of  the  substance  A  by  decay  is  exactly  counterbalanced  by 
the  gain  from  the  source.  This  is  known  as  radioactive  equilibrium. 
The  quicker  the  decay  of  the  substance  A,  the  less  the  amount  of  it 
present  in  the  equihbrium  state,  and  the  less  also  the  time  required 
to  attain  it,  as  equation  (3)  shows.  The  theory  can  be  extended  to 
cover  the  case  of  any  number  of  successive  products.  If  P,  Q, 
R,. . .  are  the  numbers  of  atoms  of  the  various  products  present 
at  time  t,  and  Aj,  Aj,  A3,. . .  their  decay  constants,  we  have 

dP/dt  =  AoPo  -  ^P, 
dQ/dt  =  AjP  -  X,Q, 
dR/dt=\Q  -AgP, 


In  the  equihbrium  state  the  differential  coefficients  on  the  left 
vanish,   and  we  have 

AiP  =  ?^Q  =  X,R=.  ...=  AoP„. (4). 

The  numbers  of  atoms  of  the  different  substances  are  therefore 
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proportional  to  their  half-value  periods — a  result  which  has  an 
important  bearing  on  the  amounts  of  various  radioactive  elements 
to  be  expected  in  minerals. 

The  following  theory  will  be  useful  to  us  later  in  discussing 
the  "active  deposit  of  radium."  Let  there  be  three  substances 
A,  B,  C  oi  decay  constants  Aj,  Aj,  A3,  A  producing  B  and  B 
producing  C ;  and  initially  let  all  the  matter  be  of  one  kind  A. 
It  is  required  to  find  the  numbers  of  atoms  of  A,  B,  C  present 
at  all  subsequent  times.     The  equations  are 

dP/dt  =  -  AiP, 

dQ/dt  =  Xj_P  -  \Q, 

dRjdt  =  )^Q-\R. 
These  equations  can  be  integrated  in  succession,  the  first  giving 
P,  the  second  then  giAang  Q,  and  the  third  R.     Adjusting  the  con- 
stants of  integration  so  that  P  =  P^,  Q  =  R  =  0  at  time  t  =  0, 
we  find 

P  =  Poe-^i' 


Ax  —  A2 

R  =  KKPo 


.(5). 


(K-K){K-K){K-K) 

X  {(A,  -  A3)  e-^^i  -  (Ai  -  A3)  e-^««  +  (A^  -  X,)  e-^^*}} 

The  numbers  of  atoms  of  A,  B,  C  breaking  up  per  second  are 
AjP,  X2Q,  XgR  respectively ;  hence  if  each  substance  in  decaying 
emitted  rays  of  the  same  quality  the  activity  would  be  represented 
by  X^P  +  X2Q  +  X3R.  This,  however,  is  not  the  case,  and  one 
of  the  products  may  not  emit  any  rays  of  the  type  considered. 
The  activity  at  any  time  is  represented  by  k^P  +  k2Q  +  kgR, 
where  k^,  \,  k^  are  constants  depending  on  the  size  and  shape 
of  the  apparatus  and  the  kind  of  rays  that  are  being  observed. 
For  large  values  of  t  the  activity  is  proportional  to  e'^*,  where 
A  is  the  least  of  the  quantities  X^,\,X^;  hence  the  law  of  decay 
of  the  activity  is  ultimately  that  of  the  slowest  of  the  separate 
constituents. 

236.     Radium  and  its  emanation.     Although  radium  itself 
is  a  substance  of  very  slow  decay,  it  can  be  seen  from  its  behaviour 
p.  E.  37 
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Fig.  350 


that  it  has  short-Uved  products.  For  example,  pure  radium  on 
preparation  emits  only  a  rays,  together  with  weak  ^  rays.  At 
the  end  of  a  month  the  a  ray  activity  has  quadrupled,  the  ^  ray 
activity  increased  fifty-fold,  and  in  addition  there  is  a  strong 
y  ray  activity:  Henceforth  the  activity  remains  very  nearly 
constant,  though  it  continues  to  increase  slightly  for  years.  The 
problem  of  finding  how  many  products  there  are,  and  their  relation 
to  one  another,  will  occupy  us  in  this  and  the  next  articles. 

The  following  experiment  shows  that  radium  is  constantly 
giving  off  a  radioactive  gas,  called  the  radium  emanation.  A  vessel 
R  (Fig.  350),  closed  by  a  tap  T^, 

contains  a  solution  of  a  radium  salt.  to  pump 

Another  vessel,  communicating  with 
it  through  a  U-tube  S,  contains  a 
zinc  sulphide  screen  Z,  which 
fluoresces  whenever  a  rays  fall  on 
it.  The  tap  T^  is  first  closed  and 
the  remainder  of  the  apparatus  ex- 
hausted with  a  pump,  and  the 
radium  solution  is  then  boiled.  On 
opening  the  tap  T^  a  bright  fluor- 
escence immediately  appears  on  the  ^•^  ^ii^  '^^ 
screen  Z.  Since  this  takes  place 
equally  well  when  the  vessel  R  is 
surrounded  by   thick    lead    screens, 

it  cannot  be  due  to  any  direct  action  of  the  rays  emitted  by  the 
radium.  Nor  is  it  due  to  the  passage  of  ionised  gases  from  the 
radium  chamber  to  that  containing  the  fluorescent  screen :  for 
it  is  not  stopped  by  filling  the  space  C  with  cotton-wool,  which 
would  remove  all  the  ions  from  the  stream.  But  the  luminosity 
is  stopped  by  immersing  the  tube  S  in  Uquid  air,  either  before  or 
after  opening  the  tap  T^.  These  facts  point  to  the  emission  of 
a  radioactive  gas,  which  is  Uquefied  at  the  temperature  of  hquid 
air.  A  great  increase  in  the  luminosity  occurs  when  the  right- 
hand  tube  itself  is  immersed  in  Uquid  air,  as  the  Hquid  emanation 
then  collects  at  the  bottom  of  the  tube. 

The  gas  given  ofi  from  radium  solutions  does  not  consist  of 
the  pure  emanation,  but  chiefly  of  hydrogen  and  oxygen,  arising 
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from  the  action  of  radium  on  water.  Helium  and  carbon  dioxide 
are  also  present.  After  removal  of  these  impurities  a  small  amount 
of  pure  emanation  is  left,  which  may  be  condensed  by  pumping 
it  above  mercury  into  a  fine  capillary  tube.  In  this  way  enough 
has  been  collected  to  determine  its  physical  and  chemical  properties. 
The  volume  obtained  is  never  more  than  a  fraction  of  a  cubic 
millimetre  at  atmospheric  pressure;  but  most  of  its  properties 
can  be  examined  without  isolating  a  weighable  quantity  of  it, 
since  its  presence  is  everywhere  indicated  by  its  intense  radio- 
active effect.  Like  radium,  the  emanation  has  a  characteristic 
spectrum  of  lines  belonging  to  no  other  element.  It  belongs  to 
the  argon  group  of  inert  gases,  and  is  the  heaviest  gas  known. 
Its  atomic  weight  has  been  found  by  density  measurements  to 
be  about  223,  on  the  assumption  that  the  molecule  is  monatomlc. 

Pure  radium  emanation,  contained  in  a  sealed  tube,  emits  at 
first  only  a  rays,  the  j8  and  y  ray  activity  appearing  in  the  course 
of  a  few  hours.  There  is  thus  evidence  of  the  existence  of  further 
transformation  products,  which,  as  we  shall  see,  are  sohd  and 
deposited  on  the  walls  of  the  tube.  In  order  to  find  the  decay 
of  the  emanation  itself  it  is  necessary  to  extract  a  known  fraction 
of  the  gas  at  intervals,  and  measure  its  activity  either  immediately 
or  at  a  definite  time  after  removal.  For  convenience  of  handling, 
the  emanation  is  kept  mixed  with  air  in  a  small  reservoir  over 
mercury.  In  this  way  it  has  been  found  to  diminish  in  time 
according  to  an  exponential  law,  with  a  half- value  period  of 
3-85  days ;  a  number  which  is  probably  correct  to  about  1  part 
in  1000.     The  corresponding  decay  constant  is  2-085  x  10~®. 

The  volume  of  emanation  in  equihbrium  with  one  gram  of 
radium  is  about  0-60  cubic  millimetres  at  0°  C.  and  760  mm. 
pressure.  From  this  it  is  possible  to  find  the  half-value  period 
of  radium  itself.  For  the  above  volume  contains  1-63  x  10^* 
atoms  of  emanation,  and  it  is  in  equilibrium  with  2-71  x  10^^ 
atoms  of  radium.  Using  the  equation  AqPo  =  KPi>  ^^^  putting 
Ai  =  2-085  x  10-«,  we  have  Ao  =  1-25  x  10-".  The  half-value 
period  of  radium  is  therefore  about  1750  years. 

It  is  very  important  to  decide  whether  the  emanation  is 
produced  directly  by  radium,  or  whether  there  is  another  trans- 
formation  product  in   between.     The   method  of  solving  such 

37—2 
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problems  is  as  follows.  It  is  known  that  the  equilibrium  amount 
of  emanation  can  be  collected  from  radium  regularly  at  intervals 
of  one  month,  which,  as  equation  (3)  shows,  is  to  be  expected  if 
radium  changes  directly  into  the  emanation ;  the  rate  of  growth 
would  be  much  slower  if  a  product  of  long  life  intervened.  The 
same  method  of  reasoning  has  been  applied  in  other  cases  to 
prove  that  one  substance  could  not  be  the  direct  parent  of  another. 
In  1903  Eamsay  and  Soddy  made  the  important  discovery 
that  heHum  is  continually  being  produced  by  radium  emanation. 
When  purified  emanation  is  pumped  into  a  small  vacuum  tube 
and  allowed  to  decay  in  situ,  its  spectrum  grows  gradually  fainter, 
while  the  helium  spectrum  appears  and  becomes  gradually  more 
and  more  distinct.  This  fact  has  an  important  bearing  on  the 
nature  of  the  a  rays  (see  Art.  239). 

237.  Radium  A,  radium  B,  radium  C.  It  was  discovered 
by  P.  and  Mme  Curie  in  1899  that  substances  left  for  some  time 
in  the  presence  of  uncovered  radium  salts  acquire  a  temporary 
activity,  which  largely  disappears  in  the  course  of  a  few  hours. 
The  same  is  true  of  the  walls  of  a  vessel  that  has  contained  radium  , 
emanation.  This  was  at  first  called  "induced  radioactivity"  ; 
but  since  the  activity  is,  under  similar  circumstances,  the  same 
for  all  non-porous  substances,  it  can  hardly  be  due  to  any  secondary 
action  on  the  substance  itself.  Further,  the  activity  is  confined 
to  a  very  thin  layer  on  the  surface,  which  can  be  removed  by 
friction.  The  most  natural  explanation  is  that  there  is  a  radio- 
active substance  deposited  on  the  surface  of  the  body.  The 
active  deposit,  as  it  is  called,  is  only  produced  in  places  accessible 
to  the  emanation :  thus  its  formation  can  be  prevented  by  blowing 
away  the  emanation  with  a  current  of  air  as  it  rises,  or  by  enclosing 
the  radium  in  an  air-tight  case,  even  if  the  walls  are  thin  enough 
to  let  through  all  the  three  kinds  of  rays.  On  the  other  hand, 
active  deposits  can  be  formed  at  great  distances  from  the  source 
by  blowing  a  stream  of  emanation  down  a  long  tube.  The  view 
adopted  by  Rutherford,  to  whom  the  explanation  of  these  effects 
is  chiefly  due,  is  that  radium  emanation,  in  decaying,  gives  rise 
to  products  which  are  solid  at  ordinary  temperatures,  and  are 
therefore  deposited  on  the  walls  of  the  tube. 
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It  is  found  that  while  the  activity  of  exposed  wires  is  very 
much  reduced  in  the  course  of  12  hours,  it  does  not  actually  vanish, 
but  there  is  always  a  residue  which  persists  for  many  years.  It  is 
thus  convenient  to  distinguish  between  the  active  deposit  of  quick 
decay  and  the  active  deposit  of  slow  decay.  The  activity  of  the 
latter,  which  never  constitutes  more  than  one-thousandth  part 
of  the  whole,  is  considered  separately  in  the  next  article,  and 
what  follows  refers  to  the  active  deposit  of  quick  decay. 

If  a  wire  is  exposed  for  a  few  seconds  in  the  presence  of  radium 
emanation  and  then  removed,  its  activity  falls  off  as  shown  in 
Fig.  351,  curve  I  representing  the  a  ray  activity  and  curve  II  that 
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due  to  the  j8  and  y  rays  together.  It  is  clear  from  this  that  the 
active  deposit  of  quick  decay  is  itself  complex.  A  full  account 
of  the  experiments  necessary  to  disentangle  the  various  products, 
and  to  assign  to  each  its  proper  radiation,  would  occupy  too 
much  space :  but  we  may  form  some  idea  of  these  as  follows. 

The  deposit,  just  after  a  short  exposure,  consists  almost  entirely 
of  the  first  transformation  product  of  the  emanation,  which  we 
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may  call  radium  A.  Now  initially  the  a  ray  activity  falls  according 
to  an  exponential  law,  with  a  half-value  period  of  three  minutes. 
It  is  therefore  probable  that  radium  A  emits  a  rays  and  has  a 
period  of  about  three  minutes ;  and  curve  II  shows  that  it  has  at 
most  a  very  weak  ^  ray  activity.  For  large  values  of  t  all  the 
activity  curves  tend  to  the  exponential  form,  with  a  half-value 
period  of  26-7  minutes ;  which  gives  the  period  of  the  product  of 
slowest  decay  (not  necessarily  the  last  product  of  the  series). 
It  is  obviously  useless  to  attempt  to  separate  any  of  the  inter- 
mediate products  by  chemical  means,  for  even  if  once  prepared 
they  will  not  remain  pure,  but  are  constantly  changing  into  other 
substances.  Hence  if  any  pure  product  is  obtained  it  must  be 
the  last  product  of  the  series.  By  dipping  a  copper  or  nickel 
plate  into  a  solution  of  the  active  deposit  von  Lerch  obtained  a 
deposit  which  decayed  accurately  according  to  an  exponential 
law,  with  a  half-value  period  of  19-5  minutes. 

These  facts  are  most  simply  explained  by  supposing  that  there 
are  three  successive  products  in  the  active  deposit  of  quick  decay 
— radium  A  with  half-value  period  3  minutes,  radium  B  with 
period  26-7  minutes,  and  radium  C  with  period  19-5  minutes. 
The  corresponding  decay  constants  are  -00385,  -000433  and  -000593 
respectively.  The  evidence  from  the  activity  curves  can  be  used 
to  test  this  assumption  and  to  find  what  rays  are  given  off  by  the 
different  products  in  decaying.  For  example,  the  curve  I  of 
Fig.  351  can  be  represented  fairly  accurately  by  the  equation 

loop  -f-  12-3i2 

y  = p , 

-^  0 

where  P,  R  are  taken  from  equation  (5),  Art.  235,  and  A^,  Ag,  Aj 
have  the  values  given  above.  Since  good  agreement  can  be 
obtained  by  putting  Aj  =  0  in  the  formula  k^P  +  ]c2Q  +  k^R, 
it  is  probable  that  radium  B  emits  no  a  rays.  Indirect  evidence 
of  this  kind  must  be  accepted  with  caution ;  its  cogency  depends 
very  much  on  the  number  of  constants  available  for  adjustment, 
and  if  the  latter  are  numerous  the  information  gained  may  be 
quite  valueless.  In  the  present  case  there  are  additional  checks 
on  the  theory,  since  the  values  oi  k^,  k^,  when  once  chosen,  have 
to  serve  for  all  times  of  exposure  to  the  emanation,  from  a  few 
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seconds  to  several  hours.  Information  as  to  the  rays  emitted 
by  the  different  products  is  afforded  by  experiments  with  various 
thicknesses  of  lead  or  aluminium  over  the  active  layer.  In  this 
way  it  has  been  shown,  beyond  reasonable  doubt,  that  radium  A 
emits  a  rays  only,  radium  B  emits  j8  rays  and  weak  y  rays,  and 
radium  C  emits  a,  ^  and  y  rays.  The  transformations  occurring 
between  radium  and  radium  C  are  shown  in  the  following  scheme : 

a    weak  ^  a  a  /3    weak  y  a   (3   7 

H  t  +  n          f  1 1 

Radium — >- emanation — >- radium  A — »- radium  ]B — >- radium  C. 

We  can  now  give  a  more  precise  account  than  before  of  the 
origin  of  the  different  rays  from  radium,  say  one  month  after 
preparation.  By  this  time  radium  is  in  eqmlibrium  with  the 
emanation  and  with  the  products  A,  B,  C.  The  a  rays  are  given 
off  by  radium,  radium  emanation,  radium  A  and  radium  C.  The 
j8  rays  arise  mainly  from  radium  B  and  radium  C,  and  the  y  rays 
from  radium  C.  Since  most  products  give  off  either  a  rays  or 
;8  rays,  but  not  both,  it  has  been  conjectured  that  radium  C 
consists  of  two  successive  products,  one  of  which  is  of  very  short 
life.  There  is  also  evidence  to  show  that  the  atoms  of  radium  C 
can  break  up  in  two  distinct  ways :  but  the  consideration  of  this 
would  lead  us  too  far. 

Radium  C,  in  decaying,  gives  rise  to  the  active  deposit  of 
slow  decay,  which  we  now  consider. 

238.  Radium  D,  radium  E  and  polonium.  The  behaviour 
of  the  active  deposit  of  slow  decay  somewhat  resembles  that  of 
radium  immediately  after  preparation.  At  first  there  is  only  a 
weak  |3  ray  activity,  which  rises  gradually  for  about  two  months, 
and  afterwards  remains  nearly  constant.  An  a  ray  activity  is 
also  developed,  but  more  slowly,  requiring  two  years  to  reach  its 
maximum  value.  It  is  probable,  therefore,  that  the  first  product 
of  radium  C  is  a  substance  of  slow  decay,  which  we  may  call 
radium  D,  and  which  itself  gives  rise  to  further- products. 

The  separation  of  these  products  is  comparatively  simple. 
If  a  polished  plate  of  bismuth  or  copper  is  immersed  in  a  solution 
of  the  active  deposit  of  slow  decay,  a  deposit  is  obtained  which 
emits  only  a  rays,  and  decays  exponentially  with  a  period  of  about 
140  days.     This  exact  coincidence  with  the  properties  of  polonium 


684 


KADIOACTIVITY 


[CH. 


can  hardly  be  accidental ;  hence  we  conclude  that  polonium  is 
a  transformation  product  of  radium  D,  and  it  is  the  last  product. 
If  a  nickel  plate  is  used  instead  of  bismuth  or  copper,  the  deposit  at 
first  emits  no  a  rays,  but  only  ^  rays  and  weak  y  rays,  and  both 
activities  decay  exponentially  with  a  period  of  5  days.  These 
facts  are  exactly  accounted  for  by  the  following  scheme  of  trans- 
formation : 


a   ;8   7    ' 

weak  8 

(3   weak  7 

a 

f    t    f 

f 

t    f 

f 

Eadium  C 

— »■ 

radium  D 

radium  E  — > 

■polonium 

As  before,  we  can  test  for  intermediate  products  by  means  of  the 
curves  giving  the  rise  of  a  and  j8  ray  activity  of  radium  D  with 
time.  No  evidence  of  any  such  product  has  been  obtained,  and 
there  is  certainly  none  of  long  life. 

Equilibrium  between  radium  D,  radium  E  and  polonium  is 
practically  attained  in  two  years,  after  which  the  product  shows 
a,  j8  and  y  ray  activity,  all  of  which  fall  off  exponentially  with  the 
period  of  radium  D.  Mme  Curie,  by  direct  observations  over  a 
period  of  five  years,  estimated  the  period  of  radium  D  at  17  years. 
The  chemical  properties  of  radium  D  closely  resemble  those  of 
lead,  from  which  it  cannot  be  separated  by  any  known  means. 
It  was  discovered  at  an  early  period  that  the  lead  extracted  from 
pitchblende  had  a  very  considerable  activity,  which  was  ascribed 
to  the  presence  of  a  radioactive  constituent  known  as  radio-lead. 
This  is  now  known  to  be  identical  with  radium  D. 

The  main  transformation  series  of  radium,  as  far  as  it  is 
necessary  to  consider  it  here,  is  shown  in  the  following  table: 


Radiation 

Period 

Radium 
Radium  emai 
Radium  A 
Radium  B 
Radium  0- 
Radium  D 
Radium  E 
Polonium 
? 

lation  . 

a  +  weak  ^ 

a 

a 

(3  +  weak  y 

a  +  P  +  y 

weak  j3 

/3  +  weak  y 

a 

1750  years 
3-85  days 
3  minutes 
26-7  minutes 
19-'5  minutes 
17  years 
5  days 
136  days 
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It  can  be  calculated  that  over  100  years  must  elapse  before 
radium  is  in  equilibrium  with  all  its  products,  the  delay  arising 
from  the  long  period  of  radium  D.  Neither  radium  D  nor  its 
products  emit  any  very  penetrating  rays,  the  y  ray  activity  when 
measured  through  3  mm.  of  lead  being  due  entirely  to  radium  B 
and  radium  C,  and  most  of  it  to  the  latter.  Hence  the  y  ray 
activity  is  proportional  to  the  amount  of  radium  present,  provided 
that  at  least  one  month  has  elapsed  after  preparation.  This  is 
the  basis  of  an  accurate  method  of  comparing  quantities  of  radiiim, 
which  has  the  further  advantage  that,  since  only  very  penetrating 
rays  are  used,  the  absorption  by  the  walls  of  the  containing  vessel 
and  the  radium  preparation  itself  is  small  and  need  not  generally 
be  allowed  for. 

In  handhng  radium  great  care  must  be  taken  to  avoid  what  is 
known  as  radioactive  contamination.  Any  very  considerable  or 
prolonged  escape  of  emanation  in  a  laboratory  will  result  in  the 
formation  of  the  active  deposit  of  slow  decay  on  the  walls  of  the 
'  building,  and  give  rise  to  a  continual  disturbing  leak.  No  chemical 
'  operations  on  radium  should  be  performed  in  a  building  in  which 
electrometer  work  is  done,  nor  should  radium  emanation  be  used 
in  other  than  sealed  tubes. 

239.  The  a  particles.  The  a  rays 
were  at  first  thought  to  be  unafEected  by 
magnetic  fields;  and  certainly  they  are 
but  little  deflected  in  fields  strong  enough 
to  produce  a  very  great  deflexion  of  the 
j8  particles.  Rutherford  was  the  first  to 
show  that  the  a  rays  behave  like  positively 
charged  particles  projected  with  a  great 
velocity.  The  exact  measurement  of  e/m 
and  V  is  made  more  difficult  by  the  fact 
that  radium  sends  out  several  sets  of  rays 
with  different  initial  velocity,  and  if  the 
active  layer  is  at  all  thick  there  is  an 
additional  loss  of  velocity  by  transmission  pjg  352 

through  the  layer.    In  one  of  Rutherford's 
experiments  the  source  of  the  a  rays  was  a  deposit  of  radium  C 
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on  a  thin  wire,  laid  in  a  groove  at  A  in  the  figure.  Above  it  was 
a  metal  plate  B  pierced  with  a  slit  parallel  to  the-  wire,  and 
higher  still  a  photographic  plate  P.  A  strong  and  uniform 
magnetic  field  was  applied  parallel  to  the  wire,  and  the  whole 
space  inside  the  case  was  highly  exhausted.  If  a  is  the  distance 
from  A  to  B,b  the  distance  from  B  to  P,  and  p  the  radius  of  the 
circle  into  which  the  rays  are  bent,  the  deflexion  S  (supposed  small) 
is  given  by  2p8  =  b{a+b).    But  from  Art.  206,  p  =  mcv/He.  Hence 


2cS 


.(6). 


mv     Hb  {a  +  b)"  " 

The  double  deflexion  caused  by  reversing  the  magnetic  field  was 
measured  on  the  plate.  It  was  found  that  the  width  of  the  deflected 
band  was  the  same  as  that  of  the  undeflected  band :  hence  mth 
a  homogeneous  product  like  radium  C  all  the  rays  are  sent  off  with 
the  same  velocity.  The  decrease  in  the  velocity  of  the  rays  after 
traversing  a  thin  sheet  of  aluminium  was  clearly  shown  by  an 
increase  in  the  magnetic  deflexion.  The  order  of  magnitude  of 
the  latter  is  seen  from  the  fact  that  p  is 
about  40  cm.  in  a  field  of  10,000  gausses. 

Strong  electric  fields  are  required  if  the 
electric  deflexion  is  to  be  measured  accu- 
rately. Rutherford  used  two  plates  C^,  C^ 
(Fig.  353),  J  mm.  apart,  placed  immediately 
over  the  active  matter.  In  most  of  the 
experiments  the  ray  ABCD  which  experi- 
enced the  greatest  deflexion  left  the  active 
matter  at  A,  grazed  the  left-hand  plate  at 
B,  and  passed  over  the  edge  C  of  the  right- 
hand  plate,  falling  on  the  photographic  plate 
P  at  D.  On  reversing  the  field  a  similar 
extreme  ray  A'B'C'D'  is  obtained.  The 
path  of  either  ray  is  parabolic  between  the 
plates,  and  straight  outside.  If  d  is  the 
distance  between  the  plates  Cj,  Cg,  g  the 
distance  from  C  to  the  photographic  plate, 
and  2e  the  double  deflexion  DD',  supposed 
small,  it  is  not  difficult  to  show  that 
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Equations  (6)  and  (7)  give  e/m  and  v  separately.  For  radium 
C,  Eutherford  found  e/m  =  +  1-52  x  10",  and  for  polonium 
e/m  =  +  1-59  x  10".  These  values  are  a  little  too  high.  Subse- 
quent experiments  have  shown  that  the  values  of  e/m  for  the  a 
particles  from  the  emanation,  radium  A  and  radium  C  agree  to 
within  1  part  in  400,  and  are  equal  to  1-446  x  10^*;  which  shows 
that  the  a  particle  is  in  all  probability  the  same  no  matter  from 
what  source  it  is  derived.  The  velocity  of  projection  of  the 
particles  from  an  uncovered  preparation  of  radium  C  is  1-92  x  10* 
cm.  per  second. 

The  charge  on  an  a  particle,  if  at  all  comparable  with  that  of 
the  electron,  is  too  small  to  be  measured  directly ;  but  it  can  be 
found  indirectly  as  follows.  It  is  very  probable  that  the  scintilla- 
tions, of  which  mention  has  been  made  in  Art.  234,  are  produced 
by  the  separate  impacts  of  the  a  particles  on  the  fluorescent 
screen.  If  therefore  these  scintillations  are  counted  on  a  small 
screen  placed  in  various  positions  with  respect  to  the  active  layer, 
it  is  possible  to  estimate  the  total  number  of  a  particles  emitted 
by  the  layer  per  second  ;  after  which  it  is  only  necessary  to  measure 
the  total  charge  carried  away  by  the  a  particles  in  a  given  time. 
The  scintillations  were  first  systematically  counted  by  Regener. 
Rutherford  and  Geiger  used  another  method  of  counting,  which 
consisted  in  magnifying  the  ionising  effect  of  the  a  particles  by 
colUsions  (cf.  Arts.  220-223)  until  the  entry  of  a  single  a  particle 
into  the  ionisation  chamber  produced  a  measurable  deflexion  of 
an  electrometer.  They  found  that  the  number  of  particles,  as 
counted  electrically,  was  nearly  the  same  as  that  found  from 
observations  on  a  carefully-made  zinc  sulphide  screen. 

The  measurement  of  the  total  charge  on  the  a  particles  from 
a  given  thin  layer  presents  some  difficulty.  Sir  J.  J.  Thomson 
found  that  a  metallic  plate  covered  with  polonium,  and  placed 
in  a  high  vacuum,  emits  a  negative  and  not  a  positive  charge. 
The  negative  leak  is  reversed  when  the  whole  apparatus  is  placed 
between  the  poles  of  a  powerful  electromagnet,  so  that  it  is 
probably  due  to  the  emission  of  slow-moving  electrons  as  well 
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as  a  particles  from  the  polonium  plate.  It  is  now  generally 
believed  that  slow  electrons  are  emitted  whenever  a  rays  fall 
on  matter.  But  even  in  the  highest  attainable  vacua,  and  in 
strong  magnetic  fields,  the  current  in  an  apparatus  such  as  that 
shown  in  Fig.  346  is  shghtly  different  according  as  the  active 
plate  is  positive  or  negative.  Rutherford  assumed  that  the 
difference  arises  from  the  ionisation  of  the  residual  gas  between 
the  plates,  and  that  the  charge  carried  by  the  a  particles  per 
second  is  equal  to  the  mean  of  the  two  currents. 

In  this  way  Rutherford  and  Geiger  obtained  values  of  e 
ranging  from  8-3  x  10-"  to  10  x  10-",  mean  9-3  x  10-"  e.s.u. 
Shortly  afterwards  Regener  completed  his  counting  experiments 
by  measuring  the  total  charge,  and  found  that  e  =  9-58  x  10-^" 
E.s.u.  Comparing  these  numbers  with  Millikan's  value  4-77  x  IQ-^" 
it  becomes  extremely  probable  that  the  a  particle  carries  a  charge 
numerically  double  that  of  the  electron.  Conversely,  if  this  is 
assumed,  the  experiments  of  Rutherford  and  Geiger  and  of  Regener 
give  new  values  4-65  x  10-^"  and  4-79  x  10-^"  for  the  charge  of 
the  electron.  The  value  4-75  x  10-^"  has  been  adopted  in  this 
book,  giving  9-50  x  10-^"  for  the  charge  on  the  a  particle. 

The  mass  of  the  a  particle  can  now  be  found.  Putting 
e=  9-50  X  10-"  and  e/m=  1-446  x  10",  we  have  m=6-57x  lO-^* 
grams.  Since  the  mass  of  a  hydrogen  atom  is  1-65  x  10"^*  grams, 
it  is  simplest  to  assume  that  the  a  particle  is  an  atom  of  helium, 
positively  charged  and  travelling  with  a  high  velocity. 

The  conclusions  of  the  present  article  receive  independent 
support  as  follows.  One  gram  of  radium  in  equihbrium  with 
the  emanation  and  with  radium  A,  B,  C  emits  1-43  x  10^^  a 
particles  per  second ;  and  since  there  are  four  a  ray  products  the 
number  emitted  by  radium  itself  is  3-57  x  10^"-  If,  as  is  probable, 
each  corresponds  to  the  disintegration  of  one  radium  atom,  this 
number  is  equal  to  XP,  where  A  is  the  decay  constant  of  radium 
and  P  =  2-71  x  10^^  the  number  of  atoms  in  one  gram.  This 
gives  A  =  1-32  x  10-^^,  which  agrees  well  with  the  value 
1-25  X  10-11  previously  found.  The  present  estimate  is  more 
rehable,  since  the  measurement  of  small  volumes  of  emanation  is 
difficult.  If  each  a  particle  is  a  helium  atom,  this  would  corre- 
spond to  an  emission  of  0-175  c.c.  of  heUum  per  year  by  one 
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gram  of  radium  in  equilibrium.     The  observed  amount  is  about 
0-170  c.c. 

240.  lonisation  produced  by  a  particles.  The  a  particles, 
as  we  have  seen,  produce  intense  ionisation  close  up  to  the  active 
substance.  The  sudden  cessation  of  the  ionising  effect  at  a  certain 
distance  from  the  source,  first  observed  by  Mme  Curie  for  polonium, 
shows  that  the  a  particles  move  straight  on  through  the  gas,  losing 
energy  as  they  go,  until  finally  their  velocity  is  insufla.cient  to 
enable  them  to  ionise  the  molecules  by  collision.  The  deviation 
from  the  straight  line  is  in  all  probability  sUght,  except  near  the 
end  of  the  path :  hence  if  a  nearly  parallel  beam  of  a  rays  is  obtained 
and  the  ionisation  per  unit  length  measured  at  various  points, 
this  will  tell  us  approximately  how  the  ionising  power  of  a  single 
a  particle  varies  along  its  path. 

The  preceding  considerations  are  due  to  W.  H.  Bragg,  who 
first  measured  the  ionisation  at  various  points  of  a  beam  of  a  rays. 

ELECTROMETER 


iw-CELLS 


Pig.  354 

A  thin  layer  of  polonium  deposited  on  a  disc  of  copper  (Art.  238) 
gives  a  convenient  source  of  a  rays,  and  this  is  attached  to  a  rod 
B  passing  through  a  hole  in  a  fixed  brass  plate.  In  order  to  render 
the  beam  parallel  a  cap  C  is  placed  over  the  disc,  consisting  of 
a  thick  piece  of  brass  perforated  with  holes  about  1  mm.  in  diameter, 
so  that  practically  only  rays  travelling  in  a  vertical  direction  can 
escape  from  the  polonium.     The  ionisation  is  measured  in  the 


590 


RADIOACTIVITY 


[CH. 


space  .between  a  wire  grating  G  and  a  brass  plate  P,  and  the 
distance  x  from  the  polonium  to  the  centre  of  the  ionisation  chamber 
can  be  varied  by  sliding  the  rod  R  up  and  down.  At  atmospheric 
pressure  the  effect  of  electrons  emitted  from  the  plate  P  is  negli- 
gible in  comparison  with  the  current  in  the  gas  itself,  as  is  easily 
seen  by  reversing  the  field.  Hence  with  a  narrow  gap  the  satura- 
tion current  is  nearly  proportional  to  the  ionisation  per  millimetre 
of  the  path  of  an  a  particle  at  distance  x  from  the  source.  The 
results  of  this  experiment  are  shown  in  Fig.  355 .    With  an  uncovered 
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Fig.  355 

polonium  layer  (curve  I)  the  ionisation  per  unit  length  first  rises, 
attains  a  maximum  at  about  2-5  cm.  from  the  source,  and  then 
sinks  rapidly  to  zero.  It  is  probable  that  if  diffusion  could  be 
prevented  the  ionisation  would  entirely  cease  at  a  distance  of 
about  3-8  cm.  from  the  polonium.  This  distance  is  called  the 
range  of  the  a  particles,  and  marks  the  stage  at  which  they  are 
no  longer  capable  of  ionising  the  gas.  Towards  explaining  the 
maximum  in  the  ionisation  curve  Bragg  points  out  that  the  faster 
the  particles  the  less  the  time  occupied  in  moving  over  the  diameter 
of  a  molecule  of  the  gas,  and  therefore  also  the  time  available 
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for  the  detachment  of  electrons.  On  the  other  hand,  if  the 
■velocity  is  too  small  the  a  particle  does  not  get  near  enough  to 
the  centre  of  the  atom  or  molecule  to  produce  an  appreciable 
efiect. 

Curve  II  is  obtained  with  a  sheet  of  aluminium  -006  mm.  thick 
placed  over  the  polonium.  The  effect  is  merely  to  move  curve  I 
back  as  a  whole  1  cm.  nearer  to  the  active  layer ;  which  confirms 
the  view  that  the  a  particles,  though  retarded,  are  very  little 
deflected  by  passing  through  light  substances.  It  will  be  noticed 
that  the  ionisation  at  certain  distances  is  increased  by  the  inter- 
position of  the  aluminium  sheet. 
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rig.  356 

Experiments  with  radium  give  a  more  compUcated  curve 
(Fig.  356)  which  strongly  suggests  an  analysis  into  four  simple 
curves,  as  shown.  It  is  known  that  radium  in  equihbrium  with 
its  products  of  quick  decay  contains  four  substances  which  emit 
a  rays — radium,  radium  emanation,  radium  A  and  radium  C. 
The  numbers  of  the  different  atoms  breaking  up  per  second  are 
equal  (see  Art.  235),  and  therefore  presumably  also  the  numbers 
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of  a  particles  emitted  by  the  four  products.  The  curve  in  Fig.  356 
can  be  exactly  explained  on  this  hypothesis,  as  Bragg  showed. 
Towards  setthng  the  particular  ray  to  be  assigned  to  each  of  the 
separate  products  we  proceed  as  follows.  A  freshly  prepared 
layer  gives  a  single  curve  corresponding  to  portion  1  of  the  figure : 
a  deposit  of  radium  C,  prepared  by  von  Lerch's  method,  gives 
curve  4  alone.  As  regards  the  remaining  two,  it  is  known  that 
the  a  rays  from  radium  emanation  are  more  easily  absorbed  than 
Ranges  in  cm.  in  air  at 
15°  C.  and  760  mm.  pressure. 


Radium 

3-30 

Emanation   ... 

4-16 

Radium  A    ... 

4-75 

,    Radium  C    ... 

6-94 

Polonium 

3-77 

those  from  radium  A :  hence  curve  1  is  to  be  ascribed  to  radium, 
curve  2  to  the  emanation,  curve  3  to  radium  A  and  curve  4  to 
radium  C.  An  old  preparation  of  radium  would  show  a  disturbance 
between  1  and  2  due  to  the  a  rays  from  polonium ;  but  about 
100  years  would  be  required  for  its  full  development. 

The  ranges  of  the  various  a  particles,  as  measured  by  Geiger, 
are  shown  above. 


Fig.  357 
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The  actual  paths  of  the  a  particles  from  radioactive  substances 
have  been  made  visible  by  C.  T.  R.  Wilson,  using  the  cloud  method 
described  in  Art.  232.  Fig.  357  shows  a  photograph  obtained 
with  a  small  quantity  of  radium  on  the  end  of  a  wire.  For  the 
most  part  the  tracks  are  straight  and  quite  continuous,  no  resolu- 
tion into  separate  drops  being  possible  on  account  of  the  large 
number  of  ions  produced  per  centimetre  of  the  path.  Near  the 
end  there  is  nearly  always  some  curvature,  and  the  rays  are  often 
deflected  through  finite  angles,  as  in  Fig.  358,  which  gives  an 


Fig.  358 


Fig.  359 
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enlarged  view  of  the  ends  of  two  tracks.  The  "spur"  on  the 
left-hand  track  should  be  noticed.  It  is  probably  due  to  an  atom 
recoiling  with  such  a  velocity  as  to  ionise  for  a  short  distance  by 
collision.  The  ionising  power  of  the  a  particle  falls  off  very 
abruptly  near  the  end  of  its  range,  and  the  comparatively  gradual 
drop  in  Fig.  355  is  to  be  ascribed  to  scattering  and  to  slight 
inequalities  in  the  ranges  of  individual  particles. 

Wilson's  experiments,  like  Brag^'s,  confirm  in  a  striking  way 
the  theory  of  successive  transformations.  At  first  all  the  a  rays 
radiate  from  the  radium  at  the  end  of  the  wire ;  but  as  the 
emanation  diffuses  into  the  expansion  chamber  more  and  more 
tracks  originate  in  the  gas  itself,  and  others,  due  to  the  active 
deposit,  start  from  various  points  on  the  walls  of  the  chamber. 
The  track  of  a  complete  a  particle  from  radium  emanation  is 
shown  in  Fig.  359.  Here  we  notice  the  characteristic  hook  at 
the  end,  the  spot  at  the  beginning  due  to  the  recoil  of  the  atom  of 
the  emanation,  and  the  gradual  increase  of  the  density  of  ionisation 
as  the  ray  slows  down.  One  of  these  tracks  measured  by  Wilson 
had  a  length  of  4-3  cm.,  reduced  to  15°  C.  and  760  mm.  pressure ; 
which  agrees  well  with  the  accepted  value  4-16  cm.  of  the  range 
of  the  a  particle. 

The  average  number  of  ions  produced  by  an  a  particle  from 
radium  C  is  about  3000  per  milhmetre  of  its  path,  or  about  200,000 
in  all.  It  is  obvious  from  the  initial  distribution  of  these  ions  that 
there  must  be  a  great  deal  of  recombination,  and  most  of  all 
when  the  electric  force  is  parallel  to  the  direction  of  the  a  particles, 
since  then  an  ion  is  constantly  meeting  other  ions  produced  by 
the  same  particle.  Experiments  by  Moulin  show  that  the  electric 
force  required  for  saturation  does,  in  fact,  vary  with  the  direction 
of  the  rays,  as  much  as  1000  volts  per  cm.  being  necessary  when 
the  rays  are  parallel  to  the  electric  force. 

241.  The  p  particles.  The  magnetic  deflexion  of  the  ^ 
rays  was  discovered  by  Giesel  in  1899.  Early  experiments  showed 
that  the  rays  were  complex,  and  that  the  slowest  rays  were  most 
easily  absorbed  by  matter.  It  was  also  found  possible  to  detect 
the  negative  charge  carried  by  the  ^  particles,  provided  that 
the  receiving    plate    was    completely   surrounded    by  insulators 
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in  order  to  prevent  dissipation  of  the  charge  by  the  neighbour- 
ing gas. 

The  charge  on  the  j8  particles  has  never  been  directly  measured, 
but  many  experiments  have  been  made  to  determine  the  velocity 
and  the  ratio  of  the  charge  to  the  mass.  Perhaps  the  most  accurate 
are  those  of  Bucherer,  which  have  since  been  repeated  by 
G.  Neumann.     The  principle  of  Bucherer's  experiment  is  shown 


Kg.  360 


in  Fig.  360.  A  cylindrical  box  C  contains  two  parallel  plates 
Ci,  C^,  about  20  cm.  in  diameter  and  J  mm.  apart.  A  strong  and 
uniform  electric  field  is  applied  by  connecting  the  plates  to  the 
terminals  of  a  battery  of  small  accumulators.  The  whole  box  is 
enclosed  in  a  solenoid  long  enough  to  give  a  uniform  magnetic 
field  parallel  to  the  plates,  as  shown  in  the  figure,  and  the  pressure 
inside  the  box  is  kept  as  low  as  possible.  A  very  small  cavity 
in  the  lower  plate  contains  radium  fluoride,  and  the  inner  curved 
wall  of  the  box  is  covered  with  a  photographic  film  pressed  against 
it  by  springs.     In  the  absence  of  electric  and  magnetic  forces 
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^  rays  spread  straight  out  from  the  radium,  and  those  which  are 
projected  horizontally  escape,  giving  rise  to  a  straight  band  on 
the  photographic  film.  To  find  what  rays  escape  when  the  electric 
and  magnetic  fields  are  both  applied,  consider  those  projected 
horizontally  in  a  direction  making  an  angle  9  with  the  magnetic  field 
(Kg.  360).  The  electric  field  exerts  a  force  eE  downwards,  and  the 
magnetic  field  a  force  eHv  sin  djc  upwards,  where  v  is  the  velocity. 
If  these  forces  are  not  equal  the  particle  is  drawn  to  one  or  other 
of  the  plates ;  hence  only  those  particles  escape  for  which 
E  =  Hv  sin  6jc.  The  effect  of  the  combined  fields  is  therefore 
to  sort  out  the  particles  of  different  velocity,  so  that  each 
corresponds  to  a  particular  value  of  6.  After  leaving  the  condenser 
the  rays  are  acted  on  by  the  magnetic  field  only,  and  are  bent 
into  a  circle  of  radius  p,  where  p  =  mcv/He.  Bucherer  actually 
only  considered  the  rays  experiencing  the  maximum  deflexion, 
for  which  6  =  ^.    Hence  we  have 

V  _E        _.    e  _  cv  _  c^ 

Since  p  is  known  from  observations  of  the  deflexion,  both  ejm 
and  V  are  known. 

In  these  experiments  no  trace  has  ever  been  obtained  with 
fields  such  that  E  >  H.  Hence  the  velocity  of  the  j8  'particles  is 
always  less  than  that  of  light.  Another  remarkable  fact,  first 
observed  by  Kaufmann,  is  that  the  value  of  ejm  is  not  constant, 
hut  decreases  with  increase  of  v.  The  smaller  the  velocity  the  more 
ejm  approximates  to  the  value  5-30  x  10^'  which  it  has  for  cathode 
rays  and  other  comparatively  slow  electrons.  Thus,  though  there 
is  no  reason  for  believing  that  the  j8  particles  are  not  electrons, 
yet  it  must  be  recognised  that  a  new  difficulty  arises  in  that  ejm 
appears  to  be  a  function  of  the  velocity.  The  experimental  facts 
might  be  explained  in  several  ways ;  for  example,  that  the  mass 
of  an  electron  depends  on  its  velocity,  that  its  charge  does,  or  that 
the  law  of  action  of  a  magnetic  field  on  a  moving  charge  (Art.  95) 
has  to  be  modified  for  very  high  velocities  of  the  particle.  It 
has  been  found  most  convenient  to  assume  that  the  mass  alone 
varies :  the  theoretical  aspects  of  this  are  discussed  fully  in  the 
next  chapter. 


xni] 


KADIOACTIVITY 


597 


,;      The    experiments    of    Bucherer    and 
|accurately  with  the  formula 


Neumann    agree    very 


—  r=l-(l--Y  (8) 

m      mo  \        c  V 


over  a  range  v/c  =  0-3  to  0-8,  e/mo  having  the  normal  value 
5-30  X  10^'.  This  formula  has  a  theoretical  foundation  (Art.  257), 
but  may  at  present  be  regarded  as  empirical.  It  follows  that 
the  mass  m  of  an  electron  at  velocity  v  is  given  by 


m 


=  m„(l-5)" 


•(9), 


where  mg  =  8-96  x  10~^*  is  the  mass  of  an  electron  with  a  velocity 
small  compared  with  that  of  light.  The  values  of  m/jWo  and  of 
pH  =  mcvje  for  various  values  of  v  are  shown  in  the  following  table. 
Hence  by  interpolation  it  is  possible  to  find  the  velocity  of  a  ^ 
particle  by  magnetic  deflexions  alone. 


■w 

m/mo 

pH 

V 

m/mo 

pH 

109 

1-000 

56-8 

2-15  X  lO" 

1-434 

1745 

2  X  109 

1-002 

113 

2-20  „ 

1-471 

1832 

3   „ 

1-005 

171 

2-25  „ 

1-512 

1925 

4   „ 

1-009 

229 

2-30  „ 

1-557 

.  2027 

5   „ 

1-014 

287 

2-35  „ 

1-609 

2140 

6   „ 

1-021 

346 

2-40  „ 

1-667 

2264 

7   „ 

1-028 

408 

2-45  „ 

1-733 

2403 

8   „ 

1-038 

470 

2-50  „ 

1-809 

2561 

9   ., 

1-048 

534 

2-55  „ 

1-899 

2740 

101" 

1-061 

600 

2-60  „ 

2-00 

2949 

11  X  1010 

1-075 

669 

2-65  „ 

213 

3200 

1-2   „ 

1-091 

741 

2-70  „ 

2-29 

3507 

1-3   „ 

1-110 

817 

2-75  „ 

2-50 

3891 

1-4   „ 

1-131 

896 

2-80  „ 

2-79 

4416 

1-5   „ 

1-155 

980 

2-85  „ 

3-20 

5165 

1-6   „ 

1-182 

1071 

2-90  „ 

3-91 

6412 

1-7   „ 

1-214 

1168 

2-95  „ 

5-50 

9177 

1-8   „ 

1-250 

1273 

2-96  „ 

614 

10290 

1-9   „ 

1-292 

1390 

2-97   „ 

7-08 

11910 

2'0   „ 

1-342 

1519 

2-98  „ 

8-69 

14640 

2-05  „ 

1-370 

1585 

2-99  „ 

12-2 

20730 

2-10  „ 

1-400 

1665 

3 

00 

00 

Fig.  361  shows  one  of  Wilson's  photographs  of  the  tracks  of 
^  particles  in  gases.     The  complete  trails  are  too  long  to  be  seen 
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on  a  single  photograph.     Sudden  deflexions  through  finite  angles 
are  very  rare,  most  tracks  showing  a  continuous  curvature  due 


Kg.  361 

to  a  succession  of  small  deflexions,  each  in  itself  inappreciable. 
At  the  very  end  the  tracks  closely  resemble  those  of  electrons 
emitted  under  the  action  of  Eontgen  rays  (Art.  232). 

242.  Homogeneous  groups  of  p  particles.  The  j8  particles 
from  a  thick  layer  of  a  radioactive  substance  have  all  velocities 
over  a  considerable  range ;  but  with  a  thin  layer  a  number  of  the 
particles,  at  least,  form  homogeneous  groups  of  definite  velocity. 
This  was  first  shown  by  von  Baeyer,  Hahn  and  Frl.  Meitner,  by 
means  of  the  magnetic  deflexion  in  a  vacuum.  Their  apparatus 
closely  resembled  that  used  for  the  magnetic  deflexion  of  the 
a  particles  (Fig.  352),  except  that  much  smaller  magnetic  fields  were 
used.  A  thin  film  of  radium  deprived  of  its  transformation 
products  gave  two  weak  bands  on  the  photographic  plate;  a 
deposit  of  radium  C  gave  four  strong  bands,  and  so  on.  The 
velocity  of  the  rays  can  be  found  by  interpolation  from  the  table 
in  the  last  article,  or  by  direct  calculation  from  the  equations 

em  \        c^J 

The  results  of  these  experiments  are  shown  in  Fig.  362,  which 
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gives  the  velocities  of  the  most  prominent  groups  of  rays  from 
radium  and  its  products.     Some  of  the  rays  from  radium  C  have . 
velocities  closely  approaching  that  of  light.     The  rays  from  radium 
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D  are  both  weak  and  feebly  penetrating,  and  were,  in  fact,  actually 
discovered  by  the  photographic  method.  So  far  radium  E, 
which  gives  a  continuous  spectrum  of  j8  rays  with  velocities  between 
2-1  and  2-8  x  lOi"  cm.  per  second,  has  not  been  found  to  emit 
any  homogeneous  groups. 

More  detailed  observations  by  Danysz  and  others  have  shown 
that  the  j8  ray  spectra  are  often  very  complicated.  Rutherford 
and  Robinson  were  able  to  measure  the  velocity  of  64  sets  of  rays 
in  the  radiation  from  radium  B  +  C,  and  other  faint  bands  were 
also  visible  on  the  photographic  plate. 

243.  The  y  rays.  The  y  rays  were  discovered  by  Villard 
in  1900.  They  are  chiefly  remarkable  for  their  great  penetrating 
power.  After  the  y  rays  from  radium  have  passed  through  3  mm. 
of  lead,  every  additional  thickness  of  1-5  cm.  of  lead,  or  6  cm.  of 
aluminium,  cuts  them  down  to  about  one-half  of  their  original 
intensity.  The  electrical  effect  of  a  strong  radium  preparation 
can  be  measured  through  20  cm.  of  lead,  and  might  possibly  be 
detected  through  1  metre  of  aluminium.  The  absorption  of  the 
air  is  such  that  a  thickness  of  about  100  metres  at  atmospheric 
pressure  is  required  to  cut  down  the  rays  by  one-half. 

From  the  fact  that  y  rays  are  not  deflected  in  magnetic  fields, 
and  that  they  are  always  found  together  with  fairly  swift  ^  rays, 
it  has  been  concluded  that  they  are  similar  to  Rontgen  rays, 
only  harder.     Since  the  discovery  of  the  diffraction  of  Rontgen 
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rays  by  crystals  it  has  become  possible  to  test  this  assumption 
.and  find  out  definitely  whether  the  y  rays  are  waves  in  the  ether 
or  not.  Diffraction  effects  with  y  rays  were  first  observed  by 
Shaw  in  1913,  and  subsequently  Eutherford  and  Andrade  measured 
the  wave-lengths  of  the  y  rays  from  radium  B  and  C  together, 
using  as  a  source  some  radium  emanation  in  a  small  glass  tube. 
It  was  known  that  both  radium  B  and  radium  C  emit  hard  y  rays, 
and  the  former  also  emits  some  rays  of  about  the  same  penetrating 
power  as  ordinary  Rontgen  rays.  This  suggested  a  search  for 
wave-lengths  of  the  order  of  10~*  cm.,  and  also  for  shorter  wave- 
lengths, probably  of  the  order  IQ-^  cm.     Those  actually  found 
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•  Fig.  363  ■ 

are  shown  in  Fig.  363.  It  is  clear  that  the  y  ray  spectra,  like  the 
/3  ray  spectra,  are  extremely  complicated.  For  this  reason  experi- 
ments on  the  absorption  of  the  y  rays  from  various  substances 
by  matter  give  only  the  roughest  indication  of  the  type  of  rays 
present.  It  seems,  however,  certain  that  the  longer  wave-lengths 
(exceeding  7  x  10^'  cm.)  belong  to  radium  B,  as  radium  C  is 
not  known  to  emit  any  rays  of  this  quality.  They  may  very  well 
constitute  the  L  radiation  of  radium  B  (cf.  Art.  229).  Similarly 
it  has  been  conjectured  that  some  of  the  hard  y  rays  belong  to 
the  K  radiation  of  radium  B  or  radium  C ;  but  the  evidence  is 
very  fragmentary. 

The  process  of  ionisation  by  y  rays  is  similar  to  that  by  Rontgen 
rays  (Arts.  231,  232);  that  is,  electrons  are  ejected  from  the 
atoms  of  the  gas  under  the  action  of  the  rays,  and  these  sub- 
sequently move  through  the  gas  and  produce  many  more  ions  by 
colhsion.  What  is  so  remarkable  is  the  very  high  velocity  with 
which  the  electrons  are  ejected.  They  are  capable  of  penetrating 
through  many  centimetres  of  air  at  atmospheric  pressure;  and 
C.  T.  R.  Wilson's  photographs  show  that  their  tracks  are  indis- 
tinguishable from  those  of  j8  particles*.  Similarly  high-speed 
*  The  track  reproduced  in  Fig.  361  is  actually  that  of  an  electron  liberated  by 
7  rays. 
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electrons  are  emitted  when  y  rays  fall  on  metals,  and  the  velocity 
of  emission  can  be  measured  by  magnetic  deflexion  in  a  vacuum. 
In  this  way  Rutherford,  Robinson  and  Rawlinson  found  that  the 
y  rays  from  radium  B  +  C  in  passing  through  lead  give  rise  to  a 
number  of  different  sets  of  electrons,  with  velocities  of  the  order 
of  2  X  IQi"  cm.  per  second ;  i.e.  comparable  with  that  of  the 
primary  ^  rays  from  radium  B  and  C. 

The  fact  that  both  )3  and  y  rays  occur  in  homogeneous  groups 
suggests  problems  connected  with  the  structure  of  the  atoms  of 
radioactive  substances,  just  as  the  Rontgen  ray  and  ordinary 
spectra  do  with  respect  to  the  structure  of  ordinary  atoms.  Little 
progress  has  hitherto  been  made  with  these.  The  question  of 
the  origin  of  the  j8  and  y  rays  is  further  complicated  by  the  fact 
that  the  two  are  to  a  certain  extent  interchangeable  :  a  ^  particle 
can  give  rise  to  y  rays  when  it  experiences  a  sudden  stoppage  or 
rapid  acceleration,  and  as  we  have  seen  y  rays  falling  on  matter 
liberate  electrons  of  much  the  same  velocity. 

244.  Radioactive  elements  in  general.  A  knowledge  of 
the  exact  nature  of  the  a,  ^  and  y  rays  makes  it  possible  to  specify 
more  precisely  what  is  going  on  when  one  radioactive  substance 
changes  into  another.  The  atomic  weight  of  the  ejected  a  particle 
or  helium  atom  being  4,  every  a  ray  transformation  results  in  the 
reduction  of  the  atomic  weight  of  the  radioactive  element  by 
4  units.  The  loss  of  a  ^8  particle,  on  the  other  hand,  can  only 
afEect  the  atomic  weight  by  very  little.-  On  this  view  the  atomic 
weights  of  the  elements  of  the  radium  family  are  as  follows:      , 


Radiation 

Atomic 
weight 

Radium 
Emanation   . . 
Radium  A    .. 
Radium  B    .. 
Radium  C     .. 
Radium  D    .. 
Radium  E    .. 
Polonium 
? 

a  +  slow  /3 

a 

a 

j3  +  weak  y 

a  +  P  +  y 

slow  (3 

(3  +  weak  y 

a 

226 
222 
218 
214 
214 
210 
210 
210 
206 
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The  only  direct  evidence  bearing  on  this  is  Gray  and  Eamsay's 
determination  of  the  atomic  weight  of  the  emanation,  which  gave 
the  value  223.  Each  of  these  substances  has  a  very  definite 
chemical  behaviour :  thus  both  radium  B  and  radium  D  are 
chemically  allied  to  lead,  radium  C  and  radium  B  to  bismuth, 
and  the  emanation  to  the  group  of  inert  gases. 

The  reader  cannot  have  failed  to  notice  the  remarkable  fact 
that  radium  is  only  found  in  minerals  which  contain  considerable 
quantities  of  uranium.  This  receives  a  natural  explanation  if 
we  suppose  that  radium  is  a  transformation  product  of  uranium. 
On  this  view,  sufficiently  old  uranium  minerals  should  contain 
a  definite  proportion  of  radium  corresponding  to  the  equilibrium 
amounts  of  the  two  substances.  Boltwood  showed  that  the 
masses  of  uranium  and  radium  in  many  minerals  are  in  a  constant 
ratio,  which  is  about  3-3  x  10~'.  Since  the  atomic  weights  of 
uranium  and  radium  are  so  nearly  equal,  this  is  approximately 
the  ratio  of  the  half-value  period  of  radium  to  that  of  uranium. 
Hence  the  half-value  period  of  uranium  is  about  5  x  10*  years. 
Such  a  long  period  is  what  would  be  expected  from  the  weak 
activity  of  uranium.  There  is  reason  to  believe  that  all  the 
stages-  of  the  transformation  from  uranium  to  radium  are  now 
known,  and  that  there  are  three  products  emitting  a  particles. 
Since  the  atomic  weight  of  uranium,  according  to  Honigschmid, 
is  238-2,  and  that  of  radium  226,  the  agreement  is  fairly  satis- 
factory. 

The  question  of  the  end  product  of  the  radium  series,  after 
the  decay  of  polonium,  is  settled  somewhat  similarly.  It  is  known 
that  lead  occurs  in  all  uranium  minerals,  and  the  Pb-Ur  ratio 
is  often  fairly  constatit.  Since  the  atomic  weight  of  the  end 
product  is  206,  and  that  of  lead  207,  it  has  been  conjectured  that 
the  two  are  identical.  The  force  of  this  conclusion  has,  however, 
been  weakened  by  other  considerations. 

Considerable  light  has  been  thrown  on  the  chemistry  of  the 
radioactive  elements  by  Fajans'  discovery  that  all  the  elements 
can  be  fitted  into  the  periodic  table  by  means  of  certain  hypotheses. 
These  are : 

(1)  A  simple  radioactive  element  emits  either  a  particles,  or 
^  particles,  but  not  both; 
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(2)  The  emission  of  an  a  particle  involves  a  shift  of  two  places 
in  the  periodic  table  ; 

(3)  The  emission  of  a  j8  particle  involves  a  shift  of  one  place 
in  the  opposite  direction  to  that  produced  by  the  a  particle. 

If  we  except  the  weak  j8  radiation  of  radium,  all  the  transforma- 
tions can  be  accounted  for  by  the  above  rules,  provided  that  in 
certain  cases  (radium  C)  two  consecutive  products  are  assumed, 
one  of  which  has  such  a  short  life  that  its  separate  existence 
cannot  be  proved  experimentally. 


CHAPTER  XIV 

THE   THEORY  OF   ELECTRONS 

245.  Introduction.  Electron  theory  of  metallic  con- 
duction. The  last  two  chapters  should  have  made  it  sufficiently 
clear  what  is  meant  by  an  electron,  or  fundamental  unit  of  negative 
electricity.  It  has  been  shown  that  while  negative  electricity  may 
be  associated  with  a  mass  much  smaller  than  that  of  a  hydrogen 
atom,  positive  electricity  is  never  found  on  anything  of  less  than 
atomic  mass.  The  present  chapter  is  devoted  chiefly  to  matters 
of  theoretical  interest.  In  the  first  place  it  is  desirable  to  inquire 
more  closely  into  the  process  of  conduction  of  electricity  in  metals, 
which,  as  it  is  not  accompanied  by  any  chemical  change  or  transfer 
of  matter,  is  probably  to  be  ascribed  to  the  motion  of  electrons 
only.  On.  the  other  hand,  phenomena  such  as  the  emission  of 
Rontgen  and  y  rays,  and  the  remarkable  change  of  the  mass  of 
the  yS  particle  with  speed,  show  that  the  relation  of  the  electron 
to  the  surrounding  ether  requires  to  be  more  carefully  examined, 
in  order  that  some  insight  may  be  gained  into  the  underlying 
principles.  It  does  not  seem  to  be  an  exaggeration  to  say  that 
at  one  time  the  idea  of  an  electric  medium  hke  the  ether  appeared 
to  be  antagonistic  to  the  other  idea  of  the  atomic  constitution 
of  electricity.  Discrete  electric  particles,  by  association  with  the 
Newtonian  ideas,  suggested  action  at  a  distance ;  and  it  was  only 
in  1895,  when  the  work  of  H.  A.  Lorentz  became  known,  that 
the  two  ideas  were  clearly  seen  to  be  reconcilable.  These  theories 
will  occupy  most  of  the  present  chapter,  from  Art.  247  onwards. 

The  theory  of  metallic  conduction  is  mainly  due  to  Drude. 
He  supposed  that  the  free  electrons  in  a  metal  are  constantly 
in  a  state  of  thermal  agitation,  hke  the  molecules  in  the  kinetic 
theory  of  ga^es.     There  is  no  reason  for  supposing  that  the  electrons 
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are  few  in  number,  but  as  their  diameter  is  probably  very  small 
collisions  among  themselves  are  rare,  and  we  need  only  consider 
collisions  between  the  electrons  and  the  atoms  of  the  metal.  The 
latter  are  supposed  to  be  capable  of  some  slight  vibratory  motion 
about  fixed  positions,  but  not  of  migration  as  a  whole.  For  the 
sake  of  simpUcity  the  electrons  may  all  be  supposed  to  have  the 
same  free  path  I  between  colhsions  with  atoms  of  the  metal,  and 
the  same  velocity  of  agitation  V.  Under  these  conditions  the 
theory  of  Art.  174  and  of  Art.  210  may  be  applied  unaltered, 
and  the  mean  velocity  of  drift  of  the  electrons  in  an  electric 
field  E  is  given  by  v  =  eElj2mV. 

Consider  the  case  of  a  straight  wire  carrying  a  current.  If  n 
is  the  number  of  electrons  per  c.c,  the  volume-density  p  of  the 
moving  charges  is  ne.  Hence  the  current-density  in  the  wire  in 
electromagnetic  imits  is  j  =  pvjc  =  nevjc  =  ne^Elj2mc  V.  Here  E 
is  measured  in  electrostatic  units,  so  that  if  ct  is  the  conductivity 
of  the  metal  in  electromagnetic  units,  j  =  acE.  Comparing  the 
two  last  formulae,  we  have 

^    neH 
"      2mcW ^'• 

The  kinetic  energy  of  a  gaseous  molecule  at  ordinary  tempera- 
tures is  5-9  X  lO"^*  (Art.  213).  Assuming  that  the  kinetic  energy 
of  agitation  of  an  electron  in  a  metal  has  the  same  value,  we 
have  mV'^  =  1-18  x  lO-^^.  Taking  m  =  8-96  x  lO-^s,  we  find 
V  =  1-15  X  10'.  The  mean  velocity  of  agitation  is  therefore  of 
the  order  of  one-thousandth  of  that  of  light.  The  number  of 
electrons  per  c.c.  for  a  given  metal,  say  copper,  may  be  estimated 
as  follows.  The  energy  required  to  raise  the  temperature  of  1  c.c. 
of  copper  through  1°  is  0-8  calories,  or  3-4  x  10'  ergs.  Part  of 
this  goes  to  increase  the  energy  of  vibration  of  the  atoms  of  the 
metal,  part  to  increase  the  energy  of  agitation  of  the  electrons. 
Assuming  that  the  mean  energy  is  the  same  for  each  of  the  N 
atoms  in  one  cubic  centimetre  as  it  is  for  each  of  the  n  electrons, 
the  increase  of  kinetic  energy  of  a  single  particle  of  either  kind 

3-4x10' 
in  one  degree  rise  of  temperature  is  j^   ergs.     But  this  is 

equal  to   Boltzmann's  constant  a  =  2  x  10"^®.     Hence 
n  +  N  =  1-7  X  1023; 
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and  since  iV  =  8-6  x  lO^^,  we  have  w  =  8-4  x  lO^^.  The  number 
of  free  electrons  in  a  metal  is  therefore  comparable  with  the 
number  of  atoms. 

Equation  (1)  now  gives  us  an  estimate  of  I,  the  mean  free  path 
of  the  electrons  in  the  metal.  Putting  a  =  6  x  10"*  for  copper, 
and  making  the  other  substitutions,  we  find  I  =  5-9  x  10~'  cm. 
This  rather  large  result  would  seem  to  show  that  only  a  few  of 
what  would  ordinarily  be  called  collisions  with  atoms  result  in 
appreciable  deflexion  of  the  electron.  But  it  is  doubtful  whether 
the  path  of  an  electron  is  ever  really  "free." 

The  mean  velocity  of  drift  is  connected  with  the  current- 
density  by  the  equation  j  =  nev/c,  so  that  for  a  current  of  100 
amperes  per  square  centimetre  v  is  only  7-5  x  10"^  cm.  per  second. 
The  considerable  transfer  of  charge  obtained  in  ordinary  experi- 
ments is  therefore  due  to  the  very  large  number  of  electrons 
concerned  rather  than  to  any  great  speed  of  each. 

246.     The  Hall  effect.     Contact  and  thermal  potentials. 

It  was  discovered  by  Hall  in  1877  that  the  lines  of  current-flow 
in  a  metal  are  altered  in  a  magnetic  field.  Suppose  that  a  current 
enters  a  thin  metal  plate  at  A  and  leaves  it  at  B,  and  that  C,  D 


C 

A 

B 

D 

Fig.  364 

are  points  at  equal  potentials  on  the  sides,  so  that  no  deflexion 
occurs  when  they  are  joined  to  a  sensitive  galvanometer.  If  a 
magnetic  field  is  apphed  pointing  vertically  upwards  from  the 
paper,  a  current  will  usually  flow  through  the  galvanometer  in  the 
direction  shown  in  the  figure.  This  is  the  case  with  bismuth, 
copper,  nickel,  platinum  and  silver ;  with  antimony,  cobalt,  iron 
and  zinc  the  current  is  in  the  opposite  direction.  The  effect  in 
bismuth  is  extraordinarily  great,  antimony  and  iron  coming  next 
in  order  of  magnitude.    With  other  metals  it  is  necessary  to  use 
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very  thin  sheets  and  a  sensitive  galvanometer,  otherwise  the 
effect  will  escape  observation  altogether. 

It  is  easy  to  show  that  the  electron  theory,  in  its  ordinary 
form,  gives  the  same  direction  for  the  Hall  effect  in  all  metals, 
namely  that  shown  in  the  figure.  In  the  magnetic  field  the  carriers 
of  the  current,  whatever  their  sign,  are  deflected  laterally  from 
C  towards  D ;  and  if  they  are  electrons  the  current  within  the 
sheet  is  from  D  to  C,  as  shown.  The  theory  does  not  therefore 
account  for  the  observed  variabiHty  in  the  sign  of  the  Hall  effect, 
although  most  non-magnetic  metals  seem  to  give  the  sign  required 
by  it.  It  is  clear  from  this  that  the  electron  theory  of  metallic 
conduction,  in  the  above  form,  is  not  free  from  serious  defects. 
Considerable  modifications  would  be  required  to  treat  the  case  of 
a  magnetic  metal,  but  it  is  not  certain  what  advantages  would 
be  gained  thereby. 

It  is  interesting  to  notice  the  explanation  given  by  electron 
theory  of  the  mechanical  action  of  magnets  on  currents. 
A  magnetic  field  is  regarded  as  acting  primarily  on  the  free 
electrons  in  the  metal  according  to  the  rule  of  Art.  95,  and  these 
in  turn  react  on  the  conductor  by  colliding  with  the  atoms  of 
the  metal.     In  this  sense  the  actions  are  secondary. 

The  electron  theory  also  gives  a  qualitative  explanation  of 
certain  other  phenomena,  although  it  is  clear  from  what  has  been 
said  that  exact  numerical  agreement  is  not  to  be  looked  for. 
Consider  first  of  all  what  happens  when  two  different  metals 
are  in  contact  with  one  another.  Let  w^  be  the  number  of  electrons 
per  c.c.  in  the  first  metal,  Wj  ii  the  second,  and  suppose  that 
%  >  Wa .  At  first  electrons  will  diffuse  from  metal  1  to  metal  2  ; 
but  their  accumulation  in  the  second  metal  gives  rise  to  an  electric 
force  from  1  to  2  which  tends  to  prevent  further  electrons  from 
crossing  the  boundary.  A  steady  state  will  ultimately  occur  in 
which  the  boundary  region  is  a  seat  of  electric  force,  which  however 
does  not  penetrate  far  into  either  metal.  There  will  therefore 
be  a  difference  of  electrostatic  potential  between  the  two  metals, 
and  if  Wi  >  «2  the  first  metal  is  at  a  higher  potential  than  the 
second. 

Take  axes  such  that  the  metal  1  is  to  the  left  of  the  plane 
x  =  0  and  the  metal  2  to  the  right,  and  let  n  be  the  number  of 


608  THE   THEORY   OF   ELECTRONS  [CH. 

electrons  per  c.c.  at  abscissa  x.  In  the  steady  state  the  total 
flux  of  electrons  vanishes,  so  that  Kdn/dx  =  nuE,  u  being  the 
mobility  of  the  electrons  in  the  metal  considered,  E  the  electric 
force  and  K  the  coefficient  of  diffusion.  Since  u/K  =  NejYl,  we 
have  in  either  metal 

dn     Ne  rM  /o\ 

¥-n^^^ (')• 

When  a;  =  —  00  ,  w  =  %,  and  when  a;  =  oo  ,  n^n^.  Hence  if 
V  is  the  difference  of  potential  between  the  main  masses  of  the 
two  metals. 

For  copper  and  zinc  at  ordinary  temperatures  we  have 
«i  =  8-4  X  1022,  n^  =  5-4  x  10^2,  and  NejU.  =  1-2  x  10*.  Hence 
F  =  3-6  X  10~^  electrostatic  units  =  1/100  volt  nearly.  This  may 
be  called  the  true  contact  potential.  It  is  not  the  same  as  the 
ordinary  contact  potential  between  plates  close  to  one  another 
in  air,  which  is  of  the  order  of  one  volt.  The  latter  is  not  accounted 
for  by  the  simple  theory.  The  evidence  drawn  from  the  emission 
of  electrons  by  hot  bodies  points  to  a  surface-layer  at  the  boundary 
of  air  and  metal,  hindering  the  emission  of  electrons  considerably 
at  ordinary  temperatures.  It  is  probable  that  the  difference  of 
potential  between  the  metal  and  a  point  in  the  gas  just  outside 
varies  a  good  deal  with  the  state  of  the  surface,  as  is  known  to 
happen  with  the  contact  potential  in  air. 

Since  the  conductivity  of  a  metal  varies  with  the  temperature, 
the  product  nl  does  also,  and  therefore  probably  both  n  and  I. 
Such  a  variation  is  also  required  by  the  Kelvin  effect,  which 
shows  that  differences  of  potential  exist  in  a  single  unequally 
heated  conductor.     Equation  (2)  may  be  written 
^^  JI_  dndB 
"  nNe  dd  dx ' 
so  that  no  electric  forces  can  arise  in  an  ideal  conductor  unless 
n  varies  with  6.     Similarly  the  electron  theory  regards  the  electro- 
motive forces  of  the  thermopile  (Seebeck  effect)  as  due  to  the 
difference  of  true  contact  potential  at  the  temperatures  of  the 
hot  and  cold  junctions,  and  the  potential  differences  arising  are 
actually  of  the  right  order  of  magnitude. 
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247.  Lorentz's  equations.  The  foundations  of  electrical 
theory  have  been  very  lucidly  treated  by  Lorentz,  who  was 
the  first  to  consider  in  detail  the  relations  between  electricity 
and  ether.  He  finds  it  convenient  to  regard  the  conception 
introduced  in  Art.  190  in  order  to  obtain  an  expression  for  the 
ether-current  as  representing  the  actual  state  of  affairs  in  the 
universe  when  analysis  is  pushed  to  extremes.  If  we  imagine 
a  being  of  indefinitely  keen  powers  of  observation  to  look  into  the 
interior  of  molecules,  atoms  and  electrons,  he  will  find  everywhere 
ether  and  moving  electricity.  Thus  the  universe  is  regarded  as 
completely  specified  by  the  values  of  p,  v^,  Vy,  v^  at  all  points, 
the  difficulty  as  to  the  presence  of  both  electricity  and  ether  in 
the  same  volume-element  being  ignored.  The  ordinary  observer 
will  merely  reckon  with  the  mean  values  of  the  electrical  quantities 
over  regions  of  space  and  time  which  are  small  but  not  infinitely 
small.  Some  common  electrical  phenomena  have  no  place  in 
the  fundamental  Lorentz  scheme :  for  example,  a  polarised 
dielectric  is  resolved  into  its  constituent  charges;  and  further 
there  are  no  magnetic  poles,  but  only  magnetic  force  caused  by 
the  motion  of  electric  charges.  It  may  be  mentioned  that  the 
general  tendency  of  recent  speculation  is  to  give  up  the  analogy 
that  appears  to  exist  between  electric  and  magnetic  quantities. 

With  these  assumptions  the  total  current-density  is  now  given 
by  three  equations  of  the  type 


Ifl   dE^  \ 


and  the  first  three  of  Lorentz's  equations  become 


K 


^ (3). 


-^^i^pV^^^-  g^ 


The  second  set  of  equations  of  Art.  190  are  left  unaltered, 
namely 

p.  E.  **" 
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13^ 

c    dt 
1  dHy 

c    dt 

laff, 
c    dt 


BE, 
dy 

dz 

dEy 
dx 


dz 

dx 

_dE, 
dy) 


.(4). 


Further,  assuming  that  Gauss'  theorem  is  generally  true,  we 
have 


dE,^dE,M.^ 
dx       dy        oz 


and  similarly 


d^ 

dx 


dH,^d_H^ 
dy        dz 


0 


•(5), 
•J(6). 


We  must  add  to  these  equations  some  expression  for  the 
mechanical  force  experienced  by  electricity  per  unit  charge. 
In  fundamental  matters  of  this  kind  what  is  important  is  not  so 
much  to  analyse  the  well-nigh  inextricable  concepts  of  force  and 
mass  as  to  formulate  some  workable  scheme  which  shall  not 
obviously  conflict  with  the  facts  of  observation.  We  shall  denote 
by  F  the  mechanical  force  per  unit  charge  on  the  electricity  near 
the  point  (x,  y,  z),  arising  from  all  causes.  In  accordance  with 
Art.  95  we  may  say  that  the  magnetic  field  H  at  the  point  (a;,  y,  z) 
exerts  on  the  electricity  in  the  vicinity  a  force 

per  unit  charge.  Applying  this  to  the  ultimate  moving  charges 
considered  by  Lorentz,  and  adding  in  the  effect  of  the  electric 
force,  we  have 


Fy  =  Ey  +  -(v,H^-v,H,) 


F.  =  E^ 


+    -     {'>^xHy    -    VyH^) 


.(7). 


This  is  Lorentz's  complete  set  of  eleven  equations.  The  question 
of  what  mass,  if  any,  is  to  be  ascribed  to  the  moving  electricity 
is  discussed  in  Art.  250. 
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248.  The  electromagnetic  potentials.  The  fundamental 
problem  of  Lorentz's  theory  is  to  determine  the  electric  and 
magnetic  field  when  the  charges  and  their  motion  are  specified 
beforehand;  that  is,  when  p,  v^,  Vy,  v^  are  given  functions  of 
X,  y,  z,  t.  The  work  is  simplified  by  the  introduction  of  two 
functions  which  resemble  the  electrostatic  potential  and  the 
vector  potential  of  magnetic  force  respectively.  Equation  (6)  is 
satisfied  identically  if  we  put  H  =  curl  A,  or 

""  dy        dz'        "^   dz        dx'       '~  dx        dy--^'- 
Substituting  in  equations  (4)  we  have 

30,^80^      d^^m,      S^_9$5 

dy        dz  '      dz        dx  '      dx        dy 

where  ^^=E^+  --^, 

<6   _  P     ,13^- 
^^=^'+-c'df 

It  follows  that  a  function  7  of  x,  y,  z,  t  can  be  found  such  that 
Substituting,  we  have 


0--^     0.=-^     o=-^ 
*»=-       dx'       "  dy'       '  dz- 


"  dx       c    dt 

__9F_ia^ 

dz      c   dt 

Here  V  is  called  the  scalar  electromagnetic  potential,  and  Ax,  Ay,  A^ 
are  regarded  as  the  components  of  an  electromagnetic  vector  potential. 
Substituting  in  (3),  we  find  three  equations  of  the  type 

,9^       8^      9^_1  a^N 
W^'^  dy^'^  dz^     c^dty^" 

dx\dx^  dy  '^  dz  '^  c  dt)  c     ' 

39—2 
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and  equation  (5)  may  be  written  in  the  form 


c  dt  \  dx        dy        dz 


'^  c  dt) 


477/3. 


We  shall  assume,  subject  to ,  subsequent  verification,  that 


dx 


+ 


dAy_^dA, 
dy        dz 


c  at 


.(10). 


Then  writing  A  for  Laplace's  operator,  the  preceding  equations 

become 

^  ,        1  d^A,         4^pvA 


and 


ii^J. 

c^   df 

A    /i 

1       d^Ay 

/\Ay    — 

c2  a«2 

AA,- 

1  d^A, 

C2     dt^ 

AV 

1    dW 

c^  dt^ 

ifnpVy 


^p% 


.(11) 


—  imp 


.(12). 


These  equations  are  all  of  the  same  form,  which  is  a  generalisa- 
tion of  Poisson's  equation.  If  Y  and  p  are  independent  of  t  the 
solution  would  be  given  by  the  ordinary  formula  V  =  Spdr/r. 
In  the  general  case  in  which  p  =f(x,  y,  z,  t)  we  shall  show  that 
the  solution  of  (12)  is 

"     '  •-) 

-^^   (13), 


'f{Lv,l 


t- 


dj 


where     &t  =  d^  dr]  dt,,    r\  =  {x  -.^f  +  (y  -  -nf  +  [z  -  if, 

and  the  integration  is  extended  through  the  whole  of  space.  That 
is,  F  can  be  calculated  by  the  ordinary  rules  of  electrostatics, 
provided  that  the  volume-density  at  any  point  Q  is  taken  to  be, 
not  that  actually  existing  at  time  t,  but  that  existing  at  timfe 
t  —  r/c,  where  r  is  the  distance  from,Q  to  {x,  y,  z).  Such  potentials 
are  called  retarded  potentials.  Roughly  speaking,  the  potentials 
may  themselves  ,be  said  to  be  propagated  with  the  velocity  of 
light.  '\  '      ' 
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To  verify  (13),  we  notice  that  the  function 


/('-:-) 


■where  r  is  the  distance  of  {x,  y,  z)  from  any  fixed  point,  satisfies 
the  equation 


f{Lv,Lt- 


It   follows   that  \ ,  considered   as   a   function  of 

r 

{x,  y,  z,  t),  does  so  also.     It  cannot,  however,  be  concluded  that 

1  dW  -  '  ' 

AF  =  -J  -57^  ,  onidccount  of  the  behaviour  of  the  integral  infinitely 

near  the  point  {x,  y,  z).    Let  Fq  be  the  value  of  the  integral  (13) 

extended  over  a  small  region  S^  enclosing  the  point  {x,  y,  z).    In 

this  region  r/c  is  small  and  the  "retarded"  volume-density  may 

be  taken  as  that  actually  existing  at  the  points  considered.     The 

behaviour  of  Vg  is  now  known  froin  the  discussion  in  Art.  32. 

Vq  is  itself  small,  and  so  also  is  9^  Vg/dt^ ;  but  the  second  derivates 

d^  Vg/dx^,  d^  Vg/dy^,  d^  Vq/Sz^  are  finite  and  have  the  sum  —  in-p. 

Hence  i   c^^y 

AF„-^4^  =  -4.,. 

If  Fi  is  the  value  of  the  integral  (13)  extended  over  the  rest  of 

1      ^52  T/       " 

space,  AFj  =  -^      ^^ ,  and  the  complete  integral  is  F  =  Fq  +  Fj. 

Hence  equation  (12)  is  satisfied. 

A  "retarded"  function  of  the  form  fU,  rj,l,t-  -j  may  be 

conveniently  abbreviated  into  [/].    Hence,  since  the  equations 
(11)  are  of  the  same  form  as  (12),  we  have  the  solutions 


"^      c]     r 

w^^A (14) 


A. 

cj 


=  -J' 
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^/^- 


[CH. 

.(15). 


To  verify  that  the  solution  given  by  (14)  and  (15)  actually 
satisfies  the  condition  (10)  we  proceed  as  follows.  Instead  of 
calculating  A^  at  the  point  (x,  y,  z)  calculate  it  at  the  point 
{x  +  h,  y,  z),  where  A  is  a  small  quantity,  and  consider  the  contri- 
bution of  the  electricity  in  the  neighbourhood  of  (^  +  h,  rj,  ^). 

Here  pv^  is  replaced  by  pv^  +  ^  o7  {p'"x)>  ^^^  since  r  is  unaltered 


[pv^]  is  replaced  by  [pv^]  +  h 


^  iP'"^) 


Hence 


Ax  + 


or 


34 

dx 

dA. 


+  h 


Similarly 


and 


f  =  j{ipv.] 
dA^      [[d   .      . 

dAy      [fd  ,     , 


"3  /      n' 


dr, 


dr. 

dr. 


dt  " 


l<iT. 


But  since  we  have  at  all  points 

it  is  clear  that  (10)  is  satisfied.  A^, 
Ay,  A^  and  F  being  known,  E  and  H 
are  found  from  equations  (8)  and  (9), 
so  that  the  field  is  completely  deter- 
mined. 

249.  Electromagnetic  field  of 
an  electron  moving  with  a  small 
uniform  velocity.  As  an  example 
of  the  preceding  formulae  we  shall 
find  the  electromagnetic  field  round 
an   electron   moving  with   a   uniform 


P{si!yx) 


Kg.  365 
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velocity  v  small  compared  with  that  of  Kght.  Consider  in  the 
first  place  an  arbitrary  distribution  of  electricity  moving  parallel 
to  itself  along  the  z-axis  with  the  velocity  v.  Let  Q  (Fig.  365) 
be  a  point  of  the  moving  system  referred  to  fixed  axes,  P  the 
point  at  which  the  potentials  are  to  be  calculated;  then  p  is 
given  by  an  equation  of  the  form 

P=f{i,vA~vt)   (16). 

Hence  [p]  =/(|,^,  ^  _  „<  +  ^j 

=p+^i (17) 

approximately ;  and  similarly  we  have,  correct  to  the  first  order 
of  small  quantities, 

[p%\  ^  [p«y  ^  Q   [p«y  _  pv  , jg, 

c  c  '        c         c   \    /• 

From  (17)  we  have 


■=Vo  +  lj'' 


where  Fq  =  jpdr/r  is  the  electrostatic  potential  at  P,  calculated 
by  the  ordinary  rules.  But  if  p  vanishes  at  infinity  the  second 
term  is  zero,  and  we  have 

T^n  calculating  the  electric  and  magnetic  forces  from  equations 
(8)  and  (9)  it  must  be  remembered  that  dVoldt  is  itself  of  the  first 
order  in  v,  and  therefore  dAJdt  is  of  the  second  order.  Hence 
the  electric  force  E  at  any  point  can  be  calcidated  by  the  ordinary 
rules  of  electrostatics,  and  the  magnetic  field  is  given  by 

H^=~'-^,    H,A    H^  =  0 (20). 

It  follows  that  if  0  is  a  small  electron  moving  with  a  small 
velocity  v  along  the  z-axis,  and  P  a  point  whose  co-ordinates 
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with  respect  to  0  are  x,  y,  z,  the  components  of  magnetic  force  at 
P  are  (-  evy/cr^,  evx/cr^,  0).  Hence  its  direction  is  perpendicular 
to  the  plane  containing  OJP  and  the  direction  of  motion,  and  the 
magnitude  of  the  resultant  is 

ev  sin  9 


where  6  is  the  angle  between  OP  and  the  direction  of  motion. 

To  find  the  force  at  points  inside  the  electron  it  is  necessary 
to  make  some  assumption  as  to  the  distribution  of  charge.  We 
shall  assume  that  the  charge  is  spread  through  the  volume  with 
uniform  volume-density  p,  so  that  if  a  is  the  radius  of  the  electron, 
e  =  ^vpa^.  The  electrostatic  field  has  already  been  found  (Art.  31), 
and  thus  we  have  at  an  internal  point 


■(21), 


^x=^,  ^i,---3'        ^^-^ 

evy      „       era        jj  _  r. 

the  origin  being  taken  at  the  centre  of  the  electron. 

In  the  case  of  slow  motion  the  mechanical  force  F  per  unit 
charge  is,  to  the  first  order,  the  same  as  the  electric  force  E.  It 
follows  that  the  resultant  force  exerted  by  the  electromagnetic 
field  on  the  electron  is  zero.  More  generally,  any  electrified 
system  can  move  through  the  ether  with  slow  uniform  velocity 
in  a  straight  line  without  requiring  any  external  force  to  maintain 
the  motion,  though  internal  forces  are  necessary  to  keep  the 
difierent  parts  in  the  same  relative  position.  This  corresponds 
to  Newton's  first  law  of  motion. 

250.  Accelerated  motion  of  a  slow  electron.  Electro- 
magnetic mass.  The  preceding  theory  can  be  extended  to  the 
case  in  which  the  velocity  is  not  uniform,  provided  that  it,  together 
with  the  acceleration  and  other  derivates,  is  always  small.  If 
the  system  moves  parallel  to  itself  so  that  the  distance  traveTsed 
in  time  tis  <f>  (t),  equation  (16)  is  replaced  by 

P=f{^,ri,i-4>m. 


or 
Similarly 
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Hence 

_.r4>'  it)  dp     r^"  it)  dp     r^'"  jt)  dp 
^'^      c      dt,         2c2      dl^      6c»      3^       •■■' 

provided  that  ^'  {t),  <(>"  {t),  .  .  .  are  so  small  that  squares  and 
products  can  be  neglected.  If  we  stop  at  the  term  involving 
<fi"  (t),  we  find 

What  we  are  chiefly  interested  in  is  the  total  force  exerted 
by  the  electromagnetic  field  on  the,  electron  in  the  direction  of 
the  axis  of  z.     To  the  present  degree  of  approximation  we  have 

'      '^ .   dz    c  dt  ' 

---^"-*-^V^^}^^ <-'■ 

The  integral  I  ^ — ^—^pdr  is  troublesome,  but  its  evaluation  may 

be  avoided  by  an  artifice.  Since  F^  is  to  be  multiplied  by  the 
element  of  charge  near  {x,  y,  z)  and  integrated  once  more  over 
the  system,  there  will  be  no  error  in  the  final  result  for  a 
spherical  electron  if  (^  —  z)^/r^  is  replaced  by  l/3r.  Further,  the 
term— 3Fo/3«  may  be  omitted  since  it  contributes  nothing  to 
the  total  force.     Hence  instead  of  (22)  we  may  take 
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Taking  axes  such  that  the  centre  of  the  electron  at  time  t  is  at  the 
origin,  we  may  write  for  an  internal  point 

2f' (0   e  /  .     x^  +  y'  +  z'\ 

(cf.  Art.  31).    Integrating,  we  have  for  the  total  force  exerted 

by  the  field  on  the  electron  -  g-^^  <f)"  (t),  or  -  -^J,  where  /  is 

the  acceleration.  The  accelerated  motion  of  an  electron  therefore 
calls  forth  a  force  tending  to  stop  the  acceleration.  This  is  known 
as  the  reaction  of  the  field. 

Now  suppose  that  the  electron  has  a  mass  M  in  the  ordinary 
sense.  If  an  external  force  P  is  applied,  the  equation  of  motion, 
to  the  present  degree  of  approximation,  is 

■'  5ac^ 

Writing  this  in  the  form 

4e 


(^+£-^)/=^' 


we  see  that  the  motion  is  the  same  as  if  the  ether  was  absent 
and  the  mass  of  the  electron  increased  by  ie^/Qac^.  This  added 
mass  is  known  as  the  electromagnetic  mass. 

The  idea  that  electric  charges  might  possess  inertia  in  virtue 
of  their  motion  was  first  put  forward  by  Sir  J.  J.  Thomson  in  1881. 
The  simplest  hypothesis  that  we  can  make  is  that  M  =  0,  which 
is  expressed  by  the  statement  that  all  the  mass  of  the  electron 
is  electromagnetic.  Adopting  this,  the  mass  of  the  electron  at 
slow  speeds  becomes 

Api 

'^o-g^ (23). 

From  this  it  is  possible  to  make  an  estimate  of  the  radius  of  the 
electron,  considered  as  a  sphere  filled  with  electricity  at  uniform 
volume-density.  Putting  m^  =  8-96  x  lO-^^^  g  ^  4.75  ^  iQ-io  and 
c  =  3  X  10"  in  equation  (23),  we  find  a  =  2-2  x  10-"  cm.  Other 
distributions  of  charge  would  give  different  results,  but  always 
of  the  same  order.  We  conclude  that  in  any  case  the  Unear 
dimensions  of  the  electron  are  extremely  small  (of  the  order  of 
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one  hundred-thousandth  of  the  diameter  of  an  atom) ;  which 
fits  in  well  with  other  facts,  for  example  their  power  of  moving 
bodily  through  sohd  conductors,  where  an  atom  or  molecule 
would  be  unable  to  get  past. 

251.    A  model  source  of  light  and  its  radiation.     The 

simplest  model  of  a  source  of  hght  in  the  electromagnetic  theory  is  a 
vibrating  point-charge  or  electron.  In  order  to  make  it  electrically 
neutral  we  may,  if  we  wish,  add  an  equal  positive  charge  at  a 
fixed  point.  Now  as  such  an  electron  is  constantly  sending  out 
waves  in  the  ether  its  vibrations  must  be  damped  out  to  some 
extent.  This  is  not  accounted  for  by  the  theory  of  the  last  article, 
and  we  must  go  further  by  including  in  the  equations  terms 
involving  </>'"  (t).    We  thus  find,  instead  of  (22), 

The  first  two  terms  are  allowed  for  by  the  theory  of  "electro- 
magnetic mass"  just  sketched ;  the  last  term  gives  the  additional 

force  ^  (f)'"  (t).     If  the  electron  is  vibrating  along  the  z  axis 

under  a  restraining  force  of  magnitude  a^  at  distance  ^,  its 
equation  of  motion,  to  this  degree  of  approximation,  is 

d^^  _  2e2  d^C 

"^  dt^~~"'^'^Z^^W^' 
where  m  is  the  mass  of  the  electron.  The  motion  is  therefore 
given  by  a  differential  equation  of  the  third  order,  which  can  be 
shown  to  represent  a  damped  simple-harmonic  vibration.  If  the 
last  term  is  neglected  the  motion  is  simple-harmonic  with  period 
27r/w,  where  n^  =  a/m.    In  general  write  ^  =  Ae^'* ;  then  we  have 

2e2 

2ea 
P'  =  n^  +  W'^^,. 

If  the  damping  term  is  small  we  may  put  ^  =  n  in  it,  and  obtain 

2e2 


—  mp^  =  —  mn^  —  ip^  -^, 


jfi  =  n^  -\-  in^ 
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The  motion  is  therefore  given  by  an  equation  of  the  form 

t,  =  Ae    3me'  COS  (nt  +  e), 

representing  a  damped  vibration  with  decrement  S  =  27rJie^/3w.c^- 
For  the  frequency  of  sodium  hght  (w  =  3  x  10^^)  we  have 
S  =  6  X  10~^,  and  S  is  still  very  small  for  the  frequency  of  the 
hardest  known  y  rays.  It  is  obvious,  therefore,  that  the  effect  of 
the  additional  term  is  negligible  in  almost  all  practical  cases  of 
motion  of  an  electron,  nor  is  it  probable  that  terms  involving 
^'*'  t  or  subsequent  derivates  have  any  appreciable  effect. 

The  electric  field  of  a  vibrating  electron  at  distant  points  is 
most  conveniently  calculated  as  follows.  Let  t,  =  (f>  (t)  be  the 
distance  of  the  electron  from  the  origin  at  time  t,  e  its  charge. 
If  a  compensating  charge  —  e  is  fixed  at  the  origin,  the  two  form 
a  Hertzian  oscillator  whose  moment  at  time  t  is  f{t)  =  el,.-  Then 
from  Art.  192  the  field  at  a  distant  point  (a;,  y,  z)  is  given  by 


/ 


As  in  the  case  of  the  Hertzian  oscillator,  the  other  terms  occurring 
are  of  a  lower  order  of  magnitude,  and  the  field  due  to  the  fixed 
charge  —  e  is  also  negligible  in  comparison  with  that  due  to  the 
vibrating  charge.  It  follows  that  the  determining  factor  in  the 
force  at  a  distance  at  time  t  is  the  acceleration  of  the  electron  at 
time  t  —  r/c. 

The  preceding  theory  can  be  extended  to  the  case  of  an  electron 
moving  so  as  to  remain  permanently  in  the  vicinity  of  the  origin, 
its  coordinates  at  time  t  being  |,  ij,  ^.  We  thus  find  for  the 
field  at  large  distances 

E^=  —  (y^  +  2^)  A  +  xyfji  +  xzv 
Ey  =  xy\  —  [z^  +  x^)  IX  +  yzv 
E^  =  zxX  +  yz^  —  {x^  +  y^)  v 
H^  =  r  (zfji  -  yv),    Hy  =  r{xv-  zX),     H,  =  r  [yX  -  xix) 


..(24), 
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where  A,  ^,  v  ^  ^-^  (^  ..    J,    J) 


.(25). 


252.  The  Zeeman  effect.  In  1896  Zeeman  observed  that 
the  sodium  lines  were  broadened  slightly  when  the  flame  was 
placed  between  the  poles  of  a  powerful  electromagnet.  He 
suspected  that  it  was  due  to  the  action  of  the  field  on  moving 
charges  within  the  atom,  and  at  Lorentz's  suggestion  examined 
the  edges  of  the  broadened  line  for  traces  of  circular  or  plane 
polarisation,  according  to  whether  the  observation  was  made 
along  or  at  right  angles  to  the  lines  of  magnetic  force.  These 
were  actually  observed.  Later,  in  1897,  Zeeman  found  that  three 
spectral  lines  could  be  produced  from  a  single  line,  having  certain 
remarkable  and  definite  polarisations.  The  normal  Zeeman  effect, 
as  it  is  called,  is  as  follows : 

Let  A  be  the  original  spectral 
line,  as  shown  diagrammatically 
in  the  figure.  The  light  emitted 
along  the  lines  of  magnetic  force 
can  be  resolved  into  two  spectral 
lines  B,  C  as  shown.  Of  these 
B  is  circularly  polarised  in  a 
right-handed  direction  with  re- 
spect to  the  magnetic  field,  and  C 
shows  left-handed  circular  polari- 
sation. When  viewed  at  right 
angles  to  the  magnetic  field  three 
equidistant  spectral  lines  D,  E,  F 
occur,  of  which  D  and  F  are  in 
the  same  position  in  the  spectrum 

as  B  and  C,  while  E  is  in  the  position  of  the  original  spectral 
line  A.  All  three  lines  are  plane-polarised,  E  along  the  magnetic 
field  and  D,  F  at  right  angles  to  it.  These  effects  are  called  the 
longitudinal  and  transverse  effects  respectively.  If  the  separation 
is  insufficient  we  get  a  broadened  line  with  peculiar  polarisations 
at  the  edges,  as  in  Zeeman's  original  observations. 

For  accurate  measurement  of  the  Zeeman  effect  we  require 
strong   magnetic   fields   and  great   resolving  power,    since   the 
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separation  in  a  field  of  30,000  units  is  only  of  the  order  of  one- 
tenth  of  the  distance  between  the  D  Unes  of  sodium.  A  suitable 
electromagnet  is  that  shown  in  Fig.  151 ;  the  pole-pieces  must 
be  perforated  for  the  observation  of  the  longitudinal  effect. 
A  Eowland  concave  grating  is  generally  used  to  resolve  the 
lines. 

If  it  is  desired  merely  to  demonstrate  the  effect  without 
measurement,  a  small  Lummer-Gehrcke  interference  plate*  may 


Fig.  367 

be  conveniently  used  in  conjunction  with  an  ordinary  spectro- 
scope. Fig.  367  shows  a  side  view  of  the  Lummer-Gehrcke 
plate.  Fig.  368  a  vertical  view  of  the  whole  apparatus.  Light 
from  a  spectrum  tube,  preferably  fiUed  with  helium  and  lying 
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Fig.  368 

between  the  poles  of  an  ordinary  electromagnet,  passes  through 
a  coUimator  and  prism  and  falls  on  the  interference  plate.  The 
light  emerging  at  nearly  grazing  angle  passes  into  the  telescope, 
and  on  looking  into  the  eyepiece  the  usual  spectrum  is  seen,  but 
each  Une  is  crossed  by  a  series  of  horizontal  fringes  produced 
by  the  Lummer-Gehrcke  plate.    Let  us  consider  one  spectral 

*  See  Wood's  Physical  Optics,  2nd  ed.,  p.  282. 
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line  only,  for  example  the  yellow  line  of  helium.  If  a  WoUaston 
double-image  prism  is  inserted  as  shown  in  the  figure,  the  sets 
of  fringes  are  doubled  horizontally,  since  the  prism  gives  a  relative 
displacement  to  the  spectra  for  rays  polarised  in  planes  perpen- 
dicular and  parallel  to  the  plane  of  the  paper.  On  applying  the 
magnetic  field  one  set  of  fringes  remains  unaltered,  while  each 
fringe  of  the  other  set  is  doubled.  A  separate  experiment  with 
the  double-image  prism  is  required  to  determine  the  directions 
of  polarisation,  and  thus  it  can  be  verified  that  the  unaltered 
rays  are  polarised  along  the  lines  of  magnetic  force. 

With  helium  all  the  lines  are  split  up  in  the  way  here  described ; 
but  the  simple  triplet  is  not  the  only  type  of  resolution.  In 
many  cases  more  than  three  lines  occur :  thus  the  Dj  line  of  sodium 
is  spHt  into  six  by  the  magnetic  field.  For  an  account  of  these 
abnormal  Zeeman  effects  reference  may  be  made  to  Zeeman, 
Researches  in  Magneto-optics.  In  spite  of  their  irregularity,  how- 
ever, the  vast  majority  of  separations  come  under  the  following 
rules : 

(1)  All  lines  belonging  to  the  same  spectral  series  show  the 
same  type  of  resolution,  and  moreover  if  n  is  the  frequency  of 
the  original  spectral  line  and  n  +  Sn  that  of  one  of  the  displaced 
Unes,  8n  is  the  same  for  all  lines  of  the  same  series  (Preston's 
law). 

(2)  The  value  of  Sn  in  a  given  field  is  either  the  same  as  the 
change  of  frequency  Sn^  in  the  hehum  triplets  or  p/q  times  as 
large,  where  p  and  q  are  small  integers  (Runge's  law). 

253.  Theory  of  the  normal  Zeeman  effect.  We  shall  first 
of  all  consider  the  motion  of  the  vibrating  electron  described  in 
Art.  251  in  a  uniform  magnetic  field  of  strength  H  parallel  to  the 
axis  of  z.  We  have  already  seen  that  its  motion  is  not  affected 
in  any  practical  case  by  the  presence  of  the  ether,  provided  that 
the  electromagnetic  mass  of  the  electron  is  included  in  its  total 
mass  m.  Let  the  electron  be  at  the  point  (f,  ij,  ^)  at  time  t, 
and  let  the  restorative  force  necessary  to  make  it  vibrate  be 
(—  a^,  —  at},  —  at,).  Then  in  the  absence  of  the  magnetic  field 
the  motion  in  all  coordinates  is  simple-harmonic  with  period 
27r/w,  where  n^  =  ajm. 
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The  equations  of  motion  in  the  magnetic  field  are 


d^^ 
"^  dt'  - 

.      Hedr, 

d^r, 
"^dJ- 

Hedi 
«^        c    dt' 

"  di = 

-ai. 

Hence  the  motion  in  the  direction  of  the  z  axis  is  unaffected  by 
the  field,  so  that  one  possible  mode  of  vibration  is  along  the  fines 
of  magnetic  force  with  the  normal  period  27r/ji.  For  the  x  and  y 
components  try  the  solution 

^=  A  cos  ft,    7]  =  A  sin  pt, 

and  write  also  for  shortness  h  =  He/mc.  Then  putting  these 
values  in  the  equations  we  find 

{p^  -n^)A  =  -  hpB, 

{p^  -n^)B  =  -  hpA. 

Hence  either  A  =  B     and    p^  —  n^  =  —  hp (26) 

or  ^  =  -  B  and  ^2  _  „2  =  j^^ (27). 

The  first  case  gives  as  a  possible  mode  of  vibration  a  circular 
motion  in  the  plane  z  =  0,  described  in  a  right-handed  screw 
direction  with  respect  to  the  axis  of  z.  The  second  case  gives 
a  left-handed  circular  vibration. 

We  have  thus  foimd  three  types  of  simple-harmonic  vibration 
in  a  magnetic  field,  one  period  being  that  of  the  original  spectral 
line  and  the  other  two  respectively  greater  and  less.  This  is 
precisely  what  is  found  in  the  normal  Zeeman  effect,  and  we  shall 
see  presently  that  the  polarisations  are  correctly  accoimted  for. 

Writing  p=  n  +  hn  in  equation  (26)  and  assuming  that  Sw 
is  small,  we  have 

^^^  =  -4^  =  -!^ (28). 

If  A  is  the  wave-length  corresponding  to  the  original  vibration, 
A  -j-  8A  that  corresponding  to  the  right-handed  circular  polarisa- 
tion, n  =  IttcjX  and  8n  =  —  2itc  8A/A^.     Hence  from  (28) 

A^      ^mc^  m ^     '■ 
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Hence  by  measurement  of  the  Zeeman  efEect  it  is  possible  to 
fin,d  the  value  of  e/m  of  the  vibrating  particles  giving  rise  to  a 
particular  spectral  line.  Zeeman  himself  in  1896  showed  that 
the  particle  must  have  a  negative  charge,  and  that  e/m  was  of 
the  order  of  —  lO^'.  Lohmann,  in  a  series  of  concordant  experi- 
ments with  helium,  obtained  the  value  SA/A^  =  —  4-70  x  10-*,  giving 
ejm  =  —  5-32  x  10^'.  The  remarkable  agreement  between  this 
value  and  the  value  —  5-30  x  10^'  adopted  for  the  slow-moving 
electron  leaves  no  doubt  that  the  vibrating  particles  are  electrons. 
Other  accurate  experiments  (on  zinc  and  cadmium  lines)  have 
given  values  almost  exactly  double  the  above.  It  has  been 
conjectured  that  the  vibrating  particles  are  still  electrons,  but  that 
the  separation  is  double  the  normal,  in  accordance  with  Runge's 
rule.  But  though  Rimge's  rule  suggests  a  theoretical  problem  no 
answer  to  it  has  yet  been  given ;  and  generally  little  progress 
has  been  made  towards  explaining  the  abnormal  Zeeman  effects. 

When  the  motion  of  the  electron  is  known,  the  field  at  a  distant 
point  is  given  by  equations  (24)  and  (25).  With  the  present  axes 
the  longitudinal  Zeeman  efEect  corresponds  to  an  observer  at  the 
point  (0,  0,  z),  the  transverse  efEect  to  the  point  {x,  0,  0). 

(1)  Effect  of  the  vibration  of  the  electron  along  the  axis  of  z  with 
period  injn. 


Here  A  =  m  =  0,    v=^,(^^ 


c^r^Kdty 


At  the  point  (0,  0,  z)  E^  =  Ey  =  E^  =  0.  Hence  there  is  no  central 
line  in  the  longitudinal  position.  At  the  point  (x,  0, 0)  E^=Ey  =  0, 
E^  =  —  x^v,  or  the  central  line  in  the  transverse  position  is  polarised 
in  the  direction  of  the  impressed  field. 

(2)  Effect  of  the  right-handed  circular  vibration  in  the  x,  y 
plane. 

Taking  ^  =  A  cos  pt,  -q  =  A  sin  pt,  we  have 

X:  jji-.v  =  cosp  (t  — y.smpU  — j :  0. 
At  the  point  (0,  0,  z)  equations  (24)  give 

E^:Ey:E^  =  X:fi:0  =  cos  P\t--J-  sin  ^  (*  ~  |)  =  0- 
p.  E.  40 
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This  represents  a  right-handed  circular  polarisation  in  a  plane 
parallel  to  2  =  0.  Similarly  at  (a;,  0,  0)  we  find  E^  =  E^  =  0,  so 
that  the  direction  of  polarisation  is  the  axis  of  y. 

The  left-handed  circular  vibration  gives  similar  results,  and 
thus  the  polarisations  in  the  normal  Zeeman  effect  are  completely- 
explained. 

254.  Theory  of  electrical  and  optical  phenomena  in 
moving^  media.  In  all  our  previous  work,  such  as  the  formulation 
and  discussion  of  the  equations  of  the  freo.  ether  or  of  Lorentz's 
equations,  we  have  referred  everything  to  a  system  of  coordinate 
axes  which  for  the  sake  of  brevity  may  be  described  as  fixed. 
Now  just  as  in  mechanics  there  is  no  reason  to  suppose  that  any 
particular  set  of  axes  is  better  or  more  fundamental  than  another, 
so  here  it  is  idle  to  discuss  whether  the  set  of  axes  chosen  is  "  fixed 
in  space"  or  not.  But  a  peculiar  difiiculty  arises  in  connexion 
with  the  theory  of  electricity,  as  hitherto  developed.  In  mechanics, 
if  one  set  of  axes  A  is  selected  for  referring  everything  to  in  the 
first  place,  the  fundamental  laws  are  not  altered  by  taking  a  set 
of  axes  B  instead,  provided  that  the  relative  motion  of  B  and  A 
is  a  uniform  motion  in  a  straight  line.  In  other  words,  the  equa- 
tions of  mechanics  are  not  changed  by  the  transformation 

x'  =  X,    y'  =  y,    z'  =  z  —  vt,    t'  =  t (30), 

where  v  is  some  constant.  In  considering  the  effect  of  this 
transformation  on  Lorentz's  equations  it  must  be  borne  in  mind 
that  the  electric  and  magnetic  forces  are  not  the  same  in  the 
fixed  and  moving  systems.  The  charges  which  the  moving 
observer  would  consider  at  rest  have  a  velocity  v  with  respect  to 
the  "  fixed  "  observer,  and  the  new  electric  force  E'  is  the  mechanical 

force  per  unit  charge ;    that  is,  E  +  -  times  the  vector  product 

of  V  and  H.    Hence  we  should  write 

E,'  =  E,-'^,    E,'  =  E,  +  '^,    EJ  =  E,  .  .(31). 

Further,  in  estimating  the  magnetic  field  (as  revealed,  for  example, 
by  the  niutual  action  of  electric  currents)  the  moving  observer 
would  not  allow  for  the  fact  that  the  charges  have  an  additional 


XIV]  THE   THEORY   OF   BLECTEONS  627 

motion  of  translation  with  velocity  v.  TMs  motion  has  however 
a  magnetic  effect,  and  the  components  of  the  "true"  magnetic 
force  H  differ  from  those  of  H'  registered  by  the  moving  observer 
by  the  quantities  in  equation  (20).    Hence 


vE  vE 

If     fl  '  "-^V  TT  17  '    I  a;  TJ  TJ  I 


Z    ) 


or  HJ  =  H,  +  '^,    Hy'  ^Hy-"^,    HJ  =  H,  . .  (32). 

The  only  remaining  change  is  to  write  v^'  for  v^  —  v.  Making 
all  the  transformations,  it  is  easy  to  see  that  the  form  of  Lorentz's 
.equations  is  altered. 

As  far  as  this  goes,  therefore,  there  would  seem  to  be  one, 
and  only  one*,  set  of  axes  to  which  electrical  phenomena  can  be 
referred  without  upsetting  the  ordinary  laws  of  electricity.  The 
difficulty  thus  arising  is  very  grave.  It  would  appear  that 
electrical  laws  must  be  different,  for  example,  in  the  morning 
and  in  the  evening,  in  spring  and  in  autumn,  since  the  motion 
of  the  frame  of  reference  changes  vnth  all  these  conditions.  As 
no  such  difference  has  been  observed  it  is  imperative  that  the 
matter  should  be  discussed  further  and  that  the  rights  of  all 
axes  to  be  considered  equally  fundamental  should  be  as  far  as 
possible  vindicated.  The  theory  centering  round  this  is  known 
as  the  theory  of  relativity. 

Let  us  first  of  all  view  everything  from  the  standpoint  of  a 
"fixed"  observer.  Suppose  that  we  have  a  medium  moving  with 
velocity  v  along  the  axis  of  z,  and  that  there  are  observers  in  it 
engaged  in  measuring  the  velocity  of  hght.  Two  points  A,  B 
(Fig.  369)  are  chosen,  and  signals  are  sent  from  A  to  B  and 
back  again.  The  signal  which  arrives  at  B  at  time  t  came  from 
a  position  A'  occupied  by  A  at  some  previous  time  t—r,  where 
A'A  =  VT  and  A'B  =  cr.  If  AB  =  r  and  /^A'AB  =  a,  the. 
trangle  AA'B  gives 

gz^a  =  ^2^2  +  ^2  _  2wT  cos  a (33). 

*  Here  we  are  only  considering  axes  as  distinct  when  they  are  in  relative  motion. 
The  distinction  between  the  possible  sets  of  axes  at  rest  with  respect  to  each 
other  is  trivial. 

40—2 
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velocity  v 


'^(*i2'i^,) 


8(^2^2'^ 


Kg.  369 

If  V  is  so  small  th.at^v'' jc^  is  negligible,  we  have  approximatelj>» 

2      r^     Ivrr  cos  a  _r'^     2w^  cos  a 


or 


r      w  cos  a 
c  c^ 


:  (%  -  Z^). 


The  return  signal  from  B  similarly  requires  a  time 

■^'  =  c  +  ^  (^  -  ^a)- 

The  total  time  t  +  t'  =  2r/c,  which  is  the  same  as  if  Both  A  and  B 
were  at  rest.  Hence  the  moving  observers  would  conclude  that 
the  velocity  of  hght  in  all  directions  is  c,  and  they  would  have  no 
reason  to  suspect  that  they  are  in  motion  at  all.  We  shall  suppose 
that  the  clocks  in  the  moving  system  are  set  by  optical  or  electrical 
signals  (e.g.  wireless  telegraphy)  from  a  central  point  A.  If  the 
clock  at  A  is  started  ofE  and  a  signal  sent  at  the  same  time,  it  is 
received  at  5  at  a  time 

The  observer  at  B,  allowing  for  the  velocity  of  light,  apparently 
determined  as  c  in  all  directions,  will  set  his  clock  so  that  it  marks 
a  time  rjc  on  receipt  of  the  signal.    Hence  when  .4's  clock  marks 

a  time  t,  B's  clock  marks  a  time  r/c.     Adding  t ^  to  each, 

c      c 
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we  see  that  when  A's  clock  marks  t ^ ,  B's  clock  marks  t  — r^ . 

The  time  t'  =  t g  is  called  the  local  time  at  the  point  {x,  y,z).    , 

c 

Since  the  only  way  of  correlating  times  at  different  places  is  by 

signalhng,  the  local  time  has  a  perfect  right  to  be  considered  as 

the  true  time  by  a  moving  observer. 

Now  consider  what  Lorentz's  equations  become  when  referred 

to  moving  axes  and  local  time.    Writing  , 

x'  =  x,    y'  =  y,    z'  =  z-vt,    t'  =  t-—^ (34), 

c 

we  have  to  find  what  the  moving  observer  will  regard  as  the 
velocity  and  volume-density  of  electricity.    We  have 


dx' 


dx 


"•-*-*- 

vdz' 

1               VV;, 

C^ 

c^ 

Vy 

<  = 

v^  —  v 

n          VV, 

c^ 

Similarly 


The  electrical  density  p'  for  the  moving  observer  will  be  defined 
so  that  p'v^'  is  still  the  a;-component  of  current-density  with 
reference  to  his  moving  axes.     This  gives 

pv^,    p'Vy'^pVy,    p\'=p{v,-v)] 

.(35). 


P% 


(-,      vv,\ 


Equations  (31),  (32),  (34),  (35)  give  all  the  data  for  transforming 
Lorentz's  equations.    If  v^jc^  is  neglected  throughout,  we  may  write 


V; 


Ex  =  EJ  + 

Hx  =  H-  — 


d        d        V    d        d 
dz^dz'~^W'     dt~dt'      "dz' 

vHy       E  =  E  '  -  ^' 

c    '        "         "  c 

vEJ      „       „,  .  vEJ 


E,  =  EJ 


—     ,  Hy    =     Hy        + 

c  c 


Jiz  =  Hz 

pVx  =  p'Vx,      P'»y  =  P1^v''      pV^  =  p'vJ  +p'v 


• 
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Carrying  out  the  substitutions  and  suppressing  the  accents,  we 
find  that  Lorentz's  equations  (3),  (4),  (5),  (6)  become 


}, 


1  tdE^  .    .        \      dH^.     dH, 


i  /dE^      ,        \      dHy     dH^     V  {dE^  ,  dEy     dE^      .     \ 


» 


1  dH^  _  dE,     dE, 
c    dt       '  dy        dz 

ldH,_dE^     dE, 


dt        dz        dx 

d_E^     V  /c 
dy       c\i 


}, 


lJJS,^d^_dE^_v/dH^^dJIy-^dH,\ 
c    dt         dx        dy       c\dx        dy        dz  J , 


SE^^dE,^d_E_,_^   _vfldE,  ^■4^pv,     dH,  ^  dHA 
dx        dy        dz  c  \c   dt  c  dx        dy  J ' 

dH^     M^     dH,^vndH,_^dE,_dE^\ 
dx        dy        dz       c\c    dt         dx        dy  J 

To  the  first  order,  however,  these  equations  are  the  same  as 
before.  Hence  Lorentz's  equations  preserve  their  form  unaltered 
in  the  moving  system,  provided  that  the  time  is  taken  to  be  the 
local  time  at  every  point.  Since  Lorentz's  equations  can  be 
made  the  basis  of  all  electrical  theory  the  argument  is  general, 
and  thus  we  see  that  there  is  no  insuperable  difficulty  about 
reconcihng  electric  phenomena  in  a  moving  system  with  the 
axiom  of  relativity,  as  long  as  we  only  consider  velocities  which 
are  small  compared  with  the  velocity  of  Hght. 

The  above  theory  is  due  essentially  to  Lorentz  and  Einstein. 
♦Lorentz  was  the  first  to  introduce  the  idea  of  local  time :  Einstein 
is  responsible  for  the  view  that  Lorentz's  local  time  is,  to  all 
iatents  and  purposes,  the  true  time  at  any  poiut,  since  from  what 
has  been  said  above  the  observer  cannot  detect  his  own  motion 
by  measurements  of  the  velocity  of  light. 

255.     Theory  of  Fizeau's  experiment.     The  merit  of  the 
above  theory,  however,  does  not  lie  merely  in  the  fact  that  it 
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explains  the  negative  results  of  certain  experiments  (which  might 

conceivably  be  done  in  other  ways) :   it  explains  at  the  same  time 

a  remarkable  experiment  of  Fizeau's.     By  observing  a  shift  in 

a  set  of  interference  fringes  caused  by  the  motion  of  a  stream 

of  water  in  the  path  of  a  ray  of  light,  Fizeau  was  able  to  estimate 

the  speed  at  which  light  travelled  within  the  moving  water  itself. 

If  c  is  the  velocity  of  light  in  vacuo,  fi  the  refractive  index  and  v 

the  velocity  of  the  water,  then  the  observed  velocity  of  the  waves 

c  c 

was  not  — \-  V,  as  we  might  expect,  but  — h  kv,  where  k  was 

certainly  less  than  unity. 

The  electrons  of  a  dielectric  are  attached  to  their  atoms  by 
forces  whose  origin  is  uncertain ;  but  we  shall  assume  that  they 
.  are  not,  to  the  first  order,  afiected  by  a  uniform  motion  of  trans- 
lation of  the  whole  system.  Under  these  circumstances  the 
velocity  of  propagation  of  the  waves,  as  registered  by  the  moving 
observer,  will  be  c/-\/K,  where  K  is  the  dielectric  constant  when 
at  rest.  That  is,  the  points  at  which  any  particular  phase  of  a 
wave  travelhng  along  the  z  axis  occurs  are  connected  by  the 
equation  z'  —  ct'j^K  =  constant.  In  termsjjof  z  and  t,  this 
becomes 


z—  vt 7^  [t r    =  const., 

,{l  +  -l^\-t(v  +  ^)  =  const. 
It  follows  that  the  velocity  as  perceived  by  an  observer  at  rest  is 


'  c^K 
or,  as  only  first  order  quantities  are  being  considered. 

Putting  K  =  /^^  the  velocity  becomes  -+  (l 1]  v.    In  this 

it  has  been  assumed  that  K  and  ^  are  constants ;  but  the  theory 
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will  hold  approximately  for  water,  for  which  ju.  is  nearly  constant 

over  the  visible  spectrum.     Putting  ju,  =  f ,  the  coefficient  1  —  ri 

becomes  0-438.  Michelson  and  Morley,  who  repeated  Fizeau's 
experiment,  found  the  value  0-434  ±  0-02,  which  agrees  well 
with  the  above. 

Experiments  like  Fizeau's,  in  which  the  velocity  of  light  in 
a  moving  medium  is  measured  by  a  fixed  observer,  should,  of 
course,  not  be  confused  with  those  in  which  the  observer  and  all 
his  apparatus  move  with  the  same  velocity.  It  is  to  these  latter 
that  the  null  experiments  apply. 

256.  The  Lorentz-Einstein  transformation.  Difficulties 
arise  in  the  theory  of  moving  media  when  the  velocity  is  com- 
parable with  that  of  Kght.  If  AB  (Fig.  369)  is  parallel  to  the 
direction  of  motion,  and  if  no  approximations  are  made,  the 
time  T  +  t'  for  a  direct  and  return  signal  is  found  from  equation 
(33)  to  be 

2rc         2r      2rv^ 
c^  —  v^      c        c'         ' '   ' 
while  if  AB  is  at  right  angles  to  the  direction  of  motion  it  is 
2r  2r     rv^  , 


(c2  _  w2)i        c  c3 

The  difference  is  rv^/c^,  correct  to  terms  of  the  second  order  in  v/c. 
Hence  it  would  seem  that  an  observer  at  A  must  obtain  different 
values  for  the  velocity  of  light  in  different  directions,  which 
would  contradict  the  axiom  of  relativity.  Michelson  and  Morley's 
celebrated  experiment*  is  really  one  to  detect  a  difference  in  the 
velocities  of  propagation  in  different  directions  with  respect  to 
the  direction  of  the  earth's  motion,  if  it  exists.  No  such  difference 
was  found,  although  the  method  was  sensitive  enough  to  reveal 
effects  of  the  order  v^/c^,  where  v  is  the  velocity  of  the  earth  in 
its  orbit  and  c  the  velocity  of  light. 

It  follows  that  as  long  as  the  equations 
x'  =  X,    y'  =  y,    z'  =  z  —  vt 
are  retained  no  transformation  can  be  found  which  will  leave  the 

*  See  Wood's  Physical  Optica,  2nd  ed.,  p.  672;  or  Michelson,  Light  Waves  and 
their  Uses,  p.  158. 
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fundamental  equations  unaltered.    Einstein,  following  Lorentz, 
proposed  the  transformation 

x'  =  a;,    y'  =  y,    z'  =  j8  (z  -  vt) 


where 

If  we  take  in  addition 

c 

vE,. 


.(36), 
.(37). 


..(38), 


H^-T 

e,'  =  ^(e,-'^),  e,'  =  p(e,  +  ^-^),  e:  =  e, 

p'vj  =  pv^,    p'vy  =  pvy,    p'vj  =  |8p  {v,  -  v) 

Lorentz's  equations  are  left  imaltefed  to  all  order^  of  approximation. 
For  velocities  so  small  that  v^/c^  is  negligible,  j8  =  1  and  the 
transformation  reduces  to  the  one  in  Art.  254.  The  more  general 
transformation,  with  certain  implications,  includes  the  negative 
result  of  all  experiments  made  to  detect  the  optical  effect  of 
the  earth's  motion  by  experiments  carried  out  entirely  on  its 
surface,  without  restriction  as  to  the  magnitude  of  its  velocity. 
Since  the  velocity  of  the  whole  solar  system  "in  space"  is  probably 
at  least  as  great  as  that  of  the  eatth  in  its  orbit,  the  cogency  of 
the  null  experiments  is  greater  than  might  appear. 

If  equations  (36)  and  (38)  are  solved  for  x,y,z,  .  . .  in  terms 
of  x',  y',  z',  . . .,  we  find 

x  =  x',     y  =  y',     z  =  ^{z'  +  vt')] 


.(39), 


Ex  =  ^  [EJ  +  — ^ j  .      Ey  =  ^  [^y ^ j  .      ^z  =  E^ 


ve:\ 


h^  =  ^{hj-'^),  h,  =  p(^h,'  +  '^),  ^H,^n, 


y.m, 


P%=P\',        pVy=p'Vy',        pV,   =  ^p'    (V,'  +    V) 

p^pp'(l 


«2 
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wMch  are  of  precisely  the  same  form  as  the  above,  with  —  v 
written  for  v.  The  relation  of  the  two  sets  of  axes  to  each  other 
is  therefore  perfectly  reciprocal,  so  that  either  set  can  be  regarded 
as  fixed  and  the  other  moveable,  or  neither  fixed,  at  will. 

To  illustrate  the  formulae  of  transformation  consider  an 
electrical  system  moving  with  velocity  v  in  the  direction  of  the 
axis  of  z.  This  body  appears  at  rest  to  the  moving  observer. 
If  P  is  a  point  whose  coordinates  in  the  two  systems  at  a  given 
time  t  are  (sci,  y-^,  Zj)  and  (ccj',  yi,  z^')  respectively,  and  Q  a  point 
whose  coordinates  are  (x2,  y^,  z^,  {x^,  y^,  z^),  we  have  from  (36) 

X2  —  Xi  =  x^  —  Xi,    2/2  ~  Vi  =  2/2  ~  yi'    ^2  ~  %  —  P  (^2  ~  h)- 

It  follows  that  lengths  measured  in  the  direction  of  motion  are 
differently  judged  by  the  two  observers,  the  estimate  of  the 
moving  observer  being  p  times  that  of  the  fixed  observer.  Corre- 
sponding elements  of  volume  are  related  by  the  equation  dr'  =  jStJr. 

Moreover,  (38)  gives  in  this  case  p'  =  ^p  ( 1 2 )  =  o  >  so  that 

p'dr'  ^  pd/T.  This  shows  that  it  is  the  same  charge  which  is  being 
considered  in  both  cases. 

The  interpreta;tion  of  the  above  theory  has  given  rise  to  much 
discussion.  Lorentz  considered  it  best  to  take  one  particular 
set  of  axes  as  the  fundamental  one,  and  to  assume  that  any 
material  system  moving  with  velocity  v  contracts  in  the  direction 
of  motion  in  the  ratio  jS~^  or  (1  —  v^/c^y  to  unity.  Thus  an 
electron  which  is  spherical  when  at  rest  becomes  an  ellipsoid 
when  in  motion,  and  for  the  swiftest  ^  particles  approximates  to 
a  flat  plate.  The  flattening  of  ordinary  bodies  could  not  be 
detected  by  an  observer  carried  along  with  them,  since  his  rulers 
and  calhpers  would  be  distorted  according,  to  the  same  law,  and 
would  continue  to  fit  at  all  speeds.  The  difference  in  the  estimates 
of  length,  already  referred  to,  is  a  consequence  of  the  contraction 
of  the  measuring  instruments. 

Lorentz's  representation  has  the  merit  of  clearly  fixing  one's 
ideas,  which  a  general  theory  of  relativity  does  not ;  but  for  the 
reasons  given  above  it  cannot  be  said  that  the  contraction  actually 
takes  place.  Recognising  this,  Einstein  preferred  to  begin  with 
the  dictum  that  all  motion  is  relative,   and  merely  to  seek  a 
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transformation  which  leaves  Lorentz's  equations  unaltered.  Any 
such  transformation  is  then  an  expression  of  the  principle  of 
relativity,  provided  that  the  transformed  space  and  time  are 
considered  to  have  objective  reality. 

It  is  sometimes  said  that  the  theory  of  relativity  does  away 
with  the  ether.  But  since  it  does  not  do  away  with  electromag- 
netic disturbances  propagated  with  a  velocity  c  =  3  x  10^"  cm. 
per  second,  it  is  difficult  to  see  what  is  meant  by  the  statement. 

257.  Electromagnetic  mass  of  an  electron  at  any 
speed.  Suppose  that  an  electron  is  moving  with  any  velocity 
less  than  that  of  light,  and  that  its  acceleration  and  other  derivates 
of  the  velocity  are  small.  Take  axes- so  that  at  time  t  it  has  a 
velocity  v  along  the  axis  of  z.  To  an  observer  moving  with 
velocity  v  it  will  appear  like  an  accelerated  electron  instantaneously 
at  rest,  and  therefore  will  behave  like  a  particle  of  constant  mass 
m^.     Hence  the  equations  of  motion  are 


d^x' 

=  eE,' 

=  e,(E.-^-^ 

d^y' 

=  eE,' 

-«^(^.  +  t^ 

dH' 

=  eE,' 

=  eE, 

)\ 


where  E,  H  are  the  fields  other  than  those  produced  by  the  motion 
of  the  electron  itself.     Now 

dx'  dx  X 


"  f{^^'f)  K>-5)' 

and 

l-K-5); 

Hence 

d^x'      d  (dx'\dt      \        c^J^'^^c^ 

dt'^      dAdt'ldt'         „„ /,      raf      ■ 

Since  x  = 

=  y  =  0,  z  =  V  a,t  the  time  considered,  we  have 

dt'^-^''- 
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Similarly  J^  ^ -^'V^     W^  =  ^  "•       . 

The   equations   of  motion,   referred   to   the   "fixed"   axes,   are 

therefore 

The  terms  on  the  right  are  the  external  forces  on  the  moving 
electron,  and  the  coefficients  on  the  left  are  difEerent  according 
as  the  acceleration  is  along  or  at  right  angles  to  its  instantaneous 
direction  of  motion.  For  transverse  accelerations  the  electron 
behaves  as  if  it  had  a  transverse  electromagnetic  mass 

m,  =  m,p=,    ^« (41). 


(-3' 


For  accelerations  in  the  direction  of  motion  it  behaves  as  if  it 
had  a  longitudinal  electromagnetic  mass 

m,  =  m„i33=--2^,   (42). 


cV 


If  the  acceleration  makes  an  angle  6  with  the  direction  of  motion, 
the  mass  is  mi  cos  6  +  mt  sin  B. 

Abraham  was  the  first  to  point  out  that  a  swiftly  moving 
electron,  such  as  a  jS  particle,  has  two  distinct  electromagnetic 
masses.  In  most  cases  the  accelerations  produced  experimentally 
have  been  at  right  angles  to  the  direction  of  motion,  so  that  only 
the  transverse  mass  comes  into  play.  This  is  the  Case  with 
Bucherer's  experiments  (Art.  241).  How  a  particle  with  other 
than  electromagnetic  mass,  subjected  to  non-electromagnetic 
forces,  would  behave  when  moving  with  a  velocity  comparable 
with  that  of  fight,  is  of  course  uncertain.  But  since  Lorentz's 
formula  (41)  agrees  accurately  with  Bucherer's  experiments,  we 
conclude  that  the  particular  form  of  the  principle  of  relativity 
here  used  is  a  correct  one,  and  that  the  mass'of  the  electron  is 
entirely  electromagnetic. 
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258.  The  theory  of  quanta.  There  are  a  number  of 
phenomena  connected  with  short  electric  waves  in  the  ether 
(ultra-violet  light,  Rontgen  rays,  y  rays)  which  seem  sufficiently 
persistent  to  justify  their  being  brought  provisionally  under  a 
general  rule. 

The  maximum  velocity  of  emission  of  electrons  under  the 
action  of  ultra-violet  light  is  determined  not  by  the  intensity  but 
by  the  frequency  of  the  light.  Thus  when  a  source  of  ultra- 
violet light  is  moved  away  from  a  metal  plate  fewer  electrons  are 
emitted,  but  what  are  have  the  same  velocity  as  before.  This 
peculiarity,  as  Bragg  pointed  out,  suggests  rather  a  flight  of 
particles  than  a  wave  which  becomes  weaker  as  it  spreads  out 
from  the  source.  The  greater  the  frequency  of  the  light,  the 
greater  the  velocity  of  the  fastest  electrons.  Hughes'  experiments 
(Art.  218)  might  be  explained  by  supposing  that  when  light  of 
frequency  n  falls  on  matter  energy  is  transferred  to  an  electron, 
if  at  all,  in  finite  portions  of  hn  ergs  at  a  time,  of  which  at  least 
eVf,  is  lost  by  the  electron  in  escaping  from  the  metal.  The 
constant  h  is  nearly  the  same  for  all  metals,  and  approximately 
5-6  X  10-". 

The  above  wordd  seem  a  very  slender  basis  for  speculation, 
were  it  not  that  the  same  considerations  apply  to  the  emission 
of  electrons  by  Rontgen  rays  and  y  rays.  Applying  them  to 
the  case  of  the  K  radiation  of  nickel  falling  on  iron  (Art.  231) 
we  find  that  the  velocity  of  emission  of  electrons  should  be  of 
the  order  of  5  x  10*  cm.  per  second,  which  is  actually  what  is 
observed.  The  relation  of  wave  and  electron  is  also  to  a  certain 
extent  reciprocal.  An  electron  must  have  a  certain  minimum 
velocity  if  it  is  to  excite  the  characteristic  Rontgen  rays  of  a  given 
element,  and  the  velocity  does  not  differ  much  from  that  ,of  the 
electrons  set  free  when  the  rays  fall  on  a  metal  plate.  Similarly 
(Art.  243)  y  rays  are  always  found  together  with  fairly  swift  ^ 
rays,  and  themselves  produce  jS  rays  of  similar  velocity  when  they 
fall  on  matter. 

These  facts  have  led  to  what  is  known  as  the  quantum  hypothesis, 
which  for  our  present  purposes  may  be  enunciated  as  follows : 
A  simple-harmonic  ether  wave  of  frequency  n  communicates 
energy  to  matter  in  finite  portions,  or  quanta,  of  hn  ergs  at  a  time. 
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where  ^  is  a  universal  constant  which  is  about  6  x  10""^'.  Such 
a  wave  cannot  be  excited  by  the  impact  of  a  body  of  kinetic  energy 
less  than  hn. 

There  is  no  doubt  that  this  hypothesis  represents  the  experi- 
mental facts  over  a  considerable  range.  Its  physical  interpretation 
is  more  obscure ;  and  in  particular  nothing  is  said  about  waves 
of  other  than  siinple-harmonic  form.  The  difEraction  phenomena 
lend  no  support  to  any  corpuscular  theory  of  light  or  Eontgen 
rays.  It  would  seem  most  probable,  therefore,  that  the  cause 
of  the  finite  transfer  of  energy  is  to  be  found  in  the  relation  of 
ether  to  matter  rather  than  in  any  discontinuous  structure  of 
the  ether  itself. 

The  quantum  hypothesis,  first  suggested  by  Planck,  can  also 
be  approached  from  other  directions,  for  example  from  the  law 
of  variation  of  the  specific  heats  of  bodies  at  low  temperatures. 
The  consideration  of  these  cases  would  lead  us  too  far.'  From 
what  has  been  said  it  is  clear  that  no  appreciable  disturbance 
would  be  caused  by  introducing  the  hypothesis  into  mechanics, 
since  the  quantity  hn  is  exceedingly  small  for  all  ordinary  values 
of  n.  But  the  exact  bearing  of  the  theory  on  the  fundamental 
laws  of  mechanics  and  electricity  is  at  present  uncertain,  and 
further  developments  on  this  point  must  be  awaited. 


APPENDIX 

UNITS  AND-  NOTATION 

The  electrostatic  system  is  based  on  the  unit  charge  of  electricity, 
which  repels  a  similar  charge  placed  1  cm.  awajy  with  a  force  of 
1  dyne. 

The  electromagnetic  system  is  based  on  the  unit  magnetic  pole, 
which  repels  a  similar  pole  placed  1  cm.  away  with  a  force  of 
1  dyne. 

The  ratio  of  the  electromagnetic  to  the  electrostatic  unit  of 
charge  is  denoted  by  c.  Its  value  is  very  nearly  3  x  10^"  c.G.s. 
units.  ^ 

The  derived  electromagnetic  system  is  obtained  by  taking 
multiples  or  submultiples  of  the  true  electromagnetic  units  as 
new  units,  as  shown  in  the  following  scheme: 

1  ampere    =  -^     e.m.u.  of  current 

1  coulomb  =  ^  „         charge 

potential 
resistance 

1  farad       =  10~*         „         capacity 
'  1  henry       =  10^  ,,         inductance. 

The  next  table  shows  the  notation  used  in  this  book  for  the 
commoner  electrical  quantities.  The  use  of  a  single  letter  indicates 
the  system  of  units  in  which  any  given  quantity  is  usually 
expressed.  Thus  unless  otherwise  stated,  charge  is  expressed  in 
electrostatic  units,  current  in  electromagnetic  units,  and  so  on. 
The  usage  for  potential  and  capacity  varies.  The  table  shows 
how  the  measure  of  a  given  quantity  changes  when  the  system 
of  units  is  changed;  thus  1  e.s.u.  of  capacity  =  1/9  x  10"  farads, 
1  E.s.u.  of  potential  =  300  volts,  and  so  on. 


1  volt         =  108 
1  ohm         =  109 
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: 
Name  of 

Quantity 

Measure  in 
E.s.u. 

Measure  in 
E.M.TT. 

Measure  in 
derived  e.m.tj. 

derived 
unit      i 

Charge        

e 

e/c 

10e/c=e/3xl09 

Coulomb 

Volume-    and    sur- 

P,  <T 

— 

— 

—       i 

face-density 

; 

Electric  force 

E(E,.Ey,E,) 

cE 

— 

—       ' 

Potential  (b.s.u.)  ... 

V 

cV 

cF/108  =  300  V 

Volt 

Capacity  (e.s.u.)  ... 

C 

C/c^ 

10»  0/02  =  0/9x10" 

Farad    ■ 

Electric  polarisation 

PiP„P„P,) 

— 

— 

— 

Electric  induction 

D(D^,Dy,D,) 

— 

— 

— 

Dielectric  constant 

K 

— 

— 

— 

Magnetic  pole 

— 

m 

— 



Magnetic  force 

— 

H(H,,Hy,H,) 

— 

— 

Magnetic  potential 

— 

a 

— 

. —     1 

Intensity    of    mag- 

— 

Hh.Iy.h) 

— 

. — 

netisation 

Magnetic  induction 

— 

B(B^,By,B,) 

— 

— 

Current      

ci 

i 

lOi 

Ampere 

Current-density    ... 

— 

JUx>  h>  3b) 

— 

— 

Electromotive  force 

F/c 

F/10» 

Volt 

(potential) 

Capacity  (b.m.tj.)... 

d'G 

C 

lO'O 

Farad 

Resistance...         ... 

— 

R 

JJ/IO» 

Ohm 

Specific  resistance 

— 

h 

kjlffi 

— 

Conductivity 

— 

(T 

10»n- 

—     ■ 

Flux    of    magnetic 

— 

N 



— 

induction 

SeU-inductance     ... 

— 

L 

i/10» 

Henry 

Mutual  inductance 

M 

MjlQP 

Henry 
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Accumulators,  118,  379 
actinium,  radioactivity  of,  574 
a  particles,  572 

,  magnetic  and  electric  deflexion 

of,  585 

,  charge  and  nature  of,  587 

,    emission    of     electrons    under 

impact  of,  587 

,  ionisation  along  path  of,  589, 

594 

,  tracks  of,  in  gases,  593 

alternating  current  circuits,  examples 
of,  274 

currents  and  potentials,  273,  337 

alternators,  337,  340 
ammeters,  132,  173 

,  alternating  current,  277 

ampere,  109 

,  international,  115 

anode,  113 

arc,  electric,  360 

,  singing,  429,  471 

armature,  311 

reaction,  318,  322 

axis  of  magnet,  22,  38 

Ball-ended  magnet,  17 
battery,  electric,  101 
Bessel  functions,  11 
(3  particles,  572  . 
,  magnetic  and  electric  deflexion 

of,  594 

^    increase    of    mass    of,     with 

velocity,  596,  636 

.  tracks  of,  in  gases,  598 

,  homogeneous  groups  of,  598 

bichromate  cell,  118 
Biot  and  Savart,  law  of,  155 
Board  of  Trade  unit,  136 
bolometer,  150 
Boltzmann's  constant,  513 
boundary  conditions  at  surface  of  two 
dielectrics,  96,  98 

conditions    at    surface    of    two 

conductors,  152 

p.  B. 


boundary  conditions  at  surface  of  two 

magnetic  media,  243 
brushes,  274,  308 

Capacities,  comparison  of,  143 
capacity,  67 

of  sphere,  67 

of  long  cylinder,  68 

of  condenser,  71 

of  parallel  circular  cylinders,  79 

,  coefficients  of,  76 

,  measurement  of,  178,  424 

,  comparison  with  self -inductance, 

263 
capillary  tubes,  rise  of  magnetic  liquids 

in,  239 
Carey  Foster  bridge,  150 
cathode,  113 

ray  tube,  Braun's,  494,  548 

rays,  487 

,  negative  charge  of,  488 

,  measurement  of  e/m  for,  489 

cell,  voltaic,  101,  387 

charge,  41  .        m 

,  magnetic  effect  of  moving.  111, 

614 

moving  in  magnetic  field,  force 

on,  196 

,  elementary,  376,  509,  510 

Clark  cell,  120 

closing  a  circuit,  growth  of  current  on, 

259 
coercive  force,  225 
coil  with  an  iron  core,  346 
commutator,  307 
concentration  cells,  400 
condenser,  71,  89 

,  parallel  plate,  72 

.  cylindrical,  74 

with  partial  layer  of  dielectric,  95 

,  discharge    of,    through    circuit 

containing  self-inductance,  504 
conductivity,  126 

of  electrolytes,  385 

of  air,  natural,  498 

41 
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conductors,  electrical,  43 
conjugate  functions,  77 
contact  potential,  86 

,  measurement  of,  145 

contamination,  radioactive,  585 
continuity,  equation  of,  10 
coulomb,  109 

Coulomb's  law,  65 

couple  on  circuit  in  uniform  magnetic 

field,  169 
coupled  oscillation  circuits,   425,   468, 

474 
curl,  3 
current,  electric,  99 

.  electromagnetic  unit  of,  108 

,  law  of  action  of  element  of,  191 

balances,  184 

currents,  magnetic  effect  of,  103,  106, 
154  et  seq. 

,  action  of  magnets  on,  151 

,  forces  between,  180,  195 

,  heat  produced  by,  134 

current-density,  151 

Damping  of  galvanometers,  176,  271 

of  condenser  circuit,  405,  427, 

476 

Daniell  ceU,  101 

dark  space,  Faraday,  484 

,  Hittorf,  484 

de  la  Rive's  floating  battery,  167 
de  la  Rue  and  MUller,  law  of,  539 
decay  constant,  575 
declination,  28 
decrement,  406 

of  Hertzian  oscillator,  437 

demagnetisation  of  iron  and  steel,  16, 

226 
deposit,  active,  580 
diamagnetism,  236 
dielectric  constant,  88 

,    measurement    of,     146; 

for  high  frequencies,  460 

dielectrics,  87 

,  theory  of,  92 

difEusion,  coefficient  of,  ^98,  504 

dip,  28 

disc   rotating   in   magnetic   field,    250, 

291,  293 
dispersion,  electrical,  451 
dissociation,  electrolytic,  370 
diurnal  variations,  30 
divergence,  2 
doublet,  electric,  92 
drum  armature,  311 
dynamo,  see  generator 

Earnshaw's  theorem,  63 
earth,  51 

effective  value  of  alternating  current, 
274 


electric  force,  47 

,  law  of,  55 

due    to    infinite    charged 

plane,  59 

due  to  charged  sphere,  60 

just   outside   a   conductor, 

64,  97 
electric  induction,  98 
electricity,  positive  and  negative,  41 

,  fluid  theory  of,  46 

electrochemical    equivalent,    115,    116, 
186 

of  ions,  375 

electrodynamometer,  183 
electrolysis,  laws  of,  114,  368 

• ,  secondary  actions  in,  113,    378 

electrolyte,  113 

electrolytes,  depression  of  freezing  point 

of,  372 
electromagnetic  field,  equations  of,  188, 

441,  449 

induction,  see  induction  of  cur- 
rents 

electro-magnets,  232 
electrometer,  absolute,  82 
,  quadrant,  82,  143 

key,  569 

electromotive  force,  110 

of  induction,  251,  303 

forces,  comparison  of,  139 

electron,  45,  494  and  passim 

,  e/m  for,  491,  527,  547,  625 

,   mass    and    diameter    of,    513, 

618 

,    increase     of     mass     of,    with 

velocity,  596,  635 

,  electromagnetic   field   of    slow, 

614 

,  accelerated  motion  of  slow,  616 

,  field  of  vibrating,  619 

electrons  in  metals,  theory  of,  604 
electron  theory,  fundamental  equation 

of,  609 
electroscopes,  42,  80 
electrostatics,  principles  of,  63 

,   two-dimensional    problems    in, 

77 
equipotential  surfaces,  32,  49 
ether,  441 

current-density,  442 

Farad,  111 

Fizeau's  experiment,  theory  of,  630 
flames,  electrical  conductivity  of,  499 
flux,  8 

of  magnetic  force,  37 

fluxmeter,  272 

force    on    magnetised    body    in    non- 
uniform field,  234 
Foucault  currents,  292 
fuses,  135 
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Galvanometer,  104 

,  tangent,  104 

,  standardisation  of,  141 

,  moving  coil,  170 

,  ballistic,  172,  176,  268 

,  string,  174 

,  vibration,  279 

constant,  108,  171 

7  rays,  573,  599 

,  wave-lengths  of,  600 

,  emission  of  electrons  under  the 

action  of,  600 
gases,  discharges  in  rarefied,  482 

,  ionic  theory  of  conduction  in, 

,499 

,    measurement    of   currents    in, 

501 
gauss,  24 
Gauss'  transformation,  3 

theorem,  31,  59 

reciprocal  theorem,  49 

generator,  saturation  curve  of,  314 

.  external  characteristic  of,  318 

,  shunt  wound,  316,  321 

.  series  wound,  316,  322 

.  compound,  317 

,  combined  test  of  motor  and,  335 

glow-lamp,  test  of,  364 
Green's  reciprocal  theorem,  5 
guard-ring,  74 

Half-value  period,  575 
HaU  effect,  606 

harmonic  analysis  of  curves,  343 
henry,  256 

Hertz's  experiments,  433 
heterostatio  use  of  electrometer,  85 
Heusler  alloys,  231 
high-frequency  alternators,  338,  472 
■  currents,  see  also  electric  oscilla- 
tions 

,  measurement  of,  411 

,  distribution  of,  over  cross- 
section  of  a  wire,  416,  437,  477 

spectra,  555 

225 

loss,  228,  231 

Idiostatio  use  of  electrometer,  133 

impulsion  cell,  412 

incandescent  solids,  emission  of  ions  by, 

547 
inductance,  see  self-inductance 
induction  of  currents,  discovery  of,  248 

,  laws  of,  250,  252    , 

in  solid  masses  of  metal, 

291 
induction  coU,  285 

inclinometer,  267 

influence,  electric,  50 

machines,  52 
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influence,  coefficients  of,  76 
insulators,  43 
interlacing  a  circuit,  156 
interrupters,  288,  289 
ionisation  by  collision,  530 

,  average  velocity  required 

for,  534 

of  positive  ions,  536 

ionising    particles,     tracks     of,     made 

visible,  565 
ions  in  electrolytes,  373 

.  velocity  of,  393 

,  Ne  and  e/m  for,  376 

kinetic  theory  of,  396 

499 
kinetic  theory  of,  503 

,  charges  on,  505,  510 

,  velocity  of,  514 

— — ,  constitution  of,  515,  521 

,    condensation    of   water 

vapour  round,  563 

Joubert's  wheel,  340 
joule,  135 
Joule's  law,  135 

Kelvin  balance,  184 

effect,  210,  608 

coefficient,  212 

kilowatt-hour,  136 

Lamination,  313 
Laplace's  operator,  5 

equation,  61 

Leclanch6  cell,  117 
level  surfaces,  49 
Leyden  jar,  89 

light,  electromagnetic  theory  of,  444 
Uues  of  force,  33,  65 
local  time,  629 
Lorentz's  equations,  609 

Magnet,  15,  18 

in  uniform  field,  20 

,  moment  of,  21 

,  measurement  of,  25,  264 

,  magnetic  field  of  small,  26,  37 

magnetic  force,  19,  235 

,  laws  of,  23,  27 

along    axis     of     circular 

current,  161 

along  axis  of  solenoid,  165 

due  to  long  straight  cur- 
rent, 154,  163 

of  plane  current  at  large 

distances,  179 

,  vector  potential  of,  189, 

611 

of  jointed  circuit,  192 

magnetic  induction,  241 

.  tubes  of,  242 
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magnetic   induction,    measurement  of, 
267,  269 

north,  22 

standard,  268 

magnetisation,  intensity  of,  38 

,  measurement  of,  220 

magnetism,   effect  of  temperature  on, 

16,  238 

,  induced,  17,  220  et  seq. 

,  terrestrial,  28 

,  Poisson's  analysis  of,  38 

magneto-electric  machine,  307  ' 

magnetometer,  22 

mass,  electromagnetic,  618,  636 

McLeod  gauge,  483 

mechanical  equivalent  of  heat,  electrical 

determination  of,  134 
mercury  rectifier,  363 
meters,  electricity,  366 
microfarad.  111 
millivoltmeter,  173 
mobility  of  ions  in  electrolytes,  393,  396 

in  gases,  604,  515 

motor,  direct-current,  323 

— ■ — .  back  E.M.F.  of,  325 

.  shunt  wound,  326 

.  series  wound,  330 

,  brake  test  of,  331 

motors,  alternating  current,  351 

,  polyphase  induction,  354 

moving   media,   electrical   and   optical 

phenomena  in,  626,  632 
mutual  inductance,  180 

,   Neumann's  formula  for, 

193 

— ■ —  of  two  parallel  circles,  194, 

197 

,  measurement  of,  261,281, 

424 

Nachwirkung,  227 
negative  glow,  484 
Nernst  lamp,  365 

Ohm,  123 

,  absolute  determination  of,  293 

,  international,  295 

Ohm's  law,  121,  152 
oscillations,  electric,  production  of,  407, 
410 

,  demonstration  of,  408, 465 

,  detectors  of,  412,  472 

,    determination     of    fre- 
quency of,  422 

,  continuous,  429,  471 

,  in  rods,  462 

,  in  solenoids,  463 

oscillator.  Hertz's,  433 

,  theory  of,  446 

oscillograph,  342 

osmotic  pressure,  371 


Paramagnetism,  236 
Peltier  effect,  209 

coefficient,  209 

photoelectric  effect,  523 

,  normal  and  selective,  529 

,  nature  of,  527 

piezo-electricity,  87 
Poisson's  equation,  61 
polarisation,  electric,  93 

of  electrolytic  cell,  101,  377 

pole,  magnetic,  16 

.  strength  of,  19 

,  unit,  19,  24 

pole  of  a  cell,  102 

polonium,  radioactivity  of,  571,  583 
polyphase  currents,  352 
positive  column,  484 

rays,  543 

,  e/m  for,  546 

,  Doppler  effect  for,  547 

Post  Office  box,  137 

potential,  magnetic,  20 

of  current,  156,  159,  163, 

191 

,  electric,  48 

of  a  conductor,  49 

,  scalar  electromagnetic,  611 

,  electromagnetic  vector,  611 

,  retarded,  612 

potential  energy  of  current  in  magnetic 
field,  168,  246 

of  a  pair  of  circuits,  180 

of  a  single  circuit,  182 

potentiometer,  140 

Poulsen  arc,  471 
power,  electrical,  134 

in  alternating  current  circuit,  275 

,  measurement  of,  278 

prismatic  compass,  29 
pump,  Topler,  482 
pyro-electricity,  87 

Quanta,  theory  of,  637 
quenched  spark,  429,  469 

Radioactive  transformations,  575,  601 

equilibrium,  576 

elements,  chemistry  of,  602 

radioactivity,  discovery  of,  568 

,  methods  of  measurement  in,  569 

,  atomic  nature  of,  570 

,  three  types  of  radiation  in,  571 ; 

see    aho    a    particles,    |S    particles, 
7  rays 

f  evolution  of  helium  in,  580,  588 

radiometer,  217 
radio-micrometer,  217 
radium,  discovery  of,  571 

.  period  of,  579 

,  measurement   of  quantities   of, 

585 


INDEX 
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radium  emanation,'  578,  602 

A,  582 

B,  582 

C,  582 

D,  583 

— ^  E,  584 

receiver,  selective  effect  of,  in  Saraain 
and  de  la  Rive's  experiment,  438 

recombination,  499,  521 

relativity  of  electromagnetic  phenomena, 
627,  632 

repulsions,  electromagnetic,  289 

residual  magnetism,  15,  225 

discharge,  91 

resistance,  123 

of  electrolytes,  124,  382 

-  of  ceUs,  124,  390 

of     wires     for     high-frequency 

currents,  417,  477 

— —  box,  130 

,  variation  of,  with  temperature, 

126,  138 

,  speoifio,  126 

,  measurement  of,  137,  142,  145 

,  determination   of,   in   absolute 

measure,  293 
resistances  in  series,  124 

in  parallel,  125 

.  standard,  X3X,  296 

,  comparison  of  nearly  equal,  138 

resonance,  electrical,  420 

curves,  421,  473 

reversible  cells,  theory  of,  391 
rheostat,  129 
right-handed  axes,  1 

screw  law,  1,  6,  103 

Rontgen  rays,  494 

,  diffraction  of,  496,  549 

,  secondary,  496,  560 

,  wave-length  of,  555 

,  ionisation   of   gases    by, 

500 

,  analysis  of  crystal  struc- 
ture by,  552 

,  absorption  of,  495,  558 

,    emission     of     electrons 

under  the'action  of,  562 

rotary  converter,  338 
rotating  magnetic  field,  352 
rotations,  electromagnetic,  167 
rotor,  355 

Saturation  of  iron,  223 

in  gaseous  conduction,  502 

scalar  product,  2 
scintillations,  572,  587 
screening,  electrical,  68 

,  magnetic,  246 

secular  changes,  30 
Seebeck  effect,  204,  608 
selenium,  129 


self-inductance,  182 

,  calculation  of,  254 

of  long  solenoid,  183 

of  rectangular  circuit,  257 

of  circular  loop,  258 

measurement  of,  262, 280, 


424 


and,  263 


comparison   of   capacity 


,  variable,  411 

for    high-frequency    cur- 
rents, 418 

shunt,  140 

similarity  theorem  for  electrical  dis- 
charges, '541 

slip,  356 

slip-rings,  273 

solenoid,  164 

solenoidal  vectors,  9 

solution  pressure,  electrolytic,  389 

spark  discharge,  538 

specific  inductive  capacity,  see  dielectric 
constant 

spherical  shell  in  uniform  magnetic 
field,  245 

spht  insulation,  502 

standard  wire  gauge,  153 

stator,  355 

Stokes'  theorem,  6 

stress  per  unit  area  of  a  conductor,  64 

stresses  in  magnetised  bodies,  238 

surface-density,  25,  48 

susceptibility,  236 

system  of  conductors,  theory  of,  75 

Telephone  receiver,  279 
Tesla  experiments,  419 
thermal  E.  M.  F.,  measurement  of,  204 

,  variation  with  tempera- 
ture, 207 

galvanometers,  218 

thermoelectric  circuit,  laws  of,  206 

.  theory  of,  212 

series,  208 

inversion,  208 

thermometer,  platinum,  149 
thermopile,  215 

thorium,  radioactivity  of,  570 
throw,  176 
torque,  324 
transformer,  284,  348 
tubes  of  force,  36,  65,  241 

of  induction,  242 

Ultra-violet  light,  see  also  photoelectric 
effect 

,  ionisation   of   gases    by, 

526 

units,  set  appendix,  p.  639 

,  electrostatic,  58 

,  electromagnetic,  108,  162,  297 
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units,  derived  electromagnetic,  109 

,  ratio  c  of,  108,  299 

uranium,  radioactivity  of,  568,  602 

Vector,  2 

-■ product,  2 

volt,  110 

,  international,  298 

voltaic  cell,  100,  387 
voltameter,  113,  115 
voltmeter,  132,  174 

,  calibration  of,  140 

volume-density,  24,  48 

Watt,  135 
wattmeter,  278 
wave-meter,  422 
wave-motion,  equation  of,  10 


waves,  electric,  properties  of,  433,  438 

,  velocity  of,  444,  458 

,  on  wires,  452,  455,  457 

,  plane,  445 

— ■■ —    ,  in  dielectrics,  449,  460 

Weston  cell,  119,  298 
Wheatstone's  bridge,  136,  281 
Wimshurst  machine,  52 
Wireless  telegraphy,  466 

,  coupled  circuits  in,  468 

telephony,  473 

Work,  electrical,  134 

in  taking  a  unit  pole  round  a 

current,  156,  159,  188,  246 

of  magnetisation,  227 

Zeeman  effect,  621,  623 
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